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ABSTRACT 

This directory of instructional materials is designed 
for use by vocational educaticm teachers of the disadvantaged or 
handicapped student. Representing a number of sources and a variety 
of approaches to curricular materials for students with special 
needs, this listing covers 24 topics, from individualized curriculums 
to instructional support systems. Federally funded under the 
Vocational Educati<m Amendments of 1968, the text is illustrated with 
line drawings. Each instructional category, such as office 
occupations, is cross-ref i^renced with the Dictionary of Occupational 
Titles. Instructions for locating materials under the appropriate 
program heading, an explanation of the coding system and the method 
of ordering selected documents for purchase from the Government 
Printing Office are provided. For each document citation, these nine 
areas of information are given: (1) title, (2) author, (3) corporate 
author, (4) a statement of relevant instructional areas, (5) a brief 
annotation of the pot«itial use of this material, (6) subject 
content, (7) a description of the materials, (8) the instructional 
media, and (9) the source of the document. An evaluation form is 
included for teacher feedback. (A6) 
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INTRODUCTDN 



EACH LEARNER SHOULD BE CONSIDERED AS UNIQUE. ALL STUDENTS HAVE UNIQUE CHARACTERISTICS 
WHICH ARE CONSIDERED BY ALERT TEACJIERS IN THEIR EFFORTS TO FOSTER MORE EFFECTIVE 
LEARNING. THIS IS ESPECIALLY TRUE IN VOCATIONAL PROGRAMS WHERE OUR OPPORTUNITIES TO 
KNOW EACH LEARNER ARE GREATER THAN IN SOME OTHER CLASSROOM SITUATIONS. 

THE MATERIALS AND INFORMATION COMPILED IN THIS DOCUMENT ARE DESIGNED K)R THE TFACHERS 
WHO ARE INVOLVED IN VOCATIONAL INSTRUCTION PRESENTED TO PERSONS DESCRIBED AS HAVING 
"SPECIAL NEEDS." THE 1968 VOCATIONAL EDUCATION AMENDMENTS DEFINE TWO GENERAL GROUPS 
OF SPECIAL NEEDS LEARNERS: (1) "...PERSONS (OTHER THAN HANDICAPPED PERSONS DEFINED IN 
SECTION 108 6) WHO HAVE* ACADEMIC, SOCIOECONOMIC, OR OTHER HANDICAPS THAT PREVENT THEM 
FROM SUCCEEDING IN THE REGULAR Va:ATIONAL EDUCATION PROGRAM"; (2) "... HANDICAPPED PER 
SONS WHO, BECAUSE OF THEIR HANDICAPPING CONDITION, CANNOT SUCCEED IN THE REGULAR 
VOCATIONAL EDUCATION PROGRAM WITHOUT SPECIAL EDUCATIONAL ASSISTANCE, OR WHO REQUIRE 
A MODIFIED VOCATIONAL EDUCATION PROGRAM." THE MATERIALS CONTAINED HEREIN WERE 
COLLECTED FROM A NUMBER OF SOURCES AND FROM VARIOUS LEVELS OF EDUCATION THE 
MATERIALS REPRESENT A VARIETY OF APPROACHES, PHILOSOPHIES AND VALUE SYSTEMS THE 
MATERIALS, IN FACT, ARE ALMOST AS DIVERSE AS THE INDIVIDUALS THEY ARE DESIGNED TO SERVE. 

ANTICIPATED THAT EACH READER WILL FIND SOMETHING OF INTEREST WITHIN THESE COVERS- 
FOR IT IS FROM PERSONS SUCH AS YOURSELVES THAT THESE MATERIALS WERE OBTAINED. 



DOUGLAS qi TOWNE, PROJECT DIRECTOR 
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SYDNEY WALLACE, STAFF SPECIALIST 
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now TO USE 'mis LISTING 

EXPimrm of i\m a3DiKG system 



?^^^^n°^°^^-'^f^'®*'^ TO CA-reCORIES OF -.IE DIRECTORY OF OCCUPATI^ irTLES Tlffi f^^f ^r^I^l 



FIRST PAIR OF DIGITS: SUBJECT mTTER AREA 
EXAMPLE: 07. HEALTH OLWATIOXS EDUCATiCf^ 

PRI NCIPAL SEGMBir OF SUBJECT mTTER AR PA 
EXAMPLE: 07.01 DEI^AL ^ 

THIRD PAIR OF DIGITS: DIVISION OF PRINCIPAL SECNENT 
EXAVIPLE: 07.0101 DENTAL ASSISTING — 

SAMPLE fiREAKDOHN: 

07. HEALTH OCCUPATIONS (SUBJECT mTTER AREA) 

07.01 DENTAL (PRINX:iPAL SECMENT OF aiBJECT MATFER AREA) 

07.0101 DEOTAL ASSISTING (DIVISICW OF PRINCIPAL SECWETn*) 

^^^!^H}^^. ^ CUSSIFiaTION AREAS AND CATEGORIES ARE INCLUDED IN EAQ] LISTING at niP RPriMVivr nr 
EAOi SECTION. THESE D.:FINITIONS HIRE CLOSaV AWiERED 10 IN S^Sy!!!g^^ SSSi^^N EaS S 

II. HOW TO LOCA;rE MATBIIALS 

A. OONSJLT TABLE OF CONIENTS. 

C }^t1 PA^^^$[i^, tS2?^ ^^^^^ ™^ APPROPRIATE PAGE NUMBER. 

D. SCAN m. CITATIONS FOLLOWING THE GE'JERAL HEADING AND SELECT THOSE OF INTEREST. 

III. HOW TO INTERPRET THE DOOMENT CITATION 

itroSttTm ^ ^^^^ ^"^ LEFT-HAND NWRGIN AND IS DIVIDED INTO NINE AREAS OF 

I. TITLE: MATERIAL TITLE, NIWBER OF PAGES, AND DATE. 

AUTHOR: THE AlHHOR OF THE MATERIAL, IF AVAILABLE. 
4 ^i'^^Si^-.^'^i^AiSJri'^ 2S ORGANIZATION HHIQI PRODUCED THIS MATERIAL. 

SSl lEi BE£?aSlS. INSTRUCTIONAL AREAS OR PROGRAMS TO miOi THIS 

I' '^l^'^^^^' ^ ^'^^ ANNOTATION OF THE POTENTIAL USE OF THIS MATERIAL 

6. S£OC»PNr: WIS AREA LISTS THE MAJOR SUBJECT TERMS CONT/^Nm w^^ 

8. ^lA: THE MEIHOD BY WHICH THE MATERIAL IS PRESENTED. 

<:'^*??^ ^Jt^^SoF IJ^^IAL MAY BE OBTAINED OR FURTHER INQUIRY MADE. 
MATERIAi'5 AVAILABLE FOR PURCHASE INCLUDE COST, WHEN GIVEN. 

" iii^O^^'S HWCATIOi, SrANa\RD TERMINOL QgY FOR CURRICUUW AND INSnaJCTIOJ IN LfTAl Avn ctstc cnnni 
SYSTBG. ^ATl EDUCATIONA L Hkmh k 1TO1S> Smifcb; h^uMJK VI. wSE<S. 1565^^ 
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HCM TO ORDER SELECTED DOOMEKI^ AVAILABLE KR PUKCHA3E 

A. FOR EACH mTERIAL DESIRED^ PLACE YOUR ORI£R WTIH 1HE OORRECT SOURCE AND PROVIDE THE POLLO»aNG 
INPCWM/VriON: 

om^cr m Fua title (including any vouwe or series niwber GiVB^f 
iu mct simx 

OTOE a? OMERTNG ms^ (IF AVAILABLE) 
CUHRgr; PRICF TIRIIJDrK^EPAYMENr Wrm u<DER) 

B. GPO - 550ME DOOMNTf LISTED IN THIS CATALOG IDENHFY THE GPO (ODVERJMENr raiNTING OFFICE) 
AS TOE SOURCE. WHEN aUJERING FROM TOE GPO 1>IE FOLLOWING INSIRUCTIONS AND INPOPMVTION APPLY: 

1. ALL OBmS MUST BE PREPAID (GPO DOES NOT DISTRIBUTE FREE MWERIALS, OTOER TOAN 
TOEIR PRICE LISTS AND OF SUCK NOTICES OF PUBLICATIONS), 

2. USE TOE EIOfT-DIGIT STOCK NUMBER, IF GIVEN, 

3. SEND STANDARD SUPERIMENMNr OF DOCUMENTS (»DERING K»M, WITO PAYfCNF ENCLOSED TO: 

SUPERINTENDENT OF DOCUMENTS 

U. S, GOVJEWWEKT PRINTING OFFICE 

WASHINGTON, D. C. 20402 

4. STANDARD ORMR FORMS AND OTHER INPC»MATI0N ON UTILIZING TOE RESOURCES OF GPO CAN 
BE OBTAINED FKH TOE ABOVE ADDRESS* 
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AGRICULTURE IS COMPRISEO OF THE GROUP OF RELATEO COURSES OR UNITS OF SUBJECT MATTER V^HICH 
ARE ORGANIZEO FOR CARRYING ON LEARNING EXPERIENCES CONCERNEO WITH PREPARATION FOR OR 
UPGRAOING IN OCCUPATIONS REQUIRING KNOWLEOGE ANO SKILLS IN AGRICULTURAL SUBJECTS. THE 
FUNCTIONS OF AGRICULTURAL PROOUCTION^ AGRICULTURAL SUPPLIES/ AGRICULTURAL MECHANIZATION/ 
AGRICULTURAL PROOUCT" PROCESSING)/ ORNAMENTAL HORTICULTURE/ FORESTRY/ AGRICULTURAL 
RESOURCES/ ANO THE ylCES RELATEO THERETO/ ARE EMPHASIZ£0 IN THE INSTRUCTION OESIGNEO TO 
PROVIOE OPPORTUNIT^o FOR PUPILS TO PREPARE FOR OR IMPROVE THEIR COMPETENCIES IN 
AGRICULTURAL OCCUPATIONS. AN AGRICULTURAL OCCUPATION MAY INCLUOE ONE OR ANY COMBINATION OF 
THESE FUNCTIONS. 



title: Vfl.P. COMMUNICATIONS CURRICULUM FOR AGRICULTURE. 300 P. NO OATEt 

CORPORATE author: TENNESSEE STATE BOARO FOR VOCATIONAL-TECHNICAL EOUCATIONt 
RELEVANT TO: LANGUAGE SKILLS (05. OX)/ COMPOSITION (05.0^)/ AGRICULTURE (OL). 

orientation: stuoent orienteo material which may be useo with any sighteo oisaovantaqeo 

OR HANOTCAPPEO STUOENT AT THE SECONOARY LEVEL IN RELATEO EOUCATION PROGRAMS. 

SUeJECT content: agriculture ORIENTATION/ COMMUNICATION/ SPEECH/ GRAMMAR/ PUNCTUATION. 

comment: this is a comprehensive stuoent EXERCISE BOOK WHICH TEACHES BASIC ENGLISH 

CONCEPTS WITH AN AGRICULTURAL EMPHASIS. THF. TYPE IS SOMEWHAT LARGER THAN STANOARO BUT 
THE BOOKS ARE NOT IN PRIMARY TYPE. THE WORKBOOK IS ACCOMPANIEO BY A SEPARATE ANSWER 
BOOKLET KEY. THIS WOULO BE VERY APPROPRIATE FOR EOUCABLE MENTALLY RETAROEO AS WELL AS 
OTHER OISAOVANTAGEO OR HANICAPPEO GROUPS. 

itEDiA: WORKBOOK/ ANSWER KEY. 

source: TENNESSEE STATE BOARO FOR VOCATIONAL-TECHNICAL EDUCATION/ NASHVILLE^ TN 37219. 
CONTACT SOURCE FOR PRICE INFORMATION. 2000941 



title: agriculture. 34 p. O6/71. 
author: baRnett/ w.n. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

relevant to: agriculture (01.). 

orientation: teacher oriented material which may be useo with special needs students at 

the secondary level in prevdcational agriculture programs- 
SUBJECT content: RATIONALE/ ACTIVITIES/ MATERIALS. 

comment: this material contains a K'jmber of orientation learning activities which give 

STUDENTS AN OVERVIEW OF SOME ASPhCTS OF AGRICULTURE. THERE IS A SECTION ON MANPOWER 
NEEOS/ TYPES OF OCCUPATIONS ANO WAGES. EACH LEARNING ACTIVITY CONTAINS PERFORMANCF 
OBJECTIVES/ NEEOEO TOOLS/ EQUIPMENT/ MATERIALS ANO SUGGESTED PROCEDURES. THIS 
MATERIAL- COULD BE USED WITH SPECIAL EDUCATION AS WELL AS REGULAR VOCATIONAL eOoCATION 
STUDENTS. 

^edia: guidebook. 

source: MR. C. H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEDGE BUILDING/ COLUMBIA/ SC 29201. * LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008241 



AGRICULTURAL PRODUCTION: 01*01 



SUBJECT MATTER AND LEARNING ACTIVITIES WHICH ARE CONCERNED WITH THE PRINCIPLES AND PROCESSES 
INVOLVED IN THE PLANNING RELATED TO AND THE ECONOMIC USE OF FACILITIES/ LAND/ WATER/ 
MACHINERY/ CHEMICALS/ FINANCE/ AND LABOR IN THE PRODUCTION OF PLANT AND ANIMAL PRODUCTS* 
ACTIVITIES INCLUDE CLASSROOM INSTRUCTION AND LABORATORY EXPERIENCES IN AND OUT OF SCHOOL/ 
INCLUDING FARMS/ RANCHES/ AND OTHER AGRICULTURALLY RELATED ESTABLISHMENTS* 



PLANT science: 01*0102 

PLANNED LEARNING EXPERIENCES WHICH ARE CONCERNED WITH THE STUDY AND OPERATIONS DEALING WITH 
PRINCIPLES AND PRACTICES INVOLVED IN THE CULTURE AND PRODUCTION OF AGRICULTURAL PLANTS* 



title: laboratory project in agriculture* 28 F* 08/70* 
^ AUTHOR: HULL/ MARC* 

CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: plant science (01*0102)j arboriculture (01*0501)* 

orientation: teacher oriented material which may be used with any disadvantaged or 

handicapped person at the secondary or postsecdndary level in a prevocatiomal skill 

building program* 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES* 

comment: this material was developed for use with the EDUCABLE mentally retarded PERSON 

receiving training in a regular vocational education center* the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite specific* 
this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phase* 
media: printed-matter/ learning activity packet* 

source: MR* MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT OB^fOl* 
FK£E:. 2002381 



title: gardening and truck patch* 3 P* NO DATE* 

CORPORATE author: VOCATIONAL EDUCATION ARKANSAS CHILDREN'S COLONY/ MC RAE UNIT* 

relevant to: mental (19*020102)/ plant science (01*0102)* 

orientation: teacher or work evaluator oriented material which can be used with 
trainable mentally retarded clients in an institutional cr sheltered workshop setting^ 

SUBJECT content: field WORK/ FERTILIZING^ PLANTING/ CULTIVATING/ HARVESTING/ VOCATIONAL 

gardening check sheet* 
comment: this material contains a very good breakdown of the kinds of knowledge and 
skills a student should acquire in this type of training program* the task listing 
check sheet could be used by any work supervisor* material has been evaluated by the 
state education department* 

media: PRINTED-MATTER/ COURSE OUTLINE* 

source: MR* J* E* MCCURRY/ DIRECTOR OF VOCATIONAL EDUCATION/ ARKANSAS CHILDREN'S 
COLONY/ MCRAE UNIT/ ALEXANDER/ AR* NOMINAL COST FOR DUPLICATION AND MAILING* 

2003061 



FARM mechanics: 01*0103 

A COMBINATION CF SUBJECT MATTER AND ACTIVITIES DESIGNED TO DEVELOP ABILITIES NECESSARY FOR 
ASSISTING WITH AND/OR PERFORMING THE COMMON AND IMPORTANT OPERATIONS OR PROCESSES INVOLVED 
IN THE SELECTION/ OPERATION/ MAINTENANCE/ AND USE OF AGRICULTURAL POWER/ AGRICULTURAL 
MACHINERY AND EQUIPMENT/ STRUCTURES AND UTILITIES/ SOIL AND WATER MANAGEMENT/ AND 
AGRICULTURAL MECHANICS SHOP/ INCLUDING KiNDREO SALES AND SERVICES* 



title: job corps training standard for FARM TRUCK AND HEAVY EQUIPMENT REPAIR* 19 P* 
08/69* 

CORPORATE author: JOB CORPSi 

relevant to: maintenance (17tl00301)/ farm mechanics (01*0103)* 
orientation: teacher or evaluator oriented material which may be used with any 
disadvantaged or handicapped person at the secondary or postsecdndary level in a job 



FARM mechanics: 01«0103 
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TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 
SUBJECT content: standards/evaluation CHART. 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 

progress in mastering competencies needed to become a farm truck and heavy equipment 
repairman. also contains performance objectives for related basic education, 
media: guidebook. 

source; job corpse development division^ manpower administration^ U.S. DEPARTMENT OF 
LABORj 1111 18TH STREET^ N.W.j WaSHINQTONj DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006231 



FARM BUSINESS MANAGEMENT: 01.0104 

PLANNED ACTIVITIES CONCERNED WITH FARM RESOURCE ANALYSIS^ ACCOUNTING^ PRODUCTION^ FINANCING^ 
RESOURCE ACQUISITION^ PURCHASING^ FARM INPUTSj PERFORMANCE RECORDSj CONTRACTS^ MARKETING^ 
AND MAINTENANCE. THE RESULTS OF THESE LEARNING ACTIVITIES ARE APPLIED TO FORMULATING 
DECISIONS INVOLVED IN MANAGING A FARM OR RANCH OPE.RATION. 



title: understanding taxes. farm edition. 40 P. 1971. 
CORPORATE author: U.S. DEPARTMENT OF TREASURY. 

relevant to: prevocational education tl8«01)j farm business management (01.0104). 
orientation: student or teacher oriented material which may be used with sighted 
special needs students at the secondary or postsecondary level in programs dealing 

WITH FEDERAL INCOME TAX. PRINTED ON NEWSPAPER STOCK WITH COLORED ILLUSTRATI ONSj 
SAMPLE FORMS AND TABLES. 
SUBJECT content: FARMj TEACHING^ TAXES. 

comment: this material deals with different problems that are encountered in filling 
out income tax forms. it is written in a conversational story-telling styl^ and is 
directed to the young taxpayer who works at farming. sections are included on the 
history and purposes of federal taxation. the reading level is eighth to tenth grade 
and therefore may need to be recorded for use by poor readers. 

media: textbook. 

source: these publications are available from teaching taxes coordinators in all fifty 

STATES. contact YOUR LOCAL LIBRARIAN FOR ADDRESS IN YOUR STATE. FREE. 2091071 
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ORNAMENTAL HORTICULTURE: 01.05 



ORGANIZED SUBJECT MATTER AND PRACTICAL EXPERIENCES CONCERNED WiTH THE CULTURE OF PLANTS USED 
PRINCIPALLY FOR ORNAMENTAL OR ESTHETIC PURPOSES. INSTRUCTION EMPHASIZED KNOWLEDGE AND 
UNDERSTANDING IMPORTANT TO ESTaBLI SHlNG> MAINTAINING/ AND MANAGING ORNAMENTAL HORTICULTURE 
ENTERPRlSESt 



title: gardener job evaluation sheets. 7 p. 1971. 
RELEVANT TO: ORNAMENTAL HORTICULTURE (01.05). 

orientation: teacher oriented material which may be used with educable mentally 
retarded persons at the secondary level in horticulture programs. 

SUBJECT content: EQUIPMENT/ PRACTICE FORMS. 

COMMENT: THIS SERIES OF SHEETS PROVIDES A MEANS TO RECORD TEACHER ASSESSMENTS OF 
STUDENT PROGRESS BY RECORDING SUCCESSFUL COMPLETION OF BEHAVIORAL OBJECTIVES. A 
SERIES OF SKILLS ARF GIVEN AND A COLUMN IS PROVIDED FOR DATE OF APPROVED PERFORMANCE 
AND THE SUPERVISOR'S INITIALS. A GOOD IDEA FOR WORK EXPERIENCE PROGRAMS. 

media: WORKBOOK. 

source: special needs program coordinator^ diversified OCCUPATIONS/ BARRE VOC. TECH. 
CENTER/ BARRE/ VT. 2004851 



title: job corps training standard for nursery WORKER/ LANDSCAPER ASSISTANT/ GROUNDS 
KEEPER. 16 P. 08/69. 
CORPORATE author: JOB CORPSt • 

relevant to: ornamental horticulture (01.05). 

orientation: teacher or evaluator oriented material which may be used with any 
disadvantaged or handicapped person at the secondary or postsecondary level in a job 
training program. performance objectives tied to the d.q.t. code requirements. 

subject content: standards/evaluation chart. 

comment: use as curriculum guide. contains set of charts which evaluate TRAINEE'S 

progress in mastering competencies needed to become a nursery worker/ landscaper 
assistant/ grounds keeper. also contains performance objectives for related basic 
education, 
media: guidebook. 

source: job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ U.S# DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ NtW./ WASHINGTON/ DC 2021D. LIMITEO AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006401 



ARBORICULTURE : 01.0501 

ORGANIZED SUBJECT MATTER AND PRACTICAL EXPERIENCES CONCERNED WITH THE PRINCIPLES AND 
PRACTICES INVOLVED IN THE CULTURE AND MAINTENANCE OF WOODY PLANTS USED FOR DECORATION AND 
SHADE PURPOSE. 



title: laboratory project in agriculture. 28 P. 08/70. 
author: HULL/ MARC* 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: PLANT SCIENCE (01«0102)/ ARBORICULTURE (01.0501). 

orientation: teacher oriented material which may bE USED WITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

comment: this material WAS DEVELOPED FOR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 

receiving training in a regular vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job. each task is quite specific* 
this detailing sheet would b£ as useful in the evaluation of actual job performance as 
it is in the training phase* 
media: printed«matteR/ learning activity packet. 

source: MR. MARC HULL/ VDTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 

2002381 



GREENHOUSE OPERATION AND MANAGEMENTS 01.0503 
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?^^*oi!^?,^"^'^^'^^ MATTER AND PRACTICAL EXPERIENCES WHICH ARE CONCERNED WITH THE PRINCIPLES 
AND PRACTICES INVOLVED IN PRODUCING PLANTS UNDER GLASS AND IN OTHER ARTIFICIAL EnJiRONMEN^S. 

title: the greenhouse, is p. no date. 

CORPORATE author: MISSISSIPPI STATE DEPARTMENT OF EDUCATION. 
RELEVANT to: GREENHOUSE OPERATION AND MANAGEMENT (01-0503). 

orientation: student oriented material which may be used with sighted special needs 

P^SeNTsI SECONDARY LEVEL IN OCCUPATIONS/TRAINING OR COOPERATIVE WORK EXPERIENCE 

SUBJECT content: EXERCISES/ MATH. 

"T^^'!!I' xl"'^ ""^'^ PRESENTLY BEING USED WITH DISADVANTAGED AND HANDICAPPED STUDENTS 
IN VOCATIONAL TRAINING PROGRAMS IN MISSISSIPPI. TH~ WORKBOOK CONSISTS OF A SERIES OF 
STORIES WHICH STUDENTS ARE INCLUDED. MATERIAL IS WRITTEN FOR SIXTH GRADE READING 
LEVEL. EVALUATION IS CURRENTLY BEING CONDUCTED ON THE MATERIALS. • «tA01Nb 

media: workbook. 

source: bill LOWERY. assistant director. HANDICAPPED PROGRAM, ITJ. JUNIOR COLLEGE, 

TUPPELO CENTER, TUPPELO, MS. LIMITED QUANTITIES AVAILABLE. 2003631 

title: JOB CORPS TRAINING STANDARD FOR FLORIST ASSISTANT. 16 P. 08/69. 
CORPORATE author: JOB CORPS. 

nlrf^f^I GREENHOUSE OPERATION AND MANAGEMENT (01.0503), FLORISTRY (04.05). 

^To ^E*'="ER 0" EVALUATOR ORIENTED MATERIAL WHICH MAY BE USED WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

SUBJECT content: STANDARDS/EVALUATION CHART. «tUU IxtMENTS . 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 
PROGRESS IN MASTERING CpMPETENCIES NEEDED TO BECOME A FLORIST ASSISTANT. ALSO 
CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: guidebook. 

^°LABOR i??i''?«Tf'c?oc^T°''"^''^ DIVISION, MANPOWER ADMINISTRATION, U.S. DEPARTMENT OF 
sSSr°cE FOr'p^?c'e fN^ORM'-ATrN." AVAILABILITY. CONTACT 

2006241 



landscaping: oi.o504 



SUBJECT MATTER AND PRACTICAL EXPERIENCES WHICH ARE CONCERNED WITH THE PRINCIPLES 
AND PRACTICES INVOLVED IN LOCATING, PLANTING, AND MAINTAINING TURF, PLANTS, SHRUBS, OR 

piripA^TnS" 3EAUTIFICATI0N OF HOME GROUNDS AND OTHER AREAS OF HUMAN HABITATION AND 

KLLKbA I I ON t 



title: laboratory project in agriculture* 9 p. 08/70. 
author: RAMSEY^ HAROLD^ 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO! LANDSCAPING (01t0504). 

^''iAM^t^ipppn IcocnM\S''i^^^^^ MATERIAL WHICH MAY BE USED WITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A PREVOCATIONAL SKILL 

Building program. cvu^^i iuw^l ^Riuu 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

"SFCFliiN^^^L^MyMn^Jh ^.^^ DEVELOPED FOR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
I? IS^IS TH^TRMSlNrPH^sl! EVALUATION OF ACTUAL JOB PERFORMANCE AS 

media: PRINTED-MATTER/ learning ACTIVITY PACKET. 

^^^^ DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 

CONTACT SORCE FOR FURTHER INFORMATION. i-iixuiuri/ vi 

TXTLE: yards and grounds training. 4 p. NO DATE. 

CORPORATE author: VOCATIONAL EDUCATION ARKANSAS CHILDRENIS COLONY/ mCRAE UNIT. 
RELEVANT TO: LANDSCAPING (0Xi0504)/ MENTAL (19.020102)* ^"''""^^ ^^IT. 

c' OR WORK EVALUATOR ORIENTED MATERIAL WHICH CAN BE USED WITH 

SUBSprrrONT?M?y^'"n^crI?!!cf^ CLIENTS IN AN INSTITUTIONAL OR SHELTERED WORKSHOP SETTING. 
SUBJECT content: OBJECTIVES/ METHODS/ YaRDS/G:ROUNDS CHECK SHEET. 
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LANOSCAPING: 01«0504 



COMMENT! MATERIAL HAS BEEN EV;.:.!JATEO BY THE STATE EOUCATION OEPARTMENT. THIS MATERIAL 
CONTAINS AN EXCELLENT OESCRl*"lVE BREAKOOV<N OF THE TASKS WHICH A WORKER MUST PERFORM 
IN A JOB AS A GAROENER. THE TaSK LISTING SHEETS COULO BE USEO BY ANY WORK EVALUATOR. 

MEOIA! PRINTEO»MATTER> COURSE Cx'.»IOE. 

source: MR. J. E» MCCURRY/ OIREC OR OF VOCATIONAL EOUCATION/ ARKANSAS CHILOREN'S 

COLONYi MCRAE UNIT> ALEXANDER/ AR. NOMINAL CHARGE TO COVER DUPLICATION ANO MAILING. 

2003091 



title: Building and grounds maintenance* 27 p. no date* 

CORPORATE author: MISSISSIPPI STATE OEPT» OF EDUCATION. 

RELEVANT TO: LANDSCAPING (Dii05D4)> TuRF MANAGEMENT (01.0506)/ CUSTODIAL SERVICES 
a7»ll)« 

orientation: student and teacher oriented material which may be used wtth disadvantaged 

AND HANDICAPPED STUDENTS AT THE SECONDARY LEVEL IN OCCUPATIONAL TRAINING OR 
COOPERATIVE EXPERIENCE PLACEMENTS. 

SUBJECT content: MATERIALS/ BUILDING MAINTENANCE/ SKILLS INVOLVED/ GROUNDS MAINTENANCE/ 
EVALUATION/ 0UESTIDNNAIRE» 

comment: this unit is presently being USEO WITH DISADVANTAGED AND HANDICAPPED STUDENTS 
IN VOCATIONAL TRAINING PROGRAMS IN MISSISSIPPI. THE MATERIALS REQUIRE SIXTH GRADE 
READING LEVEL FDR INDEPENDENT STUDENT USE BUT COULD BE USED BY LOWER READERS WITH SOME 
ASSISTANCE. UNITS ARE VERY THOROUGH AND CONTAIN SPECIFIC PERFORMANCE OBJECTIVES/ 
MATERIALS FDR STUDENT USE/ TEACHING METHODS SUGGESTIONS/ TASK ANALYSIS/ SKILLS 
EVALUATIONS/ UNITS ON CHECKING ACCOUNTS/ BUDGETING AND A BIBLIOGRAPHY DF OTHER 
MATERIALS AND REFERENCES. GOOD VISUALS INCLUDED. EVALUATION IS CURRENTLY BEING 

conducted, 
media: guidebook. 

source: bill LOWERY/ assistant DIRECTOR/ HANDICAPPED PROGRAM/ ITJ. JUNIOR COLLEGE/ 

TUPPELO CENTER/ TUPPELD/ MS. LIMITED QUANTITIES AVAILABLE. 2003531 



title: horticulture (landscaping and NURSERY). NO DATE. 
CORPORATE author: MISSISSIPPI STATE DEPT» DF EDUCATION* 

RELEVANT TO: LANDSCAPING tDliD5D4)/ NURSERY OPERATION AND MANAGEMENT (01*0505). 
orientation: student and teacher oriented material which may be USEO WITH DISADVANTAGED 

AND HANDICAPPED STUDENTS AT THE SECONDARY LEVEL IN OCCUPATIONAL TRAINING OR 

COOPERATIVE WDRK EXPERIENCE PROGRAMS. 
SUBJECT content: CHARACTERISTICS/ TERMINOLOGY/ MATERIALS. 

comment: this unit is presently being USEO WITH DISADVANTAGED AND HANDICAPPED STUDENTS 
IN VOCATIONAL TRAINING PROGRAMS IN MISSISSIPPI* THIS IS A COURSE OUTLINE THAT LISTS 
SPECIFIC PERFORMANCE OBJECTIVES/ APPROPRIATE VOCABULARY/ A LIST DF MATERIALS FOR 
DEMONSTRATION AND PRACTICE/ GIVES DETAILED ENOUGH INSTRUCTICNS IN LEARNING ACTIVITIES 
SO THAT STUDENTS CAN TEACH THEMSELVES AND PROVIDES EVALUATION FORMS. A REFERENCE 
SECTION IS INCLUDED* EVALUATION IS CURRENTLY BEING CONDUCTED ON THE MATERIALS* 

MEDIA! GUIDEBOOK. 

source: bill LOWERY/ assistant DIRECTOR/ HANDICAPPED PROGRAM/ ITJ. JUNIOR COLLEGE/ 

TUPPELO CENTER/ TUPPELD/ MS* LIMITED QUANTITIES AVAILABLE. 2003581 



NURSERY OPERATION AND MANAGEMENT! 01.0505 

ORGANIZED SUBJECT MATTER AND PRACTICAL EXPERIENCES V<HICH ARE CONCERNED WITH THE PRODUCTION 
DF TURF/ PLANTS/ AND/OR TREES FDR THE PURPOSE OF TRANSPLANTING OR PROPAGATING THEM* 



title: horticulture (landscaping and NURSERY)* NO DATE* 
CORPORATE author: MISSISSIPPI STATE DEPT. DF EDUCATION. 

RELEVANT TO! LANDSCAPING (D1»D5D4)/ NURSERY OPERATION ANO MANAGEMENT (01*0505)* 
orientation: student and teacher oriented MATERIAL WHICH MAY BE USED WITH DISADVANTAGED 

AND HANDICAPPED STUDENTS AT THE SECONDARY LEVEL IN OCCUPATIONAL TRAINING OR 

COOPERATIVE WORK EXPERIENCE PROGRAMS. 
SUCJECT CONTENT! CHARACTERISTICS/ TERMINOLOGY/ MATERIALS* 

COMMENT! THIS UNIT IS PRESENTLY BEING USED WITH DISADVANTAGED ANO HANDTCAPPED STUDENTS 
IN VDCATIDNAL training programs in MISSISSIPPI* THIS IS A COURSE OUTLINE THAT LISTS 
SPECIFIC PERFORMANCE OBJECTIVES/ APPROPRIATE VOCABULARY/ A LIST DF MATERIALS FOR 
DEMONSTRATION ANO PRACTICE/ GIVES DETAILED ENOUGH INSTRUCTICNS IN LEARNING ACTIVITIES 
SO THAT STUDENTS CAN TEACH THEMSELVES ANO PROVIDES EVALUATION FORMS. A REFERENCE 
SECTION IS INCLUDED* EVALUATION IS CURRENTLY BEING CONDUCTED ON THE MATERIALS* 

MEOIA! GUIDEBDOK* 



NURSERV OPERATION ANO MANAGEMENT: 01»0505 
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^^T?oll ASSISTANT OIRECTOR. HANOICAPPEO PROGRAM, ITJ. JUNIOR COLLEGE, 

TUPPELO CENTER, TUPPELO, MS. LIMITEO QUANTITIES AVAILABLE. COLLEGE, 



2003581 



TURF management: 0l»0506 



PRA??JrpQ TKwm wL"?^^^'' PRACTICAL EXPERIENCES CONCERNEO WITH THE PRINCIPLES ANO 

^Mn^no oLi^ 2^^" ESTABLISHING, MANAGING, ANO MAINTAINING QRASSEO AREAS FOR ORNA 



ANO/OR RECREATIONAL PURPOSES. 



ORNAMENTAL 



title; BUILOING ANO grounds maintenance. 27 P. NO OATE. 
CORPORATE author: MISSISSIPPI STATE OEPT. OF EDUCATION. 
RELEVANT TO: LANDSCAPING {OltOSOir), TURF MANAGEMENT (01.0506), 
(17.11). 

ORIENTATION! STUDENT ANO TEACHER ORIENTED MATERIAL WHICH r,AY BE 
AND HANDICAPPED STUDENTS AT THE SECONDARY LEVEL IN OCCUPATIONA 
COOPERATIVE EXPERIENCE PLACEMENTS. 

SUBJECT CONTENT! MATERIALS, BUILDING MAINTENANCE, SKILLS INVOLV 
EVALUATION, QUESTIONNAIRE. 

comment: THIS UNIT IS PRESENTLY BEING USED WITH DISADVANTAGED A 
IN VOCATIONAL TRAINING PROGRAMS IN MISSISSIPPI. THE MATERIALS 
READING LEVEL FOR INDEPENDENT STUDENT USE BUT COULD BE USED BY 
ASSISTANCE. UNITS ARE VERY THOROUGH ANO CONTAIN SPECIFIC PERF 
MATERIALS FOR STUDENT USE, TEACHING METHODS SUGGESTIONS, TASK 
EVALUATIONS, UNITS ON CHECKING ACCOUNTS, BUDGETING ANO A BIBLI 
MATERIALS AND REFERENCES. GOOD VISUALS INCLUDED. EVALUATION 
CONDUCTED. 

MEdiA: GUIDEBOOK. 

source: bill LOWERY, assistant director, HANDICAPPED PROGRAM, I 
TUPPELO CENTER, TUPPELO, MSt LIMITED QUANTITIES AVAILABLE. 



CUSTODIAL SERVICES 

USED WTTH DISADVANTAGED 
L TRAINING OR 

ED, GROUNDS MAINTENANCE, 

NO HANOICAPPEO STUDENTS 
REQUIRE SIXTH GRADE 
LOWER READERS With SOME 
ORMANCE OBJECTIVES, 
ANALYSIS, SKILLS 
OGRAPHY OF OTHER 
IS CURRENTLY BEING 



TJ. JUNIOR COLLEGE, 

2003531 
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art: 02* 



ART IS COMPRISED OF THE ORGANIZED BODY OF SUBJECT MATTER OR RELATED COURSES INVOLVING 
PRIMARILY VISUAL* TACTILE/ AND KINESTHETIC EXPRESSION. INCLUDED IN INSTRUCTION ARE THE 
TWO-DIMENSIONAL FORMS SUCH AS DRAWING/ PAINTING/ OR PRINThAKING/ THE THREE-DIMENSIONAL FORMS 
SUCH AS SCULPTURE OR POTTERY/ OTHER SPATIAL CONCEPTS SUCH AS ARCHITECTURE AND DESIGN FOR THE 
PERFORMING ARTS/ AND THE HISTORY AND THEORY OF ART. EMPHaSIS IS PLACED UPON THE ESTHETIC 
AND CREATIVE FACTORS OF VISUAL FORMS. 



ART studio: 02«02 
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A SPACE DESIGNED TD PRDVIDE LEARNING SITUATIDNS INVDLVING PARTIC IPATIDN BY PUPILS IN THE 
VISUAL ARTS, EMPHASIZING THEIR EXI^RESSIVE AND CREATIVE ASPECTS AND THE DEVELDPMENT DF 
NECESSARY RELATED SKILLS AND UNDERSTANDlNGt ESTHETIC MERIT, RATHER THAN TECHNICAL 
VIRTUDSITY, RECEIVES PRIMARY EMPHASIS. DPPDRTUNITIES FDR STUDID EXPERIENCES ARE PROVIDED 
UNDER DESCRIPTIVE TITLES SUCH AS BASIC DESIGN, CDMMERCIAL DESIGN, ENVIRDNMENTAL DESIGN, 
CRAFTS, DRAWING, PAINTING, PHDTDQRAPHY# PRINTMAKING, SCULPTURE, AND DTHER ART STUDIO. 



title: ceramics— simple free FDRMS and slip casting. 31 P. ND DATE. 
CDRPDRATE aUTHDR: MISSISSIPPI STATE DEPT. DF EDUCATIDN. 

relevant td: art studid (d2id2). 

drientatidn: student and teacher driented material which may be used with disadvantaged 

AND handicapped STUDENTS AT THE SECDNDARY LEVEL IN DCCUPATIDNAL TRAINING DR 
CDDPERATIVE WDRK EXPERIENCE PLACEMENTS. 

SUBJECT CDNTENTJ MATERIALS, TEACHING METHDDS, HEALTH, SAFETY, SUGGESTED PRDJECTS. 

CDMMENT: this unit is PRESENTLY BEING USED WITH DISADVANTAGED AND HANDICAPPED STUDENTS 
IN VDCATIDNAL TRAINING PRDQRAMS IN MISSISSIPPI. THIS IS A CDURSE DUTLINE THAT LISTS 
SPECIFIC PERFDRMANCE DBJECTIVES, TEACHING MATERIALS, PRDVIDES DETAILED ENDUGH 
INSTRUCTIDNS IN LEARNING ACTIVITIES SD THAT STUDENTS CAN TEACH THEMSELVES AND CDNTAINS 
A REFERENCE SECTIDNt EVALUATIDN IS CURRENTLY BEING CDNDUCTED DN THE MATERIALS. THE 
CDPY RECEIVED FDR ANNDTATINQ WAS DIFFICULT TD READ. DTHER CDPIES MAY DR MAY NDT HAVE 

this reprdductidn defect, 
media: guidebddk. 

sdurce: bill ldwery, assistant directdr* handicapped program, itj. junidr college, 

tuppeld center, tuppelo, msi limited quantities available. 2003591 
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OTHER art: 02-99 



INCLUDE HERE OTHER ORGANIZED SUBJECT MATTER ANO EXPERIENCES EMPHASIZED IN ART WHICH ARE NDT 
LISTED OR CLASSIFIABLE UNDER ONE OF THE MAJOR CATEGORIES LISTED ABDVEi INCLUDING EMERGING 
ART CONCEPTS* (SPECIFY). 



title: throwing a cylinder on the potters wheel* 3 P* 08/70. 
author: HOLMES/ PHIL* 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: OTHER ART (02*99) • 

orientation: teacher oriented material which KAY BE USED WITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECDNDARY LEVEL IN A PR EVOC AT lONAL SKILL 
BUILDING PROGRAM. 

SUBJECT content: MATERIALS/ TOOLSi TASKS* 

comment: this material was developed FDR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER* THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THE DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASE* 

media: PKINTED-MATTER/ LEARNING ACTIVITY PACKET* 

source: MR* MARC HULL/ VOTEX DEPARTME/JT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT D540i* 
CONTACT SOURCE FDR FURTHER INFORMATION. 2002851 



title: MAKING A VASE. 2 P. 1970- 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: OTHER ART (02*99)* 

orientation: teacher oriented material WHICH MAY BE USED WITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECDNDARY LEVEL IN A PREYOCATIDNAL SKILL 
BUILDING PROGRAM. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS* 

comment: this material was developed FDR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL eOUCATIDN CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN ODING A JOB* EACH TASK IS QUITE SPECIFIC* 
THE DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHAS£« 

media: PRINTED«*MATTER/ LEARNING ACTIVITY PACKET* 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
CONTACT SOURCE FDR FURTHER INFORMATION. 2002861 



title: making a cup* 3 P* 1970- 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT to: OTHER ART (02*99)* 

orientation: teacher oriented material WHICH HAY BE USED WITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECDNDARY LEVEL IN A PREVOC ATIDNAL SKILL 
BUILDING PROGRAM. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS. 

comment: this material was developed FDR USE WI1H THE EDUCABLE MENTALLY RETARDED PERSON 

receiving training in a regular vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite specific* 
the detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phase* 
media: printeo-matter/ learning activity packet. 

source: MR* marc HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
CONTACT SOURCE FDR FURTHER INFORMATION. 2002871 



^ » 



DISTRIBUTIVE education; 04* 
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DISTRIBUTIVE EDUCATION INCLUDES VARIOUS COMBINATIONS OF SUBJECT MATTER AND LEARNING 
EXPERIENCES RELATED TO THE PERFORMANCE DF ACTIVITIES THAT DIRECT THE FlSw OF goods amo 
M^?o'"?:c'''"-"?''^° *PP''OP«I*TE UTILIZATION, FROM THE PrSJuJeR TO ?he CoSeS Sr 

USER. THESE ACTIVITIES INCLUDE SELLING, AND SUCH SALES-SUPPORTING FUNCTIONS AS BUYING, 
TRANSPORTING, STORING, PROMOTING, FINANCING, MARKETING ReSch AND MaSIgEMEN^! 



I*-^; OISlnlBUTIVE DCCUPATIONS FOR HANDICAPPED BASIC STUDENTS. 14 P. 10/47. 
CORPORATE author: NEW JERSEY STATE DEPT. OF EDUCATION. 10/67. 
RELEVANT to; DISTRIBUTIVE EDUCATION (04.). 

orientation; teacher oriented material which may be used as a resource in designing 

INSTRUCTION FOR HANDICAPPED STUDENTS IN DISTRIBUTIVE OCCUPATICNS. DESIGNING 
SUBJECT content; distributive education, objectives, ACTIVITIES, FILMS, BIBLIOGRAPHY. 
"^N^'^Iin Inii "*TERIAL OUTLINES BROAD AREAS OF COURSE CONTENT, RECOKMENDs JcnvSnES 

S*?ER;*LS ?S INcSo?'' °' SUPPLEMENTARY ACTIVITIES. A BiBLIOGRAPH? OF ^NS^R^JnONAL 

hedia: pkinteo-matteR/ course outline* 

source: n^* o. garwooo* oirector/ vocational eoucation for hanoicapped^ state 

OEPARTMENT OF EOUCATION. 225 WEST STATE. TRENTON. NJ 08625. 2003031 
title: OISTRIBUTIVE eoucation* 15 P» 06/7l» 

author: anoerson. miriam# 

CORPORATE author: SOUTH CARCUlNA STATE DEPARTMENT OF EOUCATION. 
relevant to: distributive eoucation (04.). 

orientation: teacher ORIENTEO material which may be used with special needs STUOFNTq AT 
THE SECONDARY LEVEL IN PREVOCATIONAL DISTRIBUTIVE EOUCATION PROGRAMS. STUDENTS AT 

SUBJECT content; rationale, materials, tools, equipment, activities. 

comment: a brief introductory unit COVERING SELLING. DUPLICATING MACHINES* AND JOB 
INTERVIEWING. AND JOB PPEPARATION. THE MATERIAL IS COMPOSED OF LEARNING A^^Jv^Jes 
WHICH APE WRITTEN USING PERFORMANCE OBJECTIVES. NEEDED TOCLS. EQUIPMENT. SUgJesJeO 
PROCEDURES. MATERIALS AND A REFERENCE SECTION. PARTS OF THIS MATERIAL COUL^BrS^^^ 
BY SPECIAL EDUCATION AS WELL AS REGULAR VOCATIONAL PROGRAMS 

media: guidebook. 

source; MR. C. H. JOHNSON. JR.. DIRECTOR. OFFICE OF VOCATIONAL EDUCATION^ STATE 
DEPARTMENT OF EOUCATION. 908 RUTLEOGE BUILDING. COLUMBIA. SC £^201. L^^ 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. ^^'^ 2008281 
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automotive: 0^.03 



ORGANIZED SUBJECT HATTER AND LEARNING EXPERIENCES RELATED TO THE VARIETY OF SALES AND 
SAL ES-SuPPORTING TASKS PERFORMED BY DISTRIBUTIVE EMPLOYEES AND MANAGEMENT PERSONNEL IN 
RETAIL* WHOLESALE* AND SERVICE ESTABLISHMENTS ENGAGED IN SELLING* RENTING* STORING OR CARING 
OF CARS AND TRUCKS* AND IN SELLING AUTOMOTIVE PARTS* ACCESSORIES AND EQUIPMENT. 



title: service station attendant. 1 p. 1970. 
CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: AUTOMOTIVE (O^itOSJ. ^ ^ - , 

orientation: teacher oriented material which may be used with the EDUCABLE MtNT 
RETARDED OR OTHER STUDENTS REQUIRING VERY DETAILED WORK SUPERVISION IN SECONDA 
PROGRAMS OF JOB EXPLORATION. MATERIAL IS A TASK LISTING SHEET. 

SUBJECT content: task listing. 

comment: this material contains a detailed and sequential listing of the tasks 

MUST PERFORM TO BE A SERVICE STATION ATTENDANT. FREQUENCY AND TYPE OF PERFORM 
RATED AS TO LEARNING DIFFICULTY. TYPE OF PERfORMANCE IS CLASSIFIED USINU DESC 
SUCH AS RECALL* DISCRIMINATION AND MANIPULATIVE. MATERIAL WOULD SEEM TO BE 
GENERALUABLE TO ANY REHABILITATION WORK. THE MATERIAL WAS DEVELOPED UNDER A 
GRANT FROM THE BUREAU OF EDUCATIONALLY HANDICAPPED AND HAS BEEN USED IN REQUUA 
VOCATIONAL SKILL CENTERS IN VERMONT. 
media: PRINTED^MATTER* task ANALYSIS. 

source: MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 
FREEt 
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title: job corps training standard for automobile parts Clerk. 16 p. 08/69» 
CORPORATE author: JOB CORPS. 
RELEVANT TO: AUTOMOTIVE t0*t03). 

orientation: teacher or evaluator oriented material which may be used with any 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 
SUBJECT content: standards/evaluation CHARTt ,,.^^.o 

comment: use as a curriculum guide.? contains set of charts which evaluate trainee«s 

PROGRESS IN mastering COMPETENCIES NEEDED TO BECOME A AUTOMOBILE PARTS CLERK. ALSO 
CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

SOURCE* ^JOB^CORPS* DEVELOPMENT DIVISION* MAHPOwSR ADMINISTRATION* U.S. DEPARTMENT OF 
LABOR* Uil 1«TH STREET* NtWt* WASHINGTON* DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006*51 



I 



ERIC 



FLORISTRYJ 0%*05 



13 



SUBJECT MATTER AKJ LEARNING EXPERIENCES RELATED TO A VARIETY OF «5ai F«5 A^r^ 

title: FLORIST'S ASSISTANT. 3 P. 1970. 
CORPORATE author; UNIVERSITY OF VERMONT. 
RELEVANT to; FLORISTRY 104.05). 

orientation: teacher oriented material which may be used with any DiSAOVANTAfiFD nc 
B^SrSoGR^'r ''''''''' POSTSECONDARY LEVEL I N\^SLTcr^ JiJ^S^ ILL 

SUBJECT content: orientation, tasks. 

^°or^r!\ J"*^ MATERIAL HAS DEVELOPED FOR USE MITH THE EDUCABLE MENTALLY RETARDED PFPiinw 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CrNTER. THE LEANING PACkaqI 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOJNG A JOB- eIch TASK trJuJTESPF^IPTr 

i?'?s°f;*^t;r?R!y^?;G%°H"i^c;^ " ""^"^ - ^oB''^^^^oR^:5s^E^^; 

media: printed»matter# learning activity packet. 

source: MR. MARC HULL. VOTEX DEPARTMENT. UNIVERSITY OF VERMONT. 0URLINGTON. VT 05^01. 

3002201 

'':UT^ORi*'So°N^/?HRl^: ^'^ « 
CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: FLORISTRY C04.05). 

orientation: teacher oriented material which may be USED WITH ANY niQAnuAMTAncn no 

bJ??j5^g''"o;"m?'^ ^""'^''"^ "vEj';N*rpSL"?rn;^2E%K°;LL 

SUBJECT content: materials, tasks, prerequisites. 

SEO.lE»TI.|.Llf OBOEBS I.SKS TO BE EXECUTED IN OOINO > JOB. E«CH "isK tS OM?Tt sJJJlc,,- 

media: printeo-mattf^, learning activity packet. 

source: MR. MARC HULL, VOTEX DEPARTMENT, UNIVERSITY OF VERMONT, BURLINGTON, VT 05*01. 

2002211 

title: FLORIST'S ASSISTANT. 2 P. 1970. 
CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT To: FLORISTRY I0'».05). 

orientation: teacher oriented material WHICH MAY BE USED WITH THE FniirAB, c mc,.t,.,v 
RETARDED OR OTHER STUDENTS REQUIRING VER^ DETAILED WORK sJJerIJIi" SECONdIry 
PROGRAMS OF JC9 EXPLORATION. MATERIAL IS A TASK ANALYSIS AND LIS??nb<5hIf? 

SUBJECT CONTcNT: orientation, task sheet. -NALYSIS and listing SHEET. 

comment: this MATERIAL CONTAINS A DETAILED AND SEQUENTIAL LISTING OF THE TA<;k<; a unoifcu 
"s' o'LESNG"o?FF?cuL?Y''';YPF'n'ri^c'J- """^'^'^^ '''^ ^^^^'^ PERfSrm;n*ce%Se"r: e'S 

MATERIAL WAS DEVELOPED UNOErruIs.O^E^ GRA^T F^OM 

Jent^^s'Jn" SerSn?!''"'*'-'-' handicapped and has been used in re%u:a';°;5ca?iSn:l"k?ll 
media: printed-matter. task analysis. 

source: MR. MARC HULL. VOTEX DEPARTMENT. UNIVERSITY OF VERMONT. BURLINGTON. VT 05^01- 

2002611 



florist^^y: o*«o*j 



title: job corps training STANOARO for florist assistant, 16 P« 08/69* 
CORPORATE author: JOB CORPSt 

RELEVANT to: greenhouse O^'ERATION ANO MANAGEMENT (0l«0503)# FLORISTRY (04»«0S)« 
orientation: teacher or EValUaTOR ORIENTEO material NHICH MAY BE USEO WITH ANY 

OISADVANTAGED OR HANOICAPPEO PERSON AT THE SECONOARY OR POSTSECOnOARY LEVEL IN A J09 
TRAINING PROGRAM. PERFORMANCE OdJECTIVES TIEO TO THE D«0«T« COOE REQUIREMENTS* 

SUBJECT content: stanoaros/evaluation chart. 

comment: use as a curriculum guide* contains set of charts which Evaluate trainee's 

PROGRESS IN MASTERING COMPETENCIES NCEOEO TO BECOME A FLORIST ASSISTANT. ALSO 

contains performance objectives for related basic education, 
media: guidebook* 

source: job corps# df.velcpment division^ MANPOWER administration^ u*s. department of 

LABCR# 1111 l8Th S7>%EET# N*W# WASHINGT0N# DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION* 20062^1 



FOOD distribution: 04*06 
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ORGANIZED SUBJECT MATTER AND LEARNING EXPERIENCES RELATED TO A VARIETY OF SALES AND 

SALES-SUPPORTING TASKS PERFORMED BY DISTRIBUTIVE EMPLOYEES AND MANAGEMENT PERSONNEL IN 

cc. .^?hr^""^^^L''!''"^''''-^ ENGAGED IN SELLING FOOD FOR HOME PREPARATION AND CONSUMPTION, OR 
SELLING A GENERAL OR COMMODITY LINE OF FOOD PRODUCTS AT WHOLESALE. 

title: laboratory project for supermarket STOCKBOY. 3 p. 08/70. 
author: TYLER/ R. K. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT, TO: FOOD DISTRIBUTTON (04.06). 

orientation: teacher oriented material which may be used with any DISADVANTAGED OR 

«M'?[^nTMr''oonro^M°'' SECONDARY OR POSTSECONDARY LEVEL IN A PREVOCAT lONAL SKILL 

BUILDING PROGRAM. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

comment: this material was developed for use with the educable mentally retarded person 

RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC 

1x^x0^1.^!;^^° ^"^^^ USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 

IT IS IN THE TRAINING PHASEi crtrurcnAwuc a9 

media: printed-matteR/ learning activity packet. 

SOURCE! MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON, VT 05401. 
CONTACT SOURCE FOR FURTHER INFORMATION. " * vi ^^^^^'^ 

title: SUPERMARKET STOCK BOY. 3 P. 1970» 
CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: food distribution (04.06). 

orientation: teacher oriented material which may be used with the educable mentally 

RETARDED OR OTHER STUDENTS REQUIRING VERY DETAILED WORK SUPERVISION IN SECONDARY 
PROGRAMS OF JOB EXPLORATION! MATERIAL IS A TASK LISTING SHEET. 
SUBJECT content: ORIENTATION/ TASK SHEET* 

"Mul^^iroJnoM xn^a^^^"" CONTAINS A DETAILED AND SEQUENTIAL LISTING OF THE TASKS A WORKER 
MUST PERFORM TO BE A SUPERMARKET STOCKBOY. FREQUENCY AND TYPE- OF PERFORMANCE ARE 
RATED AS TO LEARNING DIFFICULTY. TYPE OF PERFORMANCE IS CLASSIFIED USING DESCRIPTORS 
SUCH AS RECALL/ DISCRIMINATION AND MANIPULATIVE. MATERIAL WOULD SEEM TO BE 
GENERALIZABLE TO ANY REHABILITATION ^ORK. THE MATERIAL WAS DEVELOPED UNDER A U.S.Q.E. 
GRANT FROM THE BUREAU OF EDUCATIONALLY HANDICAPPED AND HAS BEEN USED IN REGULAR 
VOCATIONAL SKILL CENTERS IN VERMONT. RtOULAK 

media: PRINTED-MATTER/ TASK ANALYSIS. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BuRLlNGTON/ VT 05401. 
FR EE t 

2002691 

title: handbook for learn ANO earn teachers. 84 P. NO DATE. 
CORPORATE author: FLORIDA DEPARTMENT OF EDUCATION. 

RELEVANT TO: MECHANICS (17.0302)/ FOOD DISTRIBUTION (04.06)/ INSTITUTIONAL ANO HOME 

MANAGEMENT (09.0205)/ NURSING ASSISTANCE (AID) (07.0303)/ CARE AND GUIDANCE OF 

CHILDREN (09.0201)/ CASHIERS (14.0103). 
orientation: teacher oriented material WHICK may BE USED WITH MIGRANT OK OTHER SPECIAL 

NEEDS STUDENTS AT TH£ SECONpARY LEVEL IN WORK TRAINING PROGRAMS. 
SUBJECT content: mobile UNITS/ AUTO TUNE-UP/ SUPERMARKET CHECKING/ HOUSEKEEPING/ 

PATIENT CARE/ HEAD CASHIER/ BODY AND CHILD CARE. 
COMMENT: THE PACKET CONTAINS BEHAVIORAL OBJECTIVES/ TASK ANALYSIS BREAKDOWNS, 

CURRICULUM GUIDES AND IN GENERAL MANY HELPFUL IDEAS ON THINGS TO INCLUDE IN TRAINING 

PROGRAMS. 
media: GUIDEBOOK. 

source: MR. J. B. MURPHREE/ CURRICULUM COORDINATOR/ KNOTT BUILDING/ TALLAHASSEE/ FL 

32303. AVAILABLE IN LIMITED QUANTITY. CONTACT SOURCE FOR COST. 2003311 



16 FOOO services: Ot**07 

ORGANIZED SUBJECT MATTER ANO LEARNING EXPERIENCES RELATED TO THE SALES AND/ SALES-SUPPORTING 
TASKS PERFORMED BY OISTRIBOTIVE EMPLOYEES ANO MANAGEMENT PERSONNEL IN ESTABLISHMENTS SERVING 
PREPARED FOOOS ANO ORlNKS FOR CONSUMPTION ON THEIR OWN PREMISES OR AT A PCACE OESIQNATEO BY 
THE CUSTOMER* 



title:. SOFT ICE CREAM MACHINE PREPARATION^ OPERATION ANO CLEAN UP# 6 Pf 08/70# 

author: lack> brian m* s* 

CORPORATE author: UNIVERSITY OF VERMONT* 

RELEVANT TO: FOOO MANAGEMENT^ PROOUCTIONj ANO SERVICES (09*0203 )j FOOO SERVICES 
(04*07)« 

orientation: teacher ano student oriented material which may be used with the educable 

mentally retarded or other groups at the secondary level in consumer economics. 
SUBJECT content: tasks> prerequisites* 

comment: this material contains prescribed activities for teachers ANO STUDENTS* 

learner activities are divided into prerequisite learning ano component tasks* the 
material was specifically developed for use with retarded youngsters receiving 
vocational training in vermont's vocational skill centers* u*s*0*e* funding was from 
the bureau of educationally handicapped* 
media: printed-matter^ learning activity packet* 

source: MR* MARC HULL> VOTEX DEPARTMENT^ UNIVERSITY OF VERMONTj BURLINGTONj VT 05401* 
PREE. 2002811 



title: prepare^ use and clean grill* 4 P* 08/70* 

author: quinlan> robert* 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: food services (04*07 )j quantity food occupaticns (l7*29)j fooo management^ 

production^ and services (09*0203)* 
orientation: teacher oriented material which may be used with any disadvantaged or 

handicapped person at the secondary or postsecondary level in a prevocat lonal skill 

building program* 

SUBJECT CONTENT: TASKSj TOOLSj MATERIALS^ PREREQUISITES* 

comment: this material was DEVELOPED FOR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 

receiving training in a regular vocational education center* the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite specific* 
the detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phaset. 
media: printed-matterj learning activity packet* 

source: MR* MARC HULL> VOTEX DEPARTKCNTj UNIVERSITY OF VERMONTj BURLINQTONj VT 05401* 
CONTACT SOURCE FDR FURTHER INFORMATION* 2002831 



GENERAL MERCHANOISE: 0^^08 
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ORGANIZED SUBJECT MATTER ANO LEARNING EXPERIENCES RELATED TO A VARIETY OF SALES ANO 
Iff 5!!?"''''?''^'''° PERFORHEO BY DISTRIBUTIVE EMPLOYEES ANO MANAGEMENT PERSONNEL ENGAGED 

nci orib^^" n^'-^''° VARIOUS TYPES OF MERCHANDISE AT RETAIL IN DEPARTMENT S 'ORES, JUNIOR 
DEPARTMENT STORES, VARIETY STORES, GENERAL MERCHANDISE STORES, DISCOUNT STCAES, AND CATALOG 
HwUob S * 



title; TOSCO SIMULATEO office EOUCATION project. 311 p. 1971. 
CORPORATE AUTHOR! MARYLANO STATE OEPARTMENT OF EOUCATION. 

RELEVANT TO! BOOKKEEPERS (U.0X02)/ CASHIERS (l<f.0103)/ BUSINESS MACHINE OPERATORS 
(U.OlO'f)^ MATERIALS SUPPORT OCCUPATIONS (U.05)/ GENERAL MERCHANOISE (O'f.OS)^ 
TRANSPORTATION (04.19). • lu-^tuow 

ORIENTATION! TEACHER AND STUDENT ORIENTEO MATERIAL WHICH CAN BE USEO WITH ANY SIGHTED 
SPECIAL NEEOS STUOENT AT THE SECONDARY LEVEL IN RETAIL SALES TRAINING. 

SUBJECT CONTENT! GLOSSARY/ SALES ANO DISTRIBUTION/ WAREHOUSING/ RECEIVING/ ACCOUNTING/ 
PAY ROLL • 

COMMENT! THIS MATERIAL WAS DEVELOPED BY 20 TEACHERS IN MARYLAND USING THE FORMS/ 
PROCErjRES/ WAREHOUSE ANO STORE FACILITIES OF THE SEARS ROEBUCK CO. IT IS AN 
EXTREMELY COMPREHENSIVE SET OF FORMS ANO LEARNING ACTIVITIES WHICH SIMULATE 
EXPERIENCES WITH STUDENTS WILL HAVE IN WORKING SITUATIONS INVOLVING RETAIL ANO CATALOG 
SELLING. THE TEACHERS SPENT A SUMMER WORKING IN THE TRAINING STATIONS WHERE STUDENTS 
WERE PLACED ANO IN ALL OTHER DEPARTMENTS WITHIN THE STORE. THE MANUAL REFLECTS THEIR 
FIRST HAND EXPERIENCE WITH ON THE JOB PROBLEMS. IT IS ONE OF THE BETTER MATERIALS 
RECEIVED ON THE PROJECT. AN EXCELLENT EMPLOYEE HANDBOOK IS INCLUDED IN THE MATERIALS. 
SEE ACCOMPANYING BOOK TOSCO APPLIANCES. FIELD EVALUATION OF PROJECT UNOER WAY. 

MEOIa: guidebook. tJ«>iucrc WAT. 

source: MR. T. MILLER/ SPECIAL SPEECH PROG./ DIV OF VOCATIONAL EDUCATION/ 600 WYNOHURST 
AVE./ BALTIMO^RE/ MO 21210. VERY LIMITED AVAILABILITY ON THIS DOCUMENT. STATE 
SUPERVISORS WILL BE FURNISHED COPIES ON REQUEST. THEY MAY DUPLICATE THESE IN 
UNLIMITED QUANTITIES. TEACHERS SHOULD REQUEST STATE SUPERVISOR TO FACILITATE GETTING 
THIS MATERIAL. FREE. 2003041 



TITLE! TOSCO APPLIANCES. 119 P. NO DATE. 

CORPORATE AUTHOR! MARYLAND STATE OEPARTMENT OF EDUCATION. 
RELEVANT TO! GENERAL MERCHANOISE (D4.D8)* 

ORIENTATION! TEACHER AND STUDENT ORIENTED MATERIAL WHICH CAN BE USED WITH ANY SIGHTED 

special needs student at the secondary level in retail sales training, 
subject content! food storage/ laundry/ sewing/ t.v./ office equipment/ todls^ 

lawn/camping equipment, 
comment: this booklet contains a merchandise listing of items which students sell in 

Their simulated retail and catalog sales operation, see toscc simulated office 

EOUCATION PROJECT. FIELD EVALUATION OF MATERIALS IS CURRENTLY UNDER WAY. 
MEOIA! GUIDEBOOK. u^wcr. nmt 

source: MR. T. MILLER/ SPECIAL SPEECH PROG./ DIVISION OF VOCATIONAL EDUCATION/ 600 

WYNOHURST AVENUE/ BALTIMORE/ MO 21210. VERY LIMITED AVAILABILITY ON THIS DOCUMENT. 

STATE SUPERVISORS WILL BE FURNISHED COPIES ON REQUEST. ThEY MAY DUPLICATE THESE IN 

QUANTITIES. TEACHERS SHOULD REQUEST STATE SUPERVISORS TO GET THIS MATERIAL 

^^^^^^^ 



FOR THEM. FREE. 



TITLE! JOB CORPS TRAINING STANDARD FOR RETAIL SALES CLERK. 16 P. 08/69. . 
CORPORATE AUTHOR! JOB CORPS. 
RELEVANT TO! GENERAL MERCHANOISE (04.08). 

ORIENTATION! TEACHER OR EVALUATOR ORIENTEO MATERIAL WHICH MAY BE USEO WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONO ARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE 0.0. T. CODE REQUIREMENTS. 

SUBJECT CONTENT! STANDARDS/EVALUATION CHART. 

COMMENT! USE AS A CURRICULUM GUIDE. CONTAINS SET OF CHARTS WHICH EVALUATE TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A RETAIL SALES CLERK. ALSO 
CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

MEOIA! GUIDEBOOK. 

SOURCE! JOB CORPS/ DEVELOPMENT DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ nil 18TH STREET/ NtW./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORM/^TION. 2(306431 



TITLE! HELEti GREENE/ DEPARTMENT STORE WORKER. 96 P. 1967- 

author: lerner/ lillIan/ and Margaret molllr. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORRATION. 
RELEVANT TO! GENERAL MERCHANDISE (04.08)- 

ORIENTATION! STUDENT ORIENTEO MATERIAL WHICH MAY BE USEO BY SIGHTED SPECIAL NEEOS 
STUDENTS AT THE SECONDARY LEVEL IN PREVOCATIONAL ANO VOCATIONAL TRAINING. 
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GENERAL NEHCh ANOI SE : 04*08 



SUBJECT content: STORIESi COMPREHENSION QUESTICNS* 

comment: THrS material was SENT TO NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTED 
FOR LiSTIN'i* MATERIALS FROM OTHER PUBLISHERS REQRETABLY WERE NOT INCLUDED OUE TO LACK 
OF SAMPLE COPY* GEARED TO APPROXIMATELY FOURTH - SIXTH GRADE READING LEVELS* GIVES A 
GOOD OVERVIEW OF THE RETAILER'S JOB* A TEACHER'S GUIDE ANO A SWER KEY BY THE SAME 

publisher accompanies this workbook* 
media: workbook* 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO*i lOlO 
WEST WASHINGTON BLVD*> CHICAGO/ IL 60607* 2007701 



HARDWARE^ FARM AND GARDEN SUPPLIES: 04»09 
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ORGANIZED SUBJECT MATTER AND LEARNING EXPERIENCES RELATED TO VARIOUS SALES AND 
SALES-SUPPORTING TASKS PERFORMED BY DISTRIBUTIVE EMPLOYEES AND MANAGEMENT PERSONNEL IN 
ESTABLISHMENTS ENGAGED PRIMARILY IN SELLING ONE OR MORE OF THE FOLLOWING PRODUCT LINES AT 
RETAIL^ AT WHOLESALE/ OR TO CONTRACTORS: HARDWARE/ PAINT/ WALLPAPER/ LUMBER/ BUILDING 
MATERIALS/ SUPPLIES AND EQUIPMENT FOR HOME CONSTRUCTION/ OR FARM AND GARDEN SUPPLIES AND 
EQUIPMENT* 



title: agricultural feed and supplies store stock clerk. 3 P. 1970. 
CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: HARDWARE/ FARM AND GARDEN SUPPLIES <04.09). 

orientation: teacher ORIENTED MATERIAL WHICH MAY BE USED WITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSEC ONDARY LEVEL IN A PREY OCAT I ONAL SKILL 
BUILDING PROGRAM. 

SUBJECT CONTENT: ORIENTATION/ TASKS. 

COMMENT; THIS MATERIAL WAS DEVELOPED FOR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER* THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASE* 

media: PRINTED-MATTER/ learning activity PACKET. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
FREE. 2002391 



title: agricultural feed and supplies STORE/ STORE CLERK. 3 P. 1970. 
CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: HARDWARE/ FARM AND GARDEN SUPPLIES (04.09). 

orientation: teacher oriented material WHICH MAY BE USED WITH THE EDUCABLE MENTALLY 
RETARDED OR OTHER STUDENTS REQUIRING VERY DETAILED WORK SUPERVISION IN SECONDARY 
PROGRAMS OF JOB EXPLORATION* MATERIAL IS A TASK ANALYSIS ANO LISTING SHEET. 

subject content: orientation/ task sheet. 

comment: this material contains a detailed and sequential listing of the tasks a worker 

MUST PERFORM TO BE A FEED STORE CLERK. fREQUENCY AND TYPE OF PERFORMANCE ARE RATED AC 
TO LEARNING DIFFICULTY. TYPE OF PERFORMANCE IS CLASSIFIED USING DESCRIPTORS SUCH AS 

recall/ discrimination and manipulative. material would seem to be gener ali z able to 
any rehabilitation work. the material was developed under a u.s.q.e. grant from the 
bureau of educationally handicapped and has been used in regular vocational skill 
centers in vermont, 
media: printed-matteR/ task analysis. 

SOURCE-: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 

2002601 



20 



petroleum: 04«16 



ORGANIZEO SUBJECT HATTER ANO LEARNING EXPERIENCES RELATEO TO THE VARIETY OF SALES ANO 
SALES-SUPPORTING TASKS PERFORMEO BY OISTRIBUTI EMPLOYEES ANO MANAGEMENT PERSONNEL IN 
RETAIL OR WHOLESALE ESTABLISHMENTS ENGAGEO IN THE OISTRIBUTION OF PETROLEUM PROOUCTS* 



title: the service station attendant. 8 P« NO OATE. 

CORPORATE author: MISSISSIPPI STATE OEPARTMENT OF EOUCATION. 
RELEVANT TO: PETROLEUM (O^r-ie)* 

orientation: student ano teacher oriented material which may be used with disadvantaged 

AND handicapped STUDENTS AT THE SECONDARY LEVEu IN OCCUPATIONAL TRAINING OR 
COOPERATIVE WORK EXPERIENCE PLACEMENTS* 
SUBJECT content: MATERIALS/ TEACHING METHODS. 

comment: this unit is presently being used with disadvantaged and handicapped STUDENTS 

in vocational training programs in mississippi* this is a course outline that lists 
specific performance objectives/ teaching materials/ provides a list of students 
activities and has a reference section* evaluation is currently being conducted on 
the materials. the copy received fdr annotating was difficult to read. other copies 
may or may not have this reproduction defect, 
media: guidebook* 

source: bill LOWERY/ assistant DIRECTOR/ HANDICAPPED PROGRAM/ ITJ. JUNIOR COLLEGE/ 

TUPPELD CEN1ER/ TUPPELD/ MISS. LIMITED QUANTITIES AVAILABLE. 2003611 



title: job corps training standard FDR SERVICE STATION ATTENDANT. 17 P. 08/69. 
CORPORATE author: JOB CORPS t 

relevant to: petroleum <d4.16)* 

orientation: teacher or ^valuator oriented material which may be used with any 
disadvantaged or handicapped person at the secondary or postsecdndary level in a job 
training program. performance objectives tied to the d.d.t. code requirements. 

SUBJECT content: STANDARDS/EVALUATION CHART. 

comment: use as a curriculum guide, contains set of charts which evaluate trainse^s 
progress in mastering competencies needed to become a service station attendant. also 

contains PERFORMANCE OBJECTIVES FDR RELATED BASIC EDUCATION. 

media: guidebook. 

source: job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ U.Si DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ NtW./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FDR PRICE INFORMATION. 2006321 
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ORGANIZED SUBJECT MATTER AND LEARNING EXPERIENCES RELATED TO THE VARIETY OF <;aLF<;. 
COUNSELING, AND SALES-SUPPORTING TASKS PERFORMED BY DISTRIBUTIVE EMPLOYEES An5m!nAGFKFNt 
PERSONNEL IK ESTABLISHMENTS PRIMARILY ENGAGED IN PROV OING aSsIhInT, RlcREAnON, 
fSIrn^M^""^'^^' RECREATIONAL SUPPLIES AND EQUIPMENT, OR TRAVEL SERVICES. ThJs INSTRUCTIONAL 
oc2w?*r D"I°NED FOR EMPLOYEES AND MANAGEMENT PERSONNEL ENGAGED IN OTHER TRAVEL 

?oSr SM RESPONSIBILITIES FOR STIMULATING THE LOCAL EcSnSmY IhRoSqh 



title; swimming pool is 
author; sorensen/ ani 

CORPORATE author: UNI 
RELEVANT TO: RECREATI 

orientation: teacher 
handicappeo person a 
building program. 

SUBJECT content: task 

comment: this materia 
receiving training i 
sequentially orders 
the detailing sheet 
it is in the trainin 

media: printed-matter 

source;^ MR. MARC HULL 
CONTACT SOURCE FOR F 



SUE COUNTER ATTENDANT. 3 Pt 08/71. 
TRAf 

VERSITY OF VERMONT. 
ON AND TOURISM (04*18)« 

ORIENTED MATERIAL WHICH MAY BE USED WITH A 
T THE SECONDARY OR POSTSECONDA RY LEVEL IN 



NY DISADVANTAGED OR 
A PREVOCATIONAL SKILL 



S> PREREQUISITESf 

L WAS DEVELOPED FOR USE WITH THE EDUCABLE 
N A REGULAR VOCATIONAL EDUCATION CENTER* 
TASKS TO BE EXECUTED IN DOING A JOB. EACH 
WOULD BE AS USEFUL IN THE EVALUATION OF AC 
G PHASEt 

LEARNING ACTIVITY PACKET. 
> VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* 
URTHER INFORMATION. 



MENTALLY RETARDED PERSON 
THE LEARNING PACKAGE 

TASK IS QUITE SPECIFIC. 
TUAL JOB PERFORMANCE AS 



BURLlNQTONi VT 



05401 . 
2002441 



title; ski lift operator. 2 p» 1970. 

CORPORATE author: UNIVERSITY OF VERMONT, 
RELEVANT TO: RECREATION AND TOURISM (04.18). 

orientation: teacher oriented material which ma 

RETARDED OR OTHER STUDENTS REQUIRING VERY DETA 
PROGRAMS OF JOB EXPLORATIONt MATERIAL IS A 

SUBJECT content: orientation* tasks, 
comment: this material contains a detailed and 

MUST PERFORM TO BE A SKI LIFT OPERATOR. FREQU 
AS TO LEARNING DIFFICULTY- TYPE OF PERFORMANC 
AS RECALL* DISCRIMINATION AND MANIPULATIVE. M 
TO ANY REHABILITATION WORK* THE MATERIAL WAS 
THE BUREAU OF EDUCATIONALLY HANDICAPPED AND HA 
CENTERS IN VERMONT. 

media: PRINTED-MATTER/ TASK ANALYSIS. 

source; MR. MARC HULL* VOTEX DEPARTMENT* UNIVER 
FREE I 



Y BE USED WITH THE EDUCABLE MENTALLY 
ILED WORK SUPERVISION IN SECONDARY 
SK LISTING SHEET. 

SEQUENTIAL LISTING OF THE TASKS A WORKER 
ENCY AND TYPE OF PERFORMANCE ARE RATED 
E IS CLASSIFIED USING DESCRIPTORS SUCH 
ATERIAL WOULD SEEM TO BE GENERALIZABLE 
DEVELOPED UNDER A U-StO-E. GRANT FROM 
S BEEN USED IN REGULAR VOCATIONAL SKILL 



SITY OF VERMONT* BURLINGTON* VT 



05401. 

2002701 
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0R(3ANIZE0 SUBJECT MATTER ANO LEARNING EXPERIENCES RELATEO TO THE PHYSICAL MOVEMENT OF 
PEOPLE/ PERSONAL EFFECTS ANO PROOUCTS/ ANO THE SALES/ STORING/ AND SALCS-SUPPORTI NG TASKS 
PERFORMEO BY OISTRIBUTIVE EMPLOYEES ANO MANAGEMENT PERSONNEL IN ENTERPRISES ENGAGEO IN 
PASSENGER ANO FREIGHT TR ANSPORTATI ON* PUBLIC WAREHOUSING/ ANO StRVTCES INCIOENTAL TO 
TRANSPORTATION. 



title: TOSCO SIMULATEO OFFICE EDUCATION PROJECT* 311 P* iS7l* 
CORPORATE author: MARYLANO STATE OEPARTMEnT OF EOUCATION* 

RELEVANT TO: BOOKKEEPERS (Ui0102)/ CASHIERS U'fr.OlOa)/ BUSINESS MACHINE OPERATORS 
(I'f.OlO'f)/ MATERIALS SUPPORT OCCUPATICNS (I'fr.OB)/ GENERAL MERCHANOISE (04.08)/ 
TRANSPORTATION (O'fr.lS). 
orientation: teacher ANO STUOENT ORIENTEO MATERIAL WHICH CAN 6E USED WITH ANY SIGHTEO 

SPECIAL NEEOS STUOENT AT THE SECONOARY LEVEL IN RETAIL SALES TRAINING. 
SUBJECT content: glossary^ sales ANO OISTRIBUTIONi WAREHOUSING/ RECEIVING/ ACCOUNTING/ 

PAYROLL- 
COMMENT! THIS MATERIAL WAS OEVELOPEO BY 20 TEACHERS IN MARYLANO USING THE FORMS^ 
PROCEOURES/ WAREHOUSE ANO STORE FACILITIES OF THE SEARS ROEBUCK CO- IT IS AN 
EXTREMELY COMPREHENSIVE SET OF FORMS ANO LEARNING ACTIVITIES WHICH SIMULATE 
EXPERIENCES WITH STUDENTS WILL HAVE IN WORKING SITUATIONS INVOLVING RETAIL ANO CATALOG 
SELLING. THE TEACHERS SPENT A SUMMER WORKING IN THE TRAINING STATIONS WHERE STUDENTS 
WERE PLACED AND IN ALL OTHER DEPARTMENTS WiTHiN THE STORE. THE MANUAL REFLECTS THEIR 
FIRST HAND EXPERIENCE WITH ON THE JOB PROBLEMS- IT IS ONE OF THE BETTER MATERIALS 
RECEIVED ON THE PROJECT- AN EXCELLENT EMPLOYEE HANDBOOK IS INCLUDED IN THE MATERIALS. 

see accompanying book tosco appliances- field evaluation of project under way. 
media: guidebook. 

source: MR. T. MiLLERi SPECIAL SPEECH PROG-/ DIV OF VOCATIONAL EDUCATION/ 600 WYNOHURST 
AVE-/ BALTIMORE^ MO 21210* VERY LIMITED AVAILABILITY ON THIS DOCUMENT- STATE 
SUPERVISORS WILL BE FURNISHED COPIES ON REQUEST- THEY MAY DUPLICATE THESE IN 
UNLIMITED QUANTITIES- TEACHERS SHOULD REQUEST STATE SUPERVISOR TO FACILITATE GETTING 
THIS MATERIAL^ FREE- 20030<>1 



title: job corps training standard FDR TRUCK DRIVER (HEAVY)/ TRUCK. DRIVER (LIGHT)- 18 P- 
08/69* 

CORPORATE author: JOB CORPS- 
RELEVANT to: transportation (Cfr-lS)- 

drientation: teacher or evaluator oriented material which may be used with any 
disadvantaged or handicapped person at the secondary or postsecdndary level in a job 
training program- performance objectives tied to the d-d-t- code requirements- 
subject content: standards/evaluation chart. 

comment: USF as a curriculum guide. contains set of charts which evaluate TRAINEE'S 
progress in mastering competencies needed to become a truck driver (HEAVY)/ TRUCK 

driver (light)- also contains performance objectives fdr related basic eoucation- 
media: guidebook- 
source: JOB CORPS/ DEVELOPMENT DIVISION* MANPD!«ER ADMINISTRATION/ U-S. DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ N.W-/ WASHINGTON/ DC 20210- LIMITED AVAILABILITY. CONTACT 
SOURCE FDR PRICE INFORMATION- 200642?. 
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INCLUDE HERE OTHER ORGANUED INSTRUCTIONAL PROGRAMS AND LEARNING EXPERIENCES^ EMPHASIZED IN 
SALES AND SALES-SUPPORTING TASKS PERFORMED BY DISTRIBUTIVE EMPLOYEES AND MANAGEMENT 
PERSONNEL IN ESTABLISHMENTS ENGAGED IN SELLING MERCHANDISE PURCHASED FOR RESALE TO CUSTOMERS 
FOR PERSONAL. HOUSEHOLD/ BUSINESS OR FARM USE, WHICH ARE NOT LISTED ABOVE. (SPECIFY^ 



title: job corps training standard for warehouseman and materials handler. 15 p. 08/69. 
CORPORATE author: JOB CORPS. uo/o:^. 

relevant to: retail trade/ other (04.20). 

orientation: teacher or evaluator oriented material which may be used with any 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEvEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O^T. CODE REQUIREMENTS. 

SUBJECT CONTENT: STANDARDS/EVALUATION CHART. r^cuu ir^tntn i b . 

comment: use as a curriculum GUIDE. CONTAINS SET OF CHARTS WHICH EVALUATE TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A WAREHOUSEMAN AND MATERIALS 
HANDLER. ALSO CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: guidebook. 

SOURCE: JOB CORPS/ DEVELOPMENT DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ nil 18TH STREET/ N.W./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 



SOURCE FOR PRICE INFORMATION. 



CT 
2006551 



SEE FEEDBfKlisI 
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ENGLISH LANGUAGE ARTS: 05* 



ENGLISH LANGUAGE ARTS IS COMPRISEO OF THE BOOY OR RELATEO SUBJECT MATTER/ OR THE BOOY OF 
RELATEO COURSES/ ORGANIZEO FOR CARRYING ON LEARNING EXPERIENCES CONCERNEO WITH OEVELOPiNG 
(I) AN UNOERSTANOING OF THE LANGUAGE SYSTEM/ (2) PROFICIENCY ANO CONTROL IN USE OF THE 
ENGLISH LANGUAGE/ (3) APPRECIATION OF A VARIETY OF LITERARY FORMS/ ^^) UNOERSTANOING ANO 
APPRECIATION OF VARIOUS ASPECTS OF PAST ANO PRESENT CULTURES AS EXPRESSEO IN LITERATURE/ A 
(5) INTERESTS WHICH WILL MOTIVATE LIFELONG LEARNING* 



LANGUAGE SKILLS! 05«01 
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SUBJECT MATTER ANO EXPERIENCES CONCERNEO WITH KNOWLEDGE/ UNOERSTANOINQ, ANO SKILLS DESIGNED 
1?.?^:^^^°' T^^'Mll^n'' LANGUAGE. EMPHASIS IS DN (I) ORAL lInSuAQE InvSlV^ 

ll^^t^^l GLISTENING). ANO tOUTPUTt (SPEAKING). ANO (2) WRITTEN LANGUAGE INVOLVING UNTAKEt 

'OUTPUT! (WRITING). ACTIVITIES INCLUDE THE DEVELOPMENT OF VOcIbULAR^^ 
»c^^rj^' INTERPRETATIONS, REACTIONS AND RESPONSES, AND CONCENTRATION ON SKILLS IN WRITING. 
READING. SPEAKING. LISTENING^ 5>ikiLLa in wkhinq. 



title: ViI*P. COMMUNICATIONS CURRICULUM FDR AUTO MECHANICS. 350 P. NO DATE. 
CORPORATE author: TENNESSEE STATE BOARO FOR VOCATION CDUCATION. 

RELEVANT TO: AUTOMOTIVE SERVICES (17.03). LANGUAGE SKILLS «05.0X). COMPOSITION (05*04). 

orientation: student oriented material which may be used with DIsiovANTA^EO AKD 

HANDICAPPED IN srCDNUARY AND POSTSECDNDARY RELATED EDUCATION PROGRAMS. 
^^PUNCTUATION^^* ^^^^ MECHANICS ORIENTATION, SPEECH. COMMUNICATION, GRAMMAR, 

comment: this is a material that can be used independently by sighted students, it 

CONTAINS MANY EXERCISES IN DIFFERENT AREAS OF STUDY AND THE PROBLEMS WHICH STUDENTS 
ESS^AnON'cLJsSEsI° '''' °' MECHANICS. WOULD BE A GODD^ ATER UL FOR rIlI^ 

media: workbook. 

source: TENNESSEE STATE BOARD FDR VOCATIONAL EDUCATION, NASHVILLE, TN 37219. CONTACT 
SOURCE FDR PRICE INFORMATION. luniali 



2000921 



title: VI-P. communications curriculum FDR AGRICULTURE. 300 P. NO DATE. 
CORPORATE author: TENNESSEE STATE BOARD FOR VOCATIONAL-TECHNICAL EDUCATION. 
RELEVANT TO: LANGUAGE SKILLS (05.01), COMPOSITION (05.04), AGRICULTURE (01*). 
orientation: student oriented material which may be USED WITH ANY SIGHTED DISADVANTAGED 
.Mp'^pr^'^^Si''" SECONDARY LEVEL IN RELATED EDUCATION PrJgRAMs! 

rnSMPMl/ ^uTo^ic ^^ni^nt^""^ ORIENTATION, COMMUNICATION, SPEECH, GRAMMAR, PUNCTUATION. 
comment: this is a comprehensive student exercise book which teaches basic ENGLISH 

^Sc^^nlV^^" AGRICULTURAL EMPHASIS. THE TYPE IS SOMEWHAT LARGER THAN STANDARD BUT 

bSdk. e?'kfC'' ^S^.'^mn^'"' ACCOMPANIED BY A SEP ArZIe ANSWER 

BOOKLET KEY. THIS WOULD BE VERY APPROPRIATE fOn EDUCABLE MENTALLY RETARDED AS WELL AS 
OTHER DISADVANTAGED OR hANlCAPPED GROUPS. 

media: workbook, answer key. 

source: TENNESSEE STATE BOARD FDR VOCATIONAL-TECHNICAL EDUCATION, NASHVILLE, TN 37219. 
CONTACT SOURCE FDR PRICE INFORMATION. =>MViLLt, fN ^37219. 

SKILLS— II. AN ENGLISH COURSE FDR CAREER-OR lENTEO STUDENTS. 255 P. 

1 97c . 

CORPDRUE author: ARKANSAS DEPARTMENT OF EDUCATION AND LITTLE ROCK PUBLIC SCHOOLS. 
RELEVANT to: LANGUAGE SKILLS (05.01). kuli^ PUbLIC SCHOOLS. 

orientation: student oriented material which can be used with sighteo secondary special 

NEEDS STUDENTS IN RELATED EDUCATION PROGRAMS. 5>i^MitJ 5ELUN0ARY SPECIAL 

SUBJECT CONTENT: GRAMMAR. JOB COMMUNICATION, CAREER-ORIENTED. 

comment: THIS MATERIAL REQUIRES A SIXTH GRADE READING LEVEL. IT DDES AN EXCELLENT JOB 
OF RELATING ACADEMIC SUBJECT MATTER TO VOCATIONAL TRAINING AREAS. SAMPLE TOPICS ARE* 
(l)CLEAR THINKING, (2) USING WORDS EFFECTIVELY, (3) WRITING CLEAR SENTENCES, (4J 
READING ON THE JOB, (5) WRITING DN THE JOB, (5) DISCUSSION TECHNIQUES. A LITERATURE 
SECTION IS INCLUDED WHICH DDES NOT REFLECT VOCATIONAL INTERESTS* LlFtKAfUKL 

media: textbook. 

source: MR. R.F. FAUCETTE. ADMINISTRATOR, DEPARTMENT OF EDUCATION, LITTLE ROCK, AR 

2001651 

title: building English skills^ 112 p. 1971. 

CORPORATE author: TENNESSEE STATE BOARD FDR VOCATIONAL EOUCATION. 

relevant to: language skills (06»01). 

orientation: student oriented material which may be used by sighted secondary and 

POSTSECDNDARY SPECIAL NEEDS STUDENTS IN RELATED EOUCATID.^ PROGRAMS. 

SUBJECT CONTENT: ENGLISH SKILLS ORIENTATION, NDU^4S, VERBS, PRONOUNS, ADJECTIVES, 
ADVERBS/ PREPOSITIONS, CONJUNCTIONS, INTERJECTIONS, SENTENCE ORIENTATION. 

COMMENT; THIS MATERIAL IS VERY APPROPRIATE FDR USE WITH OLDER STUDENTS BECAUSE THE 

WRITING AND READING EXERCISES ARE TIED To SUBJECTS WHICH ARISE IN DIFFERENT VOCATIONAL 
AREAS. UDOO VOCABULARY. COULD BE USED WITH EDUCABLE MENTALLY RETARDED OR THOSE 
NEEDING REMEDIAL ENGLISH TRAINING. WRITTEN ON A SIXTH GRADE READING LEVEL. 

media: workbook. 

source: TENNESSEE STATE BOARD FOR VOCATIONAL EDUCATION, NASHVILLE. TN 37219. 2001721 
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title: COMHUNICATIVE skills— lO* AN ENGLISH COURSE FOR VOCATIONAL STUOENTSt 23^ 
1971t 

CORPORATE author: ARKANSAS OEPARTMENT OF EDUCATION ANO LITTLE ROCK PUBLIC SCHOOLS^ 

relevant to: language skills (05*01 )• 

orientation: student oriented material which may be used with sighted special needs 
students at the secondary or postsecdndary level in vocational education programs* 

SUBJECT content: COMMUNICATiONj LANGUAGE^ LESSON PLANS/ LIBRARY USES/ GRAMMAR. 
comment: students should be able to use this MATERIAL INDEPENDENTLY PROVIDED THEY HAVE 
SIXTH TO EIGHTH GRADE READING LEVEL. THE DIRECTIONS ARE SELF EXPLANATORY FOR THE MOST 

part and the activities are sequential and thorough. the material ddes not reflect 
strong related education emphasis and the learning activities do not correlate with 
vocational classroom experiences, 
media: textbook. 

source: MR. R. F. FAUCETTEj ADMINISTRATOR/ DEPARTMENT OF EDUCATION/ LITTLE ROCK/ AR 

72201. LIMITED QUANTITIES AVAILABLE. 2003^81 



title: an ENGLISH COURSE FDR CAREER-ORIENTED STUDENTS. 255 P. 1972. 
author: STEELE/ RUTH. 

CORPORATE author: LITTLE ROCK PUBLIC SCHOOLS. 
RELEVANT To: LANGUAGE SKILLS (05.01). 

orientation: teacher or student ORIENTED MATERIAL WHICH MAY BE USED WITH SPECIAL NEEDS 
STUDENTS AT THE SECONDARY LEVEL IN RELATED EDUCATION ENGLISH. 

SUBJECT content: communication drientatidnj lesson plans. 

comment: a COMPREr-^ENSlVE WORKBOOK IN COMMUNICATIVE SKILLS. CONTAINS ACTIVITIES IN 

clear thinking/ sentence construction/ mass medlaj reading and writing on the job. 
media: textbook. 

source: director for vocational education^ little rock public SCHOOLS/ LITTLE ROCK/ AR. 
CONTACT SOURCE FDR PRICE INFORMATION. 2006951 



title: full speed ahead— communications 3. 90 P« 1966. 
author: BAUER/ JOSEPHINE. 
RELEVANT TO: LANGUAGE SKILLS (05*01). 

orientation: • student oriented material which may be used with sighted special needs 
students at the secondary or postsecdndary level in literacy improvement training. 
SUBJECT content: reading comprehension drills. 

comment: this material was sent to nwrel as a publishers sample and has been selected 
fdr listing. materials from other publishers regretably were not inoluoeo due to lack 
of sample copy. this is the last of three texts designed to raise aoult students to 

THE LEVEL OF LITERACY AS RAPIDLY AS POSSIBLE. A SERIES OF EXERCISES IS PRESENTED 

stressing independent work ano oral reading, 
media: workbook. 

source: educational opportunities DIVISION/ FOLETT EDUCATIONAL CORPORATION/ CHICAGO/ 
T, . 2007211 



title: getting started— communications 1. 105 p. 1966. 
author: BAUER/ JOSEPHINE. 

relevant to: language skills (05*01). 

orientation: student oriented material which may be used with sighted, special needs 
students at the secondary or postsecdndary level in literacy improvement training* 

SUBJECT content: four different ALPHABETS. 

comment: this material was sent to nwrel as a publishers sample and has been selected 

FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK 

of sample copy* this is the first of three texts designed to raii^e adult students to 
the level of literacy as rapidly as possible. it is assumed that the student has had 
no former literacy instruction, 
media: workbook* 

source: educational OPPDRTUMITIES division/ FOtLETT EDUCATIONAL CORPORATION^ CHICAGO/ 
TL. 2007221 



title: taking stock. 23 P. 1966* 

author: DARE/ BEATRICE F. AND EDWARD J» WOLFE. 
CORPORATE author: CLARION HOUSE* 
RELEVANT TO: LANGUAGE SKILLS (05*01)* 

orientation: student oriented MATERIAL WHICH MAY BE USED BY SIGHTED SPECIAL NEEDS 
STUDENTS AT THE SECONDARY LEVEL IN PRE VOCATION AL TRAINING OR RELATED 
EDUCATION-READING. 

SUBJECT content: personality TRAITSj VOCABULARY* 

comment: this material was sent to nwrel as a publishers SAMPLE AND HAS BE£N SELECTED 
FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK 
CF SAMPLE COPY* CONTAINS LESSONS ON SOCIAL AND COMMUNICATION SKILLS. WORXBOOK QEARE 
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TO APPROXIMATELY A POURTH GRADE REAOING LEVEL* INSTRUCTOR'S MANUAL THE SAME TITLE 
ACCOMPANIES THIS BOOKLET* w u inci cijint liiL^t 

heoia: workbook* 

source; EOUCATIONAL opportunities OIVISXON. OIVISION or FOLLETT publishing CO., iOlO 
HEST WASHINGTON 8LV0*# CHICAGO/ XL 60607* i « * 2007511 

title: the language you speak. ^8 P* 1965* 
author; TURNER/ RICHARO H* 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION* 

RELEVANT to: LANGUAGE SKILLS (05.01)/ COMPREHENSIVE KOMEMAKING OR HOME ECONOMICS 
( 09*0101 ) • 

orientation: student oriented material which may be used with students with SPECIAL 
NEEDS AT THE SECONDARY OR POSTSECONDARY LEVEL IN REAOING IMPROVEMENT. 

SUBJECT content; STD.5IES ABOUT ENGLISH GRAMMAR PROBLEMS/ AND COMPREHENSION QUESTIONS/ 
oLDSSARY • 

comment; this material was sent to NWREL as a PUBLISHERS COPY AND HAS BEEN SELECT«^0 FOR 
LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUOEO OUE TO LACK OF 
It^^r^^ ^^^^ DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 

SERIES OF SHORT READINGS FOLLOWED BY COMPREHENSION EXERCISES. A SHORT DICTIONARY 
SECTION IS INCLUDED IN THE BACK OF THE TEXT. 

media: workbook. 

source; educational opportunities DIVISION/ OIVISION OF FOLLETT PUBLISHING CO./ 1010 
WEST WASHINGTON BLVO./ CHICAGO/ XL 60607. i " / ^^^JJ^^^ 

title: communication skills. REAOING ENGLISH. 102 p. NO GATE* 
author; KEMPER/ RICHARO E./ ANO OTHERSt 

CORPORATE author: SOUTH CAROLINA STATE OEPARTMENT OF EDUCATION. 

Relevant to: language skills «05.oi). 

orientation: teacher oriented material which may be used with SPECIAL NEEDS STUDENTS AT 
THE SECONDARY LZVcL IN READING AND COMMUNICATION PROGRAMS* 

SUBJECT CCJ^CENT: developing materials and MeTHCOS/ ACTIVITIES/ MEUIA ANO METHODS/ 
INSTRUCTIONAL UNIT PLANS. 

comment; this is extremely fine MATERIAL WHICH OFFERS VERY SPECIFIC KINDS OF ASSISTANCE 
TO THE READING AND COMMUNICATIONS INSTRUCTOR WITH SPECIAL NEEDS STUDENTS. AREAS WHICH 
ARE covered: the reading problem— a guide TO SPECIFIC LEVELS/ SKILLS/ AND MATERIALS/ 
SPECIFIC TECHNIQUES— DEVELOPING MATERIALS AND METHODS/ SPECIFIC ACTIVITIES IN 
COMMUNICATION SKILLS/ INSTRUCTIONAL UNIT PLANS. EXCELLENT REFERENCES TO OTHER SOURCES 
OF INSTRUCTIONAL MATERIALS ARE INCLUDED. THE FORMAT ON THE UNITS IN THIS MATERIAL IS 
PARTICULARLY OUTSTANDING. EACH CONTAINS: A RATIONALE/ PURPOSES/ SPECIFIED BEHAVIORAL 
OUTCOMES/ OPTIONAL STUDENT SKILL DEVELOPMENT AND APPLICATION ACTIVITIES AND TEACHER 
PROCESSES AND PROCEDURES. 

media: guidebook. 

source: MR. C. H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTlEDGE BUILDING/ COLUMBIA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS* 2008191 

title: communication skills. reading ENGLISH. 96 P. NO DATE. 
author: KEMPER/ RICHARD E*/ AND OTHERS* 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION* 
RELEVANT to: LANGUAGE SKILLS (05*01)* 

orientation: teacher oriented material which may be used with special needs students at 

THE SECONDARY LEVEL IN DEVELOPING COMMUNICATION AND READING SKILLS. 

SUBJECT CONTENT: GENERAL DESCRIPTION OF THE PROGRAM/ COMMUNICATION NEEDS/ ACTIVITIES 
AND EXPERIENCES/ SKILLS AND MATERIALS* nccuo/ u iviiita 

COMMENT: THIS MATERIAL CONTAINS SUGGESTED ACTIVITIES/ INSTRUCTIONAL GUIDES AND UNIT 
PLANS TO ASSIST THE TEACHER WORKING WITH SPECIAL NEEDS STUDENTS IN READING AND 
COMMUNICATION SKILLS* SECTIONS OF INTEREST ARE: INSTRUCTIONAL TECHNIQUES/ CLASSROOM 
ORGANIZATION/ READING SKILLS CHECKLIST/ STUDENT BEHAVIOR CHECKLIST ANO A SELF 

evaluation checklist* 
media: guidebook* 

source: mr. c. h. johnson/ jr./ director/ office of vocational education/ state 

DEPARTMENT OF EDUCATION/ 908 RUTlEDGE BUILDING/ COLUMBIA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY* THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS* 2008211 
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title; OICTIONARY. JU p. 07/i*. 

author: wyksj mollis W. 

CORPORATE author: MARIE KAT2ENBACH SCHOOL POR THE DEaP. 
RELEVANT to: language SKILLS (OS-ODi AUOITORY (19«02010n. 

orientation: student oriented material which may be used with deap or other special 

NEEOS STUOENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN GENERAL EHUCATION. 
SUBJECT content: alphabet^ pronunciation^ spelling^ DICTIONARY ORIENTATION. 
comment: illustrated text designed to oniENT THE STUDENV "0 THE DICTIONARY AS A TOOL. 

NUMEROUS Exercises are included so the student will use the dictionary, teacher 
mooincation is needed por use with mentally retarded students, 
''.edia: workbook* 

SOURCE: MARIE H- KATZENBACH SCHOOL POR THE OEa«^j HEST TRENTONj NJ 08625. 2010381 



title: navy LIPE reading and writing POR SUCCESS IN THE NAVY. 129 P. 
CORPORATE author: BUREAU OP NAVAL PERSONNEL* 

RELEVANT to: EDUCATIONAL (I9f0l02»> LANGUAGE SKILLS (05.01). . 

ORIENTATION: STUDENT ORIENTED WORKBOOK WHICH MAY BE USED WITH SIGHTED SPECIAL NEEDS 
STUOENTS AT THE SECONDARY OR POSTSECONDARY LEvEL IN REMFDJAL READING PROGRAMS. 

SUBJECT content: reaoins^ writing. 

comment: this material is a phonics supplement and teaches word attack skills POR POOR 
READERS* IT IS ILLUSTRATED WITH DRAWINGS OP NAVY SCENES AND WOULD THEREPORE BE 
ESPECIALLY GOOD TO USE WITH OLDER BOYS WHO HAVE SEVERE READING PROBLEMS* MANY OP THE 
EXERCISES COULD EASILY HAVE BEEN TAKEN ^•ROM ELEMENTARY READING BOOKS. THEY APPEAR 
MORE ADULT IN THIS DOCUMENTt LARGE READABLE TYPE IS USED. WOULD BE EXCELLENT 
MATERIAL TO USE WITH E0Uw*8LE ,1ENTaLLY RETARED. 

media: WORKBOOK. 

source; G.p.D.j 08*7«0155j $0*75* onqni? 



T!TU: navy LIPEf READING AND WRITING POR SUCCESS IN THE NAVY* BOOK 2* 145 P* 1966* 
CORPORATE author: BUREAU OP NAVAL PERSONNEL* 

RELEVANT to: educational (19t0102)j LANGUAGE SKILLS <05*0l)* 

orientation: student oriented material which may be used with sighted special needs 

STUOENTS at the SECONDARY AND POSTSECONDARY LEvEL IN REMEDIAL READING INSTRUCTION* 

SUBJECT content: readingj writing* 

COMMENT: THIS IS THE SECOND WORKBOOK IN THIS SERIES AND CONTINUES THE EMPHASIS OP BOOK 
ONE ON LEARNING PHONICS RULES* THE BOOK IS PILLED wlYH DIPPERENT STUDENT EXERCISES 
WHICH STRESS ASPECTS OP NAVY LiPE* THIS WOULD BE AN EXCELLENT MATERIAL TO USE WITH 
HIGH SCHOOL OR DROP OUT BOYS WHO NEED HELP WITH REMEDIAL READING* IT BEARS LITTLE 
RESEMBLANCE TO A PRIMARY TEXT AND THE SUBJECT MATTER SHOULD BE MOTIVATING. STUDENTS 
WITH LOW READING LEVELS CAN USE THIS MATERIAL* 

media: WORKBOOK* 

source: G*P.D.> 0847«0U5> $1*00* 209125 



composition: 05«04 



29 



CONNECTEO^OISCoI^^ SELECTING. COMBINING. ARRANGING WOROs IN 



title: ViI.P. communications curriculum for auto mechanics. 350 p. NO OATE. 
CORPORATE author: TENNESSEE STATE 80AR0 FOR VOCATION EOUCATION. 

RELEVANT TOt AUTOMOTIVE SERVICES (X7.03). LANGUAGE SKILLS (05. OX). COMPOSITION (05.04). 

orientation: stuoent orienteo material which may be useo with oisaovantageo "n^ 

HANOICAPPEO IN SECONOARY ANO POSTSECONOARY RELATEO EDUCATION PROGRAMS. 
SUBJECT content: auto mechanics ORIENTATION. SPEECH. COMMUNICATION. GRAMMAR. 
PUNCTUATION. urfAnn«rf. 

comment: THIS IS A MATERIAL THAT CAN BE USEO INDEPENDENTLY BY SIGHTED STUDENTS. IT 
CONTAINS MANY EXERCISES IN DIFFERENT AREAS OF STUDY ANO THE PROBLEMS WHICH STUDENTS 
ESS^AnON^cl:llslEsI° ^^^"^ MECHANICS. WOULD BE A GOOD MATERIAL FDR RELATED 

media: workbook. 

source: TENNESSEE STATE BOARD FDR VOCATIONAL EDUCATION. NASHVILLE. TN 37219. CONTArT 
SOURCE FOR PRICE INFORMATION. ^^^T^ 

7lTLt: V.I.P. COMMUNICATIONS CURRICULUM FDR AGRICULTURE. 300 P. NO DATE. 

CORPORATE author: TENNESSEE STATE BOARD FDR VOCATIONAL-TECHNICAL EDUCATION. 
RELEVANT TO: LANGUAGE SKILLS (05.01). COMPOSITION (05.04?. AGRICULTURE (01. )• 
°''io'^utMil?n:nn^^"°^''^ ORIENTED MATERIAL WHICH MAY BE USED WITH ANY SIGHTED DISADVANTAGED 

OR HANDICAPPED STUDENT AT THE SECONDARY LEVEL IN RELATED EDUCATION PROGRAMS. 
SUBJECT content: agriculture orientation. COMMUNICATION. SPEECH. GRAMMAR. PUNCTUATION. 

comment: this is a comprehensive student exercise book which TEicHEraisic engi^i^^ 

CONCEPTS WITH AN AGRICULTURAL EMPHASIS. THE TYPE IS SOMEWHAT LARGER THAN STANDARD BUT 
THE BOOKS ARE NOT IN PRIMARY TYPE. THE WORKBOOK IS ACCOMPANIED BY A SEPARATE ANSWER 
BOOKLET KEY. THIS WOULD BE VERY APPROPRIATE FDR EDUCABLE MENTALLY RETARDED AS WELL AS 
OTHER DISADVANTAGED OR HANICAPPEO GROUPS. r^tlArxutu Ab WELL AS 

media: workbook, answer key. 

. source: TENNESSEE STATE BOARD FDR VOCATIONAL-TECHNICAL EDUCATION. NASHVILLE. TN 37P19. 
CONTACT SOURCE FDR PRICE INFORMATION. =>MViLLt. TN ^^^ZX9j 
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speech: 05ff05 



SUBJECT MATTER ANO EXPERIENCES COMPRISED OF A WIDE SPECTRUM OF STUDIES AND ACTIVITIES THAT 
RANGE FROM THE SCIENTIFIC (VOICE SCIENCE) THROUGH THE HUMANISTIC (RHETORIC) ANO THE 
BEHAVIORAL SCIENCES (GROUP OYNAMCS) TO THE ARTISTIC (ORAL INTERPRETATION OF LITERATURE)* 
THE UNIFYING FEATURE OF THESE STUDIES AND ACTIVITIES IS THE PREDOMINANCE, IN VARYING 
DEGREES/ OF ORAL COMMUNICATION* 



title: conference techniques* 57 P» 1971. 
author: ROSE/ SUSAN« 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FDR THE DEAF. 
RELEVANT to: AUDITORY (19«D2D1D1)> SPEECH (05«05)« 

orientation: teacher oriented material which may be used with Ot ^ STUDENTS AT THE 

SECONDARY AND POSTSECDNO ARY LEVEL IN COUNSELING OR COMMUNICATE Or . TRAINING. 
SUBJECT content: LEADERSHIP/ PARTICIPATION/ FUNCTIONS OF PUBLIC ANO PRIVATE 

conferences. 

comment: stresses adaptation of deaf students to the demands of conference situations 

where hearing students participate. course outline and suggested activities included* 
media: guidebook. 

source: this haterial is under development and not available* communication about 
ongoing efforts and availability dates is invited* contact: dr. ross stuckless/ 
director/ office of educational extension/ national technical institute for the deaf/ 
one lomb memorial drive/ rochester/ ny. 2001692 



title: introduction to speech and hearing. 14 p. 1971« 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF. 
RELEVANT TO: AUDITORY (19*020101)/ SPEECH (05.05)* 

orientation: student and teacher oriented MATERIAL WHICH CAN 3E USED WITH DEAF STUDENTS 

AT THE SECONDARY AND POSTSECDNDARY LEVELS WHO ARE DEVELOPING THEIR UNDERSTANDING OF 
THEIR UNIQUE SPEECH AND HEARING PROBLEMS. 

SUBJECT content: anatomy ANO PHYSIOLOGY OF THE EAR AND SPEECH MECHANISM/ CAUSES ANO 

effects of hearing loss/ speech production/ speech problems/ oral expression in 

communication/ hearing tests/ interpreting audiograms/ care and repair of hearing 

aios/ new techniques fdr teaching speech to the deaf* 
comment: course outline with individual lesson details* not applicable to other 

special needs populations* 
media: guidebook* 

source: this material is under development and not available* communication about 
ongoing efforts and availability dates is invited* contact: or* ross stuckless/ 
director/ office of educational extension/ national technical institute for the deaf/ 
one lomb memorial drive/ rochester/ ny« 2001702 



title: effective simultaneous COMMUNICATION* 27 P* 19^1* 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF* 

relevant to: auditory (19*020x01)/ speech (05*05)* 

orientation: student and teacher oriented material which can be used with deaf students 
at the secondary and postsecdndary level in communications ano group work training* 

SUBJECT content: use of LIPREaDING/ signing ANO INTERPRETER SERVICES BY THE DEAF* 

group organization and appropriate roles/ parliamentary procedure* 
comment; developed to strengthen leadership ano organizational ability within hearing 
and deaf communities* helpful hints on how to communicate well with others in 
individual and group situations* public speaking methods utilizing simultaneous mode 
of expression are emphasized* developed for deaf students at ntio* 
media: guidebook* 

source: this material is under development ANO NOT AVAILABLE* COMMUNICATION ABOUT 
ONGOING EFFORTS AND AVAILABILITY DATES IS INVITED^ CONTACT: DRt ROSS STUCKLESS/ 
DIRECTOR/ OFFICE OF EDUCATIONAL EXTENSION/ NATIONAL TECHNICAL INSTITUTE FOR THE DEAF/ 
ONE LOMB MEMORIAL DRIVE/ ROCHESTER/ NY* 2001712 



title: effective oral communication* 45 P* 1971* 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEAFt 

relevant to: auditory (19*020x01)/ speech (05*05)* 

orientation: student and teacher oriented material which may be used with deaf students 

AT the secondary ANO POSTSECDNDARY LEVEL IN COMMUNICATIONS TRAlNlNQt 
SUBJECT content: lesson OUTLINES/ PUBLIC SPEaKInG/ USE OF THE BODY WHEN SPEAKING/ BASIC 
FACTORS/ SAMPLE SPEECHES/ POSSIBLE TOPICS/ BIBLIOGRAPHY* EXPLANATION OF INFORMAL/ 
PERSUASIVE/ OCCASIONAL ANO IMPROMPTU SPEECHES^ HOW TO MINIMIZE TENSION IN PUBLIC 
SPEAKING* PRACTICE USE OF PRINCIPLES AS APPLIED IN REALISTIC JOB INTERVIEW SITUATIONS 
SUCH AS ASKING THE BOSS FOR A RAISE/ EXPLAINING SOMETHING TO STAFF/ ETCt EVALUATIVE 
TECHNIQUES IN ROLE AS A LISTENER* 
comment; has application to any student WISHING TO INCREASE HIS SPEAKING EFFECTIVENESS* 
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VOCABULARY ABOVE THAT OF AN EDUCABLE MENTALLY RETARDED. THIS IS A GUIDEBOOK FOR 
TEACHERS AND A WORKBOOK FOR STUDENTS. IT GIVES THE STUDENT NEEDED EXPERIENCE IN 
PREPARING/ ORGANIZING AND PRESENTING MATERIAL FOR GROUP AND OR INDIVIDUAL PRESENTATION 
IN SOCIAL OR PROFESSIONAL SITUATIONS. 
media; GUIDEBOOK. 

SOURCE; THIS MATERIAL IS UNDER DEVELOPMENT AND NOT AVAILABLE. COMMUNICATION ABOUT 
ONGOING EFFORTS AND AVAILABILITY DATES IS INVITED* CONTACT; DR. ROSS STUCKLESS/ 
DIRECTOR/ OFFICE OF EDUCATIONAL EXTENSION/ NATIONAL TECHNICAL INSTITUTE FOR THE DEAF/ 
ONE LOMB MEMORIAL DRIVE/ ROCHESTER/ NY. 2001722 
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HEALTH OCCUPATICNS EDUCATION: 07* 



EOUCATION FOR HEALTH OCCUPATIONS COMPRISES THE BOOY OF RELATEO SUBJECT MATTERi OR THE BOOY 
OF RELATEO COURSES/ ANO PLANNEO EXPERIENCES OESIGNEO TO IMPART KNOWLEDGE ANO DEVELOP 
UNOERSTANOINGS ANO SKILLS REQUIRED TO SUPPORT THE HEALTH PROFESSIONS. INSTRUCTION IS 
ORGANIZED TO PREPARE PUPILS FDR OCCUPATIONAL OBJECTIVES CONCERNED WITH ASSISTING QUALIFIED 
PERSONNEL IN PROVIDING DiAGNDSTICj THERAPEUTIC* PREVENTIVE/ RESTORATIVE/ AND REHABILITATIVE 
SERVICES TO PEOPLE/ INCLUDING UNOERSTANOINGS AND SKILLS ESSENTIAL TO PROVIDE CARE AND HEALTH 
SERVICES TO PATIENTS. 



title: MLT ASSOCIATE DEGREE PROGRAM ANATOMY-PHYSIOLOGY (MEDICAL TERMINOLOGY)/ DEVELOPMENT 
MATERIAL STUDENT NOTEBOOK* 1970-71. 

author: woooruFF/ r./ ano others. 

CORPORATE author: ELLEN FIRME EOUCATION SYSTEMS. 
RELEVANT TO: HEALTH OCCUPATIONS EOUCATION (07.). 

orientation: student oriented MATERIAL WHICH MAY BE USED WITH SIGHTED SPECIAL NEEDS 

STUDENTS AT THE POSTSECONOAR Y LEVEL IN ASSOCIATE DEGREE TRAINING PROGRAMS. 
SUBJECT content; TERMINOLOGY/ SUFFIX LIST/ GLOSSARY/ BODY SYSTEMS. 

comment: this material has been successfully useo with manpower training clients and is 
Part of a course of studies leading to certification as a laboratory histology 
technician. it is periodically updated ano has been evaluated thrduqh exposure to 
other professional educators. an advanced medical labor atdry,^program of studies is 
also available from the same source. limited illustration included. host content 

DEALS WITH MEDICAL VOCABULARY/ ABBREVIATIONS ANO MULTIPLE CHOICE QUESTIONS. NOT 
SUITABLE FOR USE WITH RETARDED POPULATIONS. 
media: WORKBOOK. 

source: MS. E. FIRME/ COORO-ST ANThONYtS LABORATORY/ WABASH AT ANN STREETS/ MICHIQaN 
CITY/ IN CONTACT SOURCE FOR PRICE INFORMATION. 2003821 



title: code blue. l Pt 1970» 

CORPORATE author: BUREAU OF HEALTH MANPOWER EDUCATION. 

RELEVANT TO: HEALTH OCCUPATIONS EOUCATION (07.)/ ETHNIC (19.0104). 

orientation: counselor ORIENTEO MATERIAL WHICH MAY BE USEO WITH MINORITY STUOENTS AT 
THE SECONDARY ANO POSTSECONOAR Y LEVEL IN ENCOURAGING THEM TO PURSUE A HEALTH RELATEO 
OCCUPATION. 

SUBJECT CONTENT: DOCUMENTARY FILM/ MINORITY STUDENTS/ MEDICINE. 

COMMENT: THIS FILM WAS DEVELOPED SPECIFICALLY FOR USE IN COUNSELING MINORITY GROUP 
STUDENTS. IT IS AN EXCELLENT ANO COMPELLING STATEMENT OF THE NEED FOR MORE MINORITY 
DOCTORS. 

media: brochure. 

source: modern talking picture SERVICE/ INC./ 2323 NEW HYDE PARK ROAD/ NEW HYDE PARK/ 
NY 11040. 2008141 



title: health occupations. 27 p. 06/71« 
author: SMITH/ NELLE C/ R.Ni 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 
RELEVANT TO: HEALTH OCCUPATIONS EOUCATION (07.). 

orientation: teacher ORIENTEO MATERIAL WHICH MAY BE USEO WITH SPECIAL NEEOS STUOENTS AT 

THE SECONDARY LEVEL IN OCCUPATIONAL EXPLORATION PROGRAMS. 
SUBJECT content: ACTIVITIES/ RATIONALE/ TOOLS/ EQUIPMENT. 

comment: this material is an introductory overview of different aspects of health 
relateo occupations. there is a brief one page resume of manpower neeos forecasts 
which give limited salary information* the units are especially suitable for 
prevocational or survey courses. 20 learning activities are described in terms of 
performance objectives/ neeoeo tools ano equipment/ materials/ suggested procedures 
and references- this unit would be applicable in part to special eoucation as well as 
regular vocational exploration prtograhs* a high quality material. 

meoia: guidebook. 

source: mr. c h. johnson/ jr./ director/ office of vocational education/ state 
department of education/ 908 rutleoge building/ columbia/ sc 29201. limited 
availability. copies can be requested by state supervisors only. these can then be 
duplicated ano distributed to individual teachers. 2008331 
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PLANNED SUBJECT MATTER AND LABORATORY EXPERIENCES CONCERNED WITH BACTERIOLOGICAL/ 
BXOLDQiCALi AND CHEMICAL TESTS TO PROVIDE DATA FOR USE IN DIAGNOSIS AND TREATMENT OF 
DISEASES— USING MICROSCOPES* MICROMETERS* AND OTHER INSTRUMENTS. PERSONS PREPARED IN THIS 
AREA USUALLY WORK UNDER THE SUPERVISION OF MEDICAL TECHNOLOGISTS* CLINICAL PATHOLOGISTS* OR 
PHYSICIANS! 



title: MLT associate degree program development material* IMMUNOHEMATOLOQY. 1970-71. 
AUTHOR: FIRME* E« 

CORPORATE author: ELLEN FIRME EDUCATION SYSTEMS. 

relevant to: medical laboratory technology (07.02). 

orientation: student oriented material which may be used with sighted special needs 

STUDENTS AT THE POSTSECONDARY LEVEL IN ASSOCIATE DEGREE TRAINING PROGRAMS. 
SUBJECT CONTENT: BLOOD TYPES* POST-TESTS* GENETICS* RH. 

COMMENT: THIS MATERIAL HAS BEEN SUCCESSFULLY USED WITH MANPOWER TRAINING CLIENTS AND IS 
PART OF A COURSE OF STUDIES LEADING TO CERTIFICATION AS A LABORATORY HISTOLOLGY 
TECHNICIAN. IT IS PERIODICALLY UPDATED AND HAS BEEN EVALUATED THROUGH EXPOSURE TO 
OTHER PROFESSIONAL EDUCATORS. AN ADVANCED MEDICAL LABORATORY PROGRAM OF STUDIES IS 
ALSO AVAILABLE FROM THE SAME SOURCE. THE MANUAL CONSISTS OF FILL IN STATEMENTS AND 
MULTIPLE CHOICE QUESTIONS. NOT SUITABLE FOR USE WITH RETARDED POPULATIONS. MEDICAL 
VQCAaULARY. 

media: workbook* 

source: MS. E. FIRME* COORD-ST ANTHONYtS LABORATORY* WABASH AT ANN STREETS* MICHIGAN 
CITY* IN 46360. CONTACT SOURCE FOR PRICE INFORMATION. 2003811 



title: MLT ASSOCIATE DEGREE PROGRAM* DEVELOPMENT MATERIAL ORIENTATION. 1970-71. 
AUTHOR: FIRME* E.* AND OTHERS. 

CORPORATE author: ELLEN FIRME EDUCATION SYSTEMS. 

relevant to: medical laboratory technology (07.02). 

orientation: student oriented material which may be used with sighted special needs 
students at the postsecondary level in associate degree training programs. 

subject content: chemistry* hematology* microbildloqy* blood banking* technical 
requirements* equipment* 

comment: this material has been successfully used with manpower training clients and is 
part of a course of studies leading td certification as a laboratory hist01.c3y 
technician. it is periodically updated and has been evaluated through exposure to 
other professional educators. an advanced medical laboratory program of studies is 
also available from the same source. there is a brief resume of pathology related 
occupations such as: (1) pathologist* (2) cytotechnoldgist* (3) histologic technician* 
ih) registered medical technologist* (5) certified laboratory assistant. the document 
is generally a source of information for students. 

media : guidebook. 

source; MS. E. FIRME* EDUCATION COORD-ST ANTHONY'S LABORATORY* WABASH AT ANN STREETS* 
MICHIGAN CITY* IN ^6360* CONTACT SOURCE FOR PRICE INFORMATION* 2003831 
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nursing: 07*03 



A COMBINATION OF SUBJECT MATTER ANO CLINICAL EXPERIENCES OESIGNEO TO PREPARE A PERSON TO 
PROVIOE NURSING CARE TO PATIENTS IN HOSPITALS/ SANITARIUMS/ CLINICS/ OR OTHER INSTITUTIONS 
BY ADMINISTERING MEOICATIONS ANO TREATMENTS/ ASSISTING THE PHYSICIAN OURING TREATMENT ANO 
EXAMINATION OF PATIENTS/ OR PERFORMING RELATEO AUXILIARY SERVICES. 



PRACTICAL (VOCATIONAL) NURS£: 07«0302 

A COMBINATION OF SUBJECT MATTER ANO SUPERVISED CLINICAL EXPERIENCES OESIGNEO TO PREPARE A 
PERSON TO GIVE OIRECT NURSING CARE UNOER THE SUPERVISION OF A NURSE OR PHYSICIAN. 



title: marie PERRONE/ practical nurse. 96 P. 1965. 

author: LERNER/ LILLIAN/ ano margaret moller* 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

relevant to: practical (vocational) nurse (07.0302). 

orientation: student oriented material which may be used with sighted special needs 
students at the secondary level in prevdcatidnal training. 

subject content: orlentatioi^/ emergencies/ comprehension checks/ glossary. 

comment; this material was sent to nwrel as a publishers sample and has been selected 
fdr listing. materials from other publishers regretably were not included due to lack 
of sample copy. geared to approximately fourth-sixth grade reading levels. bddkl it 

IN STORY FORM INCLUDING CD*1P REHENS I ON ACTIVITIES AT THE CONCLUSION OF EACH CHAPTEh. 

gives a good overview of practical nursing. a teacheris guide-answer key by the same 
publisher accompanies this workbook, 
media: textbook. 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO./ 1010 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607. 2007401 



NURSING ASSISTANCE (AID): 07.0303 

A COMBINATION OF SUBJECT MATTER AND EXPERIENCES DESIGNED TO PREPARE A PERSON TO PERFORM 
SIMPLE Tasks involved in the personal care of individuals receiving nursing SERVICES. THESE 
TASKS ARE PERFORMED UNDER THE SUPERVISION OF A NURSE. 



title: making the unoccupied bed. 8 P» 1970. 
author: 0 1 CONNOR/ MARIE. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: NURSING ASSISTANCE (AID) (07.0303). 

orientation: teacher oriented material which may be used with any DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECDNDARY LEVEL IN A PREVDCATIDNAL SKILL 
BUILDING PROGRAM. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

comment: this material was developed FDR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASE* 

media: PRINTED-MATTER/ LEARNING ACTIVITY PACKET. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
FREE* 2002141 



title: taking an oral temperature. 8 p. 1970. 
author: DtCDNNOR/ MARIE. 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: nursing assistance (aid) (07*0303). 

orientation: teacher oriented material which may be used with any disadvantaged or 
handicapped person at the secondary or postsecdndary level in a prevocatldnal skill 
building program. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 
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comment: this material was developed for use with the eoucable mentally retarded person 

RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAOE 
SCQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASEi 
MEDIA! PRINTED-MATTER/ LEARNING ACTIVITY PACKET. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 

2002151 



T TLE: cleaning the discharge unit. 6 P* 1970. 
CORPORATE author; 'UNIVERSITY OF VERMONT. 

relevant to: nursing assistance (aid) (07.0303). 

orientation: teacher oriented material which may be used with any disadvantaged or 
handicapped person at the secondary or postseconoary level in a prevocational skill 
building program. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES/ DISCHARGE UNIT ORIENTATION. 
COMMENT! THIS MATERIAL WAS DEVELOPED FOR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 

RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 

SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 

THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 

IT IS IN THE TRAINING PHASEt 
MEDIA! PRINTEO-MATTER/ LEARNING ACTIVITY PACKET. 

source; MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 

2002161 



TITLE! HANDBOOK FOR LEARN AND EARN TEACHERS. 84 P. NO DATE. 
CORPORATE AUTHOR! FLORIDA DEPARTMENT OF EDUCATION. 

RELEVANT TO! MECHANICS (17.0302)/ FOOD DISTRIBUTION (04.06)/ INSTITUTIONAL AND HOME 

MANAGEMENT (09.0205)/ NURSING ASSISTANCE (AlOj (07.0303)/ CARE AND GUIDANCE OF 

CHIL[5REN (09.0201)/ CASHIERS (14.0103). 
ORIENTATION! TEACHER ORIENTED MATERIAL WHICH MAY BE USED WITH MIGRANT OR OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN WORK TRAINING PROGRAMS. 
SUBJECT CONTENT! MOBILE UNITS/ AUTO TUNE-UP/ SUPERMARKET CHECKING/ HOUSEKEEPING/ 

PATIENT CARE/ HEAD CASHIER/ BODY AND CHILD CARE. 
COMMENT! THE PACKET CONTAINS BEHAVIORAL OBJECTIVES/ TASK ANALYSIS BREAKDOWNS/ 

CURRICULUM GUIDES AND IN GENERAL MANY HELPFUL IDEAS ON THINGS TO INCLUDE IN TRAINING 

PROGRAMS* 
MEDIA! GUIDEBOOK. 

SOURCE! MR. J. B. MURPHREE/ CURRICULUM COORDINATOR/ KNOTT BUILDING/ TALLAHASSEE/ FL 
32303. AVAILABLE IN LIMITED QUANTITY. CONTACT SOURCE FOR COST. 2003311 

TITLE! JOB CORPS TRAINING STANDARD FOR NURSING ASSISTANT. 17 P. 04/70. 
CORPORATE author: JOB CORPS* 

RELEVANT TO! NURSING ASSISTANCE (AID) (07.0303). 

ORIENTATION! TEACHER OR EVALUATOR ORIENTED MATERIAL WHICH MAY BE USED WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THF. SECONDARY OR POSTSECONOARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.Q.T* CODE REQUIREMENTS. 

SUBJECT CONTENT! NURSING ASSISTANT STANDARDS. 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A NURSING ASSISTANT. ALSO 
CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media; guidebook. 

SOURCE! JOB CORPS/ DEVELOPMENT DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ nil 18TH STREET/ N.W./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006571 
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HOME HEALTH AlO; 07.0307 



A COMBINATION OF SUBJECT MATTER AND EXPERIENCES OESIQNEO TO PREPARE A PERSON TO ASSIST THE 
ELOERLYi CONVALESCENT* OR HANOICAPPEO IN THEIR HOMES* TO PROVlOE FOR THEIR OAlLY LIVING 
NEEOS WHICH MAY BE DESCRIBEO AS PHYSICAL* MENTAL* EMOTIONAL* SOCIAL* ANO SPIRITUAL. 



title; home nursing, aai p. o5/72. 
author; kirtz* Catherine m. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE OEAF. 
RELEVANT TO; HOME HEALTH AlO (07.0307)i AUOITORY (19.020101). 

orientation: STUOENT ORIENTEO material which may be USEO with OEAF ANO OTHER SPECIAL 
NEEOS STUDENTS AT THE SECONDARY LEVEL IN HOME NURSING TRAINING. 

SUBJECT content: body* disease* euuipment* patient care* general treatments* first aid* 

SPECIFIC TREATMENT* VIOLENT EMERGENCIES* SELF PROTECTION* DIET* ILLEGAL DRUGS. 
COMMENT; THIS MATERIAL IS A SERIES OF UNITS WITH LEARNING OBJECTIVES* INFORMATION AND 
STUDENT ASSIGNMENTS. THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT PROBLEM 

readers may still need teacher assistance. excellent vocabulary included which could 
be used in basic education units. material was developed fdr the oeaf. 
media: workbook. 

source: marie H. KATZENBACH school FDR THE DEAF* WEST TRENTON* NJ 08625. 2010251 
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A COMBINATION OF SUBJECT MATTER AND EXPERIENCES DESIGNED TO PREPARE A PERSONj WDRKIJ^G UNDER 
THE SUPERVISION OF A SPECIALIST^ TO RECOGNIZE AND EVALUATE ENVIRONMENTAL HAZARDS SUCH AS 
RADIATION^ FUNGIj AIR POLLUTION^ WASTE AND SEWAGEj NOISEj VIBRATIONj AND POOR LIGHTING^ ANO 
TD PRESCRIBE METHODS OF ELIMINATING OR CONTROLLING THEM. 



ENVIRONMENTAL HEALTH ASSISTANT: 07.0701 

A COMBINATION OF SUBJECT MATTER ANO EXPERIENCES DESIGNED TO PREPARE A PERSON TO ASSIST 
SANITARY ENGINEERS^ SCIENTISTS^ PHYSICIANSj AND VETERINARIANS TO GATHER DATA ONj INSPECT^ 
AND EVALUATE FACILITIES AND INDUSTRIES CONCERNED BY THE PUBLICj 'UCH AS WATER SUPPLYj THE 
FOOD INDUSTRY (PROCESSING^ DISTRIBUTION^ AND SERVICE)^ AND SEWAGE DISPOSAL FACILITIES AND 
PLANTS* 



title: MLT associate degree program^ DEVELOPMENT MATERIAL PARASITOLOGY* 1970-71* 

author: firmer e.> and others. 

CORPORATE author: ELLEN FIRME EDUCATIONAL SYSTEMS. 

relevant to: environmental health assistant (07.0701 i. 

orientation: student oriented material which may be used with sighted special needs 
students at the postsecondar y level in associate degree training programs. 

SUBJECT content: feces examination^ qualitative fat examination^ study OUESTIONSj 
ASSIGNMENT SHEETS^ VDRL TEST, 

comment: this material has been successfully used with manpower TRAINING CLIENTS AND IS 
PART OF A COURSE OF STUDIES LEADING TO CERTIFICATION AS A LABORATORY HISTOLOGY 
TECHNICIAN. IT IS PERIODICALLY UPDATED AND HAS BEEN EVALUATED THROUGH EXPOSURE TO 
OTHER PROFESSIONAL EDUCATORS. AN ADVANCED MEDICAL LABORATORY PROGRAM OF STUDIES IS 
ALSO AVAILABLE FROM THE SAME SOURCE* THE BOOK HAS A NUMBER OF EXERCISES WHICH THE 
STUDENT COMPLETES IN THE LABORATORY ALONG WITH VOCABULARY AND WRITING EXERCISES. 

media: workbook* 

source: MS. E. FIRMEj EDUCATION COORD-ST ANTHONYIS LABORATORY^ WABASH AT ANN STREETS^ 
MICHIGAN CITYj IN 46360. CONTACT SOURCE FOR PRICE INFORMATION. 2003841 



" "'^"'■".lEOUS HEALTH OCCUP.TIONS EOUCATIOH! 07.09 



PERSON TO PROVIDE 



FOOD SERVICE SUPERVISOR: 07.0908 




ON 



^'^n»inn"°° S^VICE EMPLOYEE. 350 P. 09/69. 

SUPERVISOR (07.0908). wuuLfiUNj anO SERVICES (09.0203)^ FOOO SERVICE 

"^HE"^i5SN^Lpr[:?5E^; "^^"ISI:f .^°s%."s;5c^%^^Sv.i" -"-^ -eos stuoents .t 

COULD BE USED AS TRANSPARENCY MASTEftsf EMPLOYEES. CLEARLY REPRODUCED VISUALS 

'"p^RDoIcT^foTSis "RV?JE*r;:BJ1Jj;i5°:'R|cl!;iN3%°nr"^'^^' preparation, .odd 

WITH KEY. ^ SERVICE, RECEIVING FOOO, STORING FOOD, ANSWERS, TES'S 

"SxSs^i, ;s^%ii.;;,5r;s:^;Hr??So"?H"T''H"ij :if;T:%;:;?Ti5;'o"" 

SPECIAL NEEDS WORK TRAINING PROGRAmT nS^ERoSs RFAn?^r"eif" EXCELLENT IN ANY 

H.^1V.''V°'* """^ ^'"^ ENTERTAINMEN?. SeFInJtLy pJ^CHED'Tn'jM?"? DELIVERY OF 

MEOIa: guidebook. ""iriNlltLY PITCHED TO THE INTERESTS OF STUDENTS. 

'T'HiHEM\%'?N'G"D^'c\'^?oV\'usnN°'Tx*?'"''' ^-^^ ^"""TIDN.- DIVISION 



2001271 



title: oietary aid. * p. 1970, 

RprpSSnV^"""' "-DIVERSITY OF VERMONT. 
ORIEN?A?T^S SUPERVISOR (07.0908). 

lir.t.iiTo. j?he^r"t2;Jn^??«%;s;«^--,--„",?-,- s 

'zirk.i"oi^ ?oiE":'-o5??:5r^;.°%%*Li°Nc*rAN^^°^^p%"s.^ - --s a worker 
«ic:.^j:%?^^^;syN^\^;oN^^N^^ SLfp^^-?; ^^^.^ i ^° 

ANY REHABILITATION WORK. THE MATERIAL WA.^ nPWPi npcn""'"" ^° GENE RALI ZABLE TO 

BUREAU OF EDUCATIONALLY HANDICAPPED iND HL IpFN u^nT" * "'S-O.E. GRANT FROM THE 
CENTERS IN VERMONT. "'^-^-rtD ANO HAS BEEN USED IN REGULAR VOCATIONAL SKILL 

SO^Rrp. P^^NTEO-MATTER, TASK ANALYSIS. 

SOURCE. MR. MARC HULL, VOTEX DEPARTMENT, UNIVERSITY OF VERMONT, BURLINGTON, VT 05.01. 

2002651 



HEALTH AND SAFETY IN DAILY LIVlNGi PHYS ED AND RECREATION: 08* 



39 



THE BODY OF RELATED SUBJECT MATTER AND ACTIVITIES IN HEALTH AND SAFETY IN DAILY LIVING* 
PHYSICAL EDUCATION^ ANO RECREATION ARE ORGANIZED FOR CARRYING ON LEARNING EXPERIENCES 
CONCERNED KITH DEVELOPING (1) KNOWLEDGE* ATTITUDES* APPRECIATIONS* ANO CONDUCT ESSENTIAL TO 
INDIVIDUAL ANO GROUP HEALTH* (8) AWARENESS OF* CONCERN FOR* AND KNOWLEDGE* SKILLS* AND 
JUDGMENT NECESSARY FOR PRACTICING AND PROMOTING PERSONAL AND PUBLIC SAFETY IN THE HOME* AT 
SCHOOL* ON THE JOB^ AND IN TRAFFIC* ANO (3) PHYSICAL AND MENTAu GROWTH AND FITNESS BY MEANS 
OF ACTIVITIES DESIGNED TO IMPROVE THE MUSCLES* MOTOR SKILLS* AND ATTITUDES AND HABITS OF 
CONDUCT OF INDIVIDUALS AND GROUPSi 
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GENERAL HEALTH EDUCATION: 08.01 



LEARNING ACTIVITIES WHICH UTILIZE EXPERIENCES FOR INFLUENCING UNDERSTANDING/ ATTITUDES^ AND 

PRACTICES RELATING TO INDIVIDUAL/ FAMILY/ AND COMMUNITY HEALTH* INSTRUCTION IS BASED ON 

SCIENTIFIC FACTS AND TRUTHS WHICH SERVE AS A FOUNDATION FOR DECISION MAKING AND ACTION TO 
ACHIEVE HEALTH POTENTIALS* 



title: 50 CONCEPTS ON BECOMING RESPONSIBLE FOR PERSONAL CARE* 99 P« NO DATE« 
CORPORATE author: ARKANSAS DEPARTMENT OF EDUCATION* 

RELEVANT TO: PREVOCATIONAL EDUCATION (18*01)/ GENERAL HEALTH EDUCATION (08*01)« 
orientation: teacher oriented material WHICH MAY BE USED IN DESIGNING INSTRUCTION FOR 

SECONDARY AND POSTSECONDARY STUDENTS IN PREVOCATIONAL TRAINING PROGRAMS* 
SUBJECT content: CONCEPTS/ RESPONSIBLE/ PERSONAL CARE* 

COMMENT: ^HE 50 CONCEPTS ARE hRITT^N FOR SECONDARY STUDENTS AND ADULTS FUNCTIONING ON 
AN ELEMC'^JTARY LEVEL ACADEMICALLY* THE DETAILED MANNER IN WHICH THE CONCEPTS ARE 
WRITTEN IS AN ATTEMPT TO PROVIDE REALISTIC INFORMATION FOR THE TEACHING OF BECOMING 
RESPONSIBLE/ APPEARANCE/ MANNER/ GOOD HEALTH/ AND GROWING-UP* TEACHING CONCEPTS 
INCLUDE DETAILED TEACHER INSTRUCTION/ MATERIALS/ A?;D TESTS* 

media: GUIDEBOOK* 

source: tIR* R* F* FAUCETTE/ administrator/ department of EDUCATION/ LIT'LE ROCK/ AR 
72201* LIMITED QUANTITIES AVAILABLE* 2003521 



title: educators guide to free HEALTH/ PHYSICAL EDUCATION/ RECREATION MATERIALS/ A 
MULTIMEDIA GUIDE* 467 P« 1971* 
author: HORKHEIMER/ FOLEY A» 

RELEVANT TO : GENERAL HEALTH EDUCATION (08*01)/ PHYSICAL EDUCATION (08*03)/ RECREATION 
(08*04}« 

orientation: a directory WHICH MAY BE USED BY STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY FREE INSTRUCTIONAL MATERIALS RELEVANT TO HEALTH/ PHYSICAL EDUCATION AND 
RECREATION/ PROGRAMS AT THE ELEMENTARY/ SECONDARY AND POSTSECONDARY LEVEL« 

SUBJECT content: DIRECTORY/ INSTRUCTIONAL MATERIALS/ MULTIMEDIA/ HEALTH/ PHYSICAL 

education/ recreation/ freej index/ descriptions* 

comment: a guide developed as a brief resource for instructors/ coaches/ and directors 
in the areas of health/ physical education and recreation* includes materials which 
may ;)e of assistance in teaching family living and money management classes* 

media: directory* 

source: educators progress SERVICE/ INC*/ RANDOLPH/ WI 53956* CONTACT SOURCE FOR 

PRICE INFORMATION* 2009461 



title: patterns of human GROWTH* 16 P* 1970* 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF* 

relevant to: general health education (08*01)/ auditory (19*020101)* 
orientation: teacher oriented material which may be used with special needs students at 
the secondary and postsecondary level in human development courses* 

SU&JECT content: CELLS/ ENDOCRINE GLANDS/ REPRODUCTION AND GROWTH/ REPRODUCTIVE ORGANS/ 
CONCEPTION/ GESTATION/ SCCXCLOSICAL/PSYCHOLOGICAL CONCER^SS* 

comment: unit in a sex education course taught through the counseling cent!!::r* contains 

objectives outline/ materials ahd procedures* 
media: guidebook* 

source: this material is under development and not available* comhuntcation about 

Or^^GOING efforts AND AVAILABILITY DATES IS INVITED* CONTACT: OR* ROSS STUCKLESS/ 
DIRECTOR/ OFFICE OF EDUCATIONAL EXTENSION/ NATIONAL Tf.CHNlCAL INSTITUTE FOR THE DEAF/ 
ONE LOHB MEMORIAL DRlVEi ROCHESTER^ NY* 2001852 



title; CAI - SEX education. 6 P* 1970* 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF* 
RELEVANT TO: GENERAL HEALTH EDUCATION (08*01)/ AUDITORY (19*020101)* 

orientation: student oriented material which may be used with special NEEDS STUDENTS AT 
THE SECONDARY AND POSTSECONDARY LEVEL IN HUMAN DEVELOPMENT COURSES* 

SUBJECT CONTENT; REPORT ON CAI DEVELOPMENT OF 4 TOPICS* MALE REPRODUCTIVE AND 

EXCRETORY SYSTEMS/ FEMALE REPRODUCTIVE AND EXCRETORY SYSTEMS/ REPRODUCTIVE PROCESS/ 
GESTATION/ AND BIRTH* 

COMMENT: ATTEMPTS TO USE THE IMPERSONALI TV OF THE COMPUTER TO ADVANTAGE IN THIS AREA OF 

INSTRUCTION* IN DEVELOPMENT* 
media; P-I-SPECIAL* 

source: this material is UNDER DEVELOPMENT AND NOT AVAILABLE* COMMUNICATION ABOUT 
ONGOING EFFORTS AND AVAILABILITY DATES IS INVITED* CONTACT; OR* ROSS STUCKLESS/ 
DIRECTOR/ OFFICE OF EDUCATIONAL EXTENSION/ NATIONAL TECHNICAL INSTITUTE FOR THE DEAF/ 
ONE LOMa MEMORIAL DRIVE/ ROCHESTER/ NY* 2001862 




PHYSICAL education: 08*09 



OaOANlZEDi SEQUENTIAL/ AND SYSTEMATIC APPLICATION OF THE CONCEPTS AND PRINCIPLES OF THE ART 
AND SCIENCE OF HUMAN MOVEMENT THROUGH THE TEACHING«LEARNING MEDIUM OF PHYSICAL ACTIVITIES* 



title: eOUCATORS GUIDE TO FR^E HEALTH/ PHYSICAL EDUCATION^ RECREATION MATERIALS^ A 
MULTIMEDIA GUIOE* 467 P* t971t 
author: HORKHEIMERi FOLEY At 

RELEVANT TO: GENERAL HEALTH EDUCATION (08»01)> PHYSICAL EDUCATION (08*03)# RECREATION 
<08«04) • 

orientation: a directory which may be used by STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY FREE INSTRUCTIONAL MATERIALS RELEVANT TO HEALTH/ PHYSICAL EDUCATION AND 
RECREATION/ PROGRAMS AT THE ELEMENTARY/ SECONDARY AND POSTSECONDARY LEVEL* 

SUBJECT content: OIRECTORYj instructional MATERIALS/ MULTIMEDIA/ HEALTH/ PHYSICAL 
EDUCATION/ RECREATION/ FREE/ INDEX/ OESCRIPTICNS* 

comment: a guide developed as a brief resource for instructors/ COACHES/ AND DIRECTORS 

in the areas of health/ physical education and recreatjon* includes materials whl^h 
may be of assistance in teaching family living and money management classes* 
media: directory* 

SOURCE: educators PROGRESS SERVICE/ iNC*/ RANDOLPH/ Wl 539S6* CONTACT SOURCE 'OR 



PRICE INFORMATION* 



I 009461 




recreation: o3«o% 



SUBJECT MATTER AND EXPERIENCES ORGANIZED AS AW INTEGRAL PART OF BOTH THE PLANNED 
INSTRUCTIONAL PROGRAM AND THE COCURRICULAR AND RECREATIONAL PROGRAM. HHEM THESE ACTIVITIES 
ARE TAUGHT IN AREAS SUCH AS SCIENCE* MUSIC* PHYSICAL EDUCATION* ENGLISH LANGUAGE ARTS* OR 
MATHEMATICS* THEY ARE PART OF THE INSTRUCTIONAL PRDGRAMt HhEN THEY ARE VOLUNTARY* SCHOOL 
SPONSORED AND SUPERVISED* AND GENERALLY NOT FOR CREDIT* THEY BECOME PART OF THE COCURRICULAR 
AND RECREATIONAL ACTIVITIES PROGRAM. 



title: EDUCATORS GUIDE TO FREE HEaLTH* PHYSICAL EDUCATION* RECREATION MATERIALS* A 

multimedia guide. m67 p. x971* 
author: hdrkheimer* Foley a. 

relevant to: general health education <08»0x)* physical education <08.d3)* recreation 

(08.04)* 

orientation: a directory WHICH MAY BE USED BY STUDENTS* TEACHEPS AND OT'HER EDUCATvORS TO 
IDENTIFY FREE INSTRUCTIONAL MATERIALS RELEVANT TD HEALTH* PHYSICAL EDUCATION AND 
RECREATION* »*ROGRAMS AT THE ELEMENTARY* SECONDARY AND POSTSECONDAR Y LEVEL* 

SUBJECT CONTENT: DIRECTORY* INSTRUCTIONAL MATERIALS* MULTIMEDIA* HEALTH* PHYSICAL 
EDUCATION* RECREATION* FREE* INDEX* OESCRIPT ICNS . 

COMMENT; A GUIDE DEVELOPED AS A BRIEF RESOURCE FOR INSTRUCTORS* COaCHES* AND DIRECTORS 
IN THE AREAS OF HEALTH* PHYSICAL EDUCATION AND RECREATION. INCLUDES MATERIALS WHICH 
MAY BE OF ASSISTANCE IN TEACHING FAMILY LIVING AND MONEY MANAGEMENT CLASSES. 

media: DIRECTORY* 

source: educators progress service* inc.* RANDOLPH* WI 53956. CONTACT SOURCE FOR 

PRICE INFORMATION. 20094^61 



HOM€ economics: 09* 
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HOME ECONOMICS COMPRISES THE GROUP OF RELATED COURSES OR UNITS OF INSTRUCTION ORGANIZED FOR 
PURPOSES OF CNABLING PUPILS TO ACQUIRE KNOWLEDGE AND DEVELOP UNCERSTANDINQ/ ATTITUDES/ AND 
SKILLS RELEVANT TO (A) PERSONAL/ HOME/ AND FAMILY LIFE/ AND (B) OCCUPATIONAL PREPARATION 
USING THE KNOWLEDGE AND SKILLS OF HOME ECONOMICS. THE SUBJECT MATTER OF HOME ECONOMICS 
INCLUDES/ IN AODJTION TO THAT WHICH IS UNIQUE TO THE AREA/ CONCEPTS DRAWN FROM THE NATURAL 
AND SOCIAL SCILNCES AND THE HUMANITIES* 



title: orientation to the world of work part two. 2X2 P. 0X/7X. 

CORPORATE author: HOME ECONOMICS INSTRUCTIONAL MATERIALS CENTER/ TEXAS TECH UNIVERSITY. 

relevant to: prevqcational education (x8.0x)/ home economics (09.). 

orientation: student oriented workbook which can be used with special needs students at 

the secondary lev^l in a counseling or world of work and daily living program. a 

number of visuals which could be used as transparency masters are included, 
subject content: home economics orientation/ labor/ money/ job application/ job 

success/ economy/ civic responsibilities/ personal management/ consumer education/ 

personal adjustment/ fill«ins. 
comment: the material is appropriate for independent student use providing that the 

student has a sixth grade reading level. well illustrated with line drawings. would 

be a good basic text in a work experience program, 
media: workbook. 

source: TEXAS EDUCATION AGENCY/ DEPARTMENT OF VOCATIONAL AND ADULT EDUCATION/ DIVISION 
OF HOMEMAKING EDUCATION/ AUSTIN/ TX. 200X24X 



title: home economics job evaluation sheets. X5 p. X97X. 

relevant to: home economics (09.). 

orientation: teacher oriented material which may be used with educable mentally 
retarded persons at the secondary level in home economics programs. 

SUBJECT content: EQUIPMENT/ PRACTICE FORMS/ CLOTHES DRYER/ BABY FORMULA PREPARATION/ 
BATHING A BABY/ ORAL THERMOMETER/ SEWING MACHINE/ MEASUREMENTS/ IRONING/ 
FOLDING/WRAPPING LAUNDRY/ UNOCCUPIED BED/ COFFEE SERVICE/ COFFEE MAKING/ CAKE MAKING* 

comment: this series of sheets PROVIDES A MEANS TO RECORD TEACHER ASSESSMENTS OF 

student progress by recording successful completion of behavioral objectives. a 
series of skills are given and a column is provided for date of approval and the 
supervisor's initials. a good idea for work experience programs, 
media: workbook. 

source: special needs program COORDINATOR/ DIVERSIFIED OCCUPATIONS/ BARRE VOC TECH. 
CENTER/ BARRE/ VT. 200489X 
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HOMEMAKING: personal^ home ANO family living: 09»01 



•THE COURSES OR UNITS OF INSTRUCTION IN HOME ECONOMICS »JHICH EMPHASIZE ACQUISITION OF 
KNOWLEOGE ANO THE DEVELOPMENT OF UNOERST ANO I NGSj ATTITUOES ANO SKILLS RELEVANT TO PERSONAL^ 
HOMEj ANO FAMILY LIFE IN THE AREAS OESCRIBEO BELOW* 



title: home economics* CASSETTES/SLIOESt 

relevant to: homemaking: personal^ home ano family living (09»01j. 
orientation: stuoent oriented material which may be useo with special neeos stuoents at 
the seconoary ano postseconoary level in home economics instruction. 

SUBJECT CONTENT; BREAOj MEATj FOOO BUYINGj MEAL MAKINGj CAKESj PASTRYj PROTEIN/COOKERYj 
NUTRITION^ FRUITS^ VEGETABLES^ MILKj OINING TABLE SETTING^ SAFETYj VITAMINSj HEALTH. 

comment: a series of tape/slioe presentations oesigneo to be useo by stuoents in a 
self. instructional program in home economics. tapes are clearly narrateo ano can be 
easily followed by special neeos stuoents. includes ma\y study guides. 

media: multimedia^ AUDID-CASSETTE/SLIDESj 14 CASSETTES^ STUDY GUIDES. 

source: W. J. HOPPES^ SUPT. OF SCHOOLS* 1820 WASHINGTON ST*j FORT BENTDNj MT 59442. 
CONTACT SOURCE FOR PRICE INFORMATION. 2004541 



COMPREHENSIVE HOMEMAKING OR HOME ECONOMICS: 09»0l0l 

INSTRUCTION WHICH DERIVES CONTENT FROM A COMBINATION OF THE VARIOUS AREAS OF HOMEMAKING {AS 
OESCRIBEO BY THE ITEMS LISTEO BELOW) ANO EMPHASIZES BASIC PRINCIPLES ANO INTERRELATIONSHIPS 
AMONG THESE AREAS* 



title:* the TELEVISION YOU WATCH. 48 P. 1965» 

author: turner* RICHARO H. 

CORPORATE author: follett educational corporation* 

RELEVANT TO: PREVOCATIONAL EDUCATION (I8»0l)j COMPREHENSIVE HOMEMAKING OR HOME 
ECONOMICS (09f0I0I). 

orientation: student oriented material WHICH MAY USED BV STUDENTS WITH SPECIAL NEEOS 
AT THE SECONDARY OR POSTSECONOARY LEVEL IN PREVOCATIONAL TRAINING. 

SUBJECT content: stories about t»v»j comprehension ouestidnsj glossary. 

comment: this material was sent to NWREL as a publishers sample and HAS BEEN SELECTED 
FDR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY NOT INCLUDED DUE TO LACK OF 
SAMPLE COPY* COMMUNICATIONS DEVELOPMENT IS FOSTERED THROUGH A SERIES OF READINGS 
FOLLOWED BY COMPREHENSION TESTS* A SMALL DICTIONARY SECTION IS INCLUDED IN THE BACK 

of the text, 
media: workbook. 

SOURCE: educational opportunities division* division of follett publishing CD*j IDID 
WEST WASHINGTON BLVD»j CHICAGDj XL 6D6D7i 2007731 



title: the town you live in* 48 p. 1962* 
author: turner* RICHARD H. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION ANO NEW YORK UNIVERSITY PRESS. 
RELEVANT TO: PREVOCATIONA'. EDUCATION ( 18*01 )j COMPREHENSIVE HOMEMAKING OR HOME 
ECONOMICS (09»0I01)f 

orientation: student oriented material WHICH MAY BE USED BY STUDENTS WITH SPECIAL NEEDS 
AT THE SECONDARY OR POSTSECONOARY LEVEL IN READING IMPROVEMENT. 

SUBJECT content: stories about the town you live in comprehension ouestidnSj glossary. 

comment: this material was sent to NWREL as a publishers copy and has been selected FDR 
LISTING* MATERIALS FROM OTHER PUBLISHERS REQRETaBLY WERE NOT INCLUDED DUE TO LACK OF 

sample copy. the text is designed to raise the reading level of adolescents through a 
series of short readings followed by comprehension exercises. a short dictionary 
section is included in the back of the text, 
media; workbook* 

source: educational opportunities division* DIvrSIDN OF FOLLETT PUBLISHING CD** lOlD 
WEST WASHINGTON BLVD.* CHICAGO* IL 60607* 2007741 



title: THE NEWSPAPERS YOU REAOt 48 P. 1965* 
author: turner* RICHARO H* 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION* 

RELEVANT TO: PREVOCATIONAL EDUCATION (18*01)* COMPREHENSIVE HOMEMAKING OR HOME 
ECONOMICS (09fOI01)f 

orientation: student oriented material which may be used by students with special needs 



COMPREHENSIVE HOMEMAKINQ OR HOME ECONOMICS: 09.0101 
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AT THE SECONOARY OR POSTSECONO AR Y LEVEL IN REAOING IMPROVEMENT. 

SUBJECT content: stories about newspapers^ comprehension questions, glossary, 
comment: this material was sent to nwrel as a publishers copy ano has been selecteo for 
listing, materials from other publishers regretably were not incluoeo oue to lack of 

SAMPLE COPY. THE TEXT IS OESIGNEO TO RAISE THE REAOiNG LEVEL OF AOOLESCENTS THROUGH A 

series of short reaoings followeo by comprehension exercises. a short oictionary 
section is incluoeo in the back of the textt 
meoia: workbook. 

source: eoucational opportunities oivision/ oivision of follett Publishing co.* loio 

WEST WASHINGTON BLVO./ CHICAGO/ IL 60607. ?nn77qi 



title: THE PHONE CALLS YOU MAKE. 48 P. 1966. 
author: TURNER/ RlCHARO H. 

CORPORATE author: FOLLETT EOUCATIONAL CORPORATION. 

RELFVANT TO: PREVOCAT lONAL EOUCATION (18*01)/ COMPREHENSIVE HOMEMAKING OR HOME 

economics (09.0101). 

Orientation: stuoent oriented material which may be useo by stuoents with special neeos 

AT THE SECONOARY OR POSTSECONO ARY LEVEL IN REAOiNG IMPROVEMENT. 
SUBJECT content: stories about phone CALLING/ COMPREHENSION QUESTIONS/ GLOSSARY. 

comment: this material was sent to nwrel as a publishers copy ano has been selecteo for 
listing. materials from other publishers regretably wer*^ not incluoeo oue to lack of 

SAMPLE COPY. THE TEXT IS OESIGNEO TO RAISE THE REAOING LEVEL OF AOOLESCENTS THROUGH A 
SERIES OF SHORT REAOINGS FOLLOWEO BY COMPREHENSION EXERCISES. A SHORT OICTIONARY 
SECTION IS INCLUOEO IN THE BACK OF THE TEXTt 

meoia: workbook. 

SOURCE: EOUCATIONAL OPPORTUNITIES OIVISION/ OIVISION OF FOLLETT PUBLISHING CO./ 1010 
WEST WASHINGTON BLVO./ CHICAGO/ IL 60607. 2007761 



title: the language you SPEAKi 48 P. 1965. 
author: TURNER/ RlCHARO H. 

CORPORATE author: FQLLETT EOUCATIONAL CORPORATION. 

RELEVANT TO: LANGUAGE SKILLS (05.01)/ COMPREHENSIVE HOMEMAKING OR HOME ECONOMICS 
(09.0101) . 

orientation: stuoent orienteo material which may be useo with stuoents with special 

NEEOS AT THE SECONOARY OR POSTSECONOAR Y LEVEL IN REAOING IMPROVEMENT. 
SUBJECT content: stories about ENGLISH GRAMMAR PROBLEMS/ ANO COMPREHENSION QUESTIONS/ 
GLOSSARY. 

comment: this material was sent TO NWREL AS A PUBLISHERS COPY ANO HAS BEEN SELECTEO FOR 
LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUOEO OUE TO LACK OF 
SAMPLE COPY. THE TEXT IS OESIGNEO TO RAISE THE REAOING LEVEL OF AOOLESCENTS THROUGH A 
SERIES OF SHORT REAOINGS FOLLOWEO BY COMPREHENSION EXERCISES. A SHORT DICTIONARY 
SECTION IS INCLUOEO IN THE BACK OF THE TEXT. 

meoia: workbook. 

source: EOUCATIONAL OPPORTUNITIES OIVISION/ OIVISION OF FOLLETT PUBLISHING CO./ 1010 
WEST WASHINGTON BLVO./ CHICAGO/ IL 60607. 2007771 



title: THE LETTERS YOU WRITE. 48 P. 1966. 
AUTHOR: TURNER/ RlCHARO H. 

CORPORATE author: FOLLETT EOUCATIONAL CORPORATION. 

RELEVANT TO: PREVOCATIONAL EOUCATION (18.01)/ COMPREHENSIVE HOMEMAKING OR HOME 
ECONOMICS (09.0101)« 

orientation: stuoent orienteo material which may be useo by STUOENTS WITH SPECIAL NEEOS 
AT THE SECONOARY OR POSTSECONOAR Y LEVEL IN REAOING IMPROVEMENT. 

SUBJECT content: stories about writing LETTERS/ COMPREHENSION QUESTIONS/ GLOSSARY. 

comment: this material was SENT TO NWREL AS A PUBLISHERS COPY ANO HAS BEEN SELECTEO FOR 
LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUOEO OUE TO LACK OF 
SAMPLE COPY. THE TEXT IS OESIGNEO TO RAISE THE REAOING LEVEL OF AOOLESCENTS THROUGH A 

series of short reaoings followeo by comprehension exercises- a short oictionary 
section is incluoeo in the back of the text, 
meoia: workbook. 

source: EOUCATIONAL OPPORTUNITIES OIVISION/ OIVISION OF FOLLETT PUBLISHING CO./ 1010 
WEST WASHINGTON BLVO./ CHICAGO/ IL 60607. 2007781 



title: THE MOVIES YOU SEE. 48 P. 1966. 
AUTHOR: ""^RNER/ RlCHARO H. 

CORPORATE author: FOLLETT EOUCATIONAL CORPORATION. 

RELEVANT TO: PREVOCATIONAL EOUCATION (18-01)/ COMPREHENSIVE HOMEMAKING OR HOME 
ECONOMICS (09fl0101). 

orientation: stuoent orienteo material which may BE USEO BY STUOENTS WITH SPECIAL NEEOS 
AT THE SECONOARY OR POSTSECONO ARY LEVEL IN REAOING IMPROVEMENT. 
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COMPREHENSIVE HOMEhAKiNG OR HOME ECONOMICS: 09«0101 



SUBJECT CONTENT: STORIES/ COMPREHENSION QUESTIONS/ GLOSSARY. 

comment: this material was sent to NWREL AS A PUBLISHERS COPY ANO HAS BEEN SELECTEO FOR 
LISTING. MATERIALS FROM OTHER PUBLISHERS REGRE7ABLY WERE NOT INCLUOED DUE TO LACK OF 
SAMPLE COPY* THE TEXT IS DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 
SERIES OF SHORT READINGS FOLLOWED BY COMPREHENSION EXERCISES- A SHORT DICTIONARY 

section is included in the back of the text, 
media: workbook. 

source; educational opportunities DIVISION/ DIVISION OF "OLLETT PUBLISHING CD-/ 1010 
WEST WASHINGTON BLVD./ CHICAGO/ XL 60607. 2007791 



title: the friends you make* 48 p. 1962* 
author: TURNER/ RICHARD H« 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

RELEVANT TO: PREVDCAT lONAL EDUCATION ( 18-01 )/ COMPREHENSIVE HDMEMAKING OR HOME 
ECONDMICS (09«0101)« 

orientation: student oriented material WHICH MAY BE USED BY STUDENTS WITH SPECIAL NEEDS 

AT THE SECONDARY OR PDSTSECONDARY LEVEL IN READING IMPROVEMENT- 
SUBJECT content: STORIES/ COMPREHENSION QUESTIONS/ GLOSSARY. 

COMMENT: THIS MATERIAL WAS SENT TO NWREL AS A PUBLISHERS COPY AND HAS BEEN SELECTEO FOR 
LISTING. MATERIALS FROM OTHER PUBLISHERS REQRETABLY WERE NOT INCLUDED DUE TO LACK OF 
SAMPLE COPY. THE TEXT IS DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 
SERIES Or SHORT READINGS FOLLOWED BY COMPREHENSION EXERCIES. A SHORT DICTIONARY 

section is included in the back of the text, 
media: workbook* 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO./ 1010 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607- 2007811 



title: the person you are. 48 P« 1962. 
author: TURNER/ RICHARD H. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

RELEVANT TO: COMPREHENSIVE HDMEMAKING OR HOME ECONOMICS (09-0101)/ PREVDCATIDNAL 
EDUCATION (18-01 )- 

orientation: student oriented MATERIAL WHICH MAY BE USED BY STUDENTS WITH SPECIAL NEEDS 

AT THE SECONDARY OR PDSTSECONDARY LEVEL IN READING IMPROVEMENT- 
SUBJECT CONTENT: STORIES/ COMPREHENSION QUESTIONS/ GLOSSARY- 
COMMENT: THIS MATERIAL WAS SENT TO NWREL AS A PUBLISHERS COPY AND HAS BEEN SELECTED FOR 
LISTING- MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 
SAMPLE COPY. THE TEXT IS DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 
SERrS OF SHORT READINGS FOLLOWED BY COMPREHENSION EXERCISES. A SHORT DICTIONARY 

SECT :dn is included in the back of the text, 
media: workbook. 

SOURCE: EDUCATIONAL OPPORTUNITIES DIVISION/ DIVISION OF FOLLETT PUBLISHING CO-/ 1010 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607- 2007831 



title: following directions- 50 P- 1963- 
AUTHOR: BONING/ RICHARD A- 

RELEVANT TO: PREVDCATIDNAL EDUCATION (18-01)/ COMPREHENSIVE HOMEMAKINQ OR HOME 
ECONDMICS (09t0101)« 

orientation: student oriented material which may be used by students with mentally 

retarded in basic skills training- 
subject content: following directions- 
COMMENT: THIS MATERIAL WAS SENT TO NWREL AS A PUBLISHERS COPY AND HAS BEEN SELECTED FOR 

LISTING- MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 

SAMPLE COPY- SIMPLE EXERCISES ARE USED TO HELP THE STUDENT INCREASE HIS VOCABULARY 

AND ATTAIN BETTER PROFICIENCY IN FOLLOWING DIRECTIONS- 
MEDIA: workbook- 
source: BARNELL LOFT/ LTD-/ 958 CHURCH STREET/ BALDWIN/ LONG ISLAND/ NY 11510- 

2007851 



title: The money you spend- 48 P- 1962# 
author: TURNEK/ RICHARD H- 

CORPORATE author: FOLETT EDUCATIONAL CORPORATION- 
RELEVANT to: PREVDCATIDNAL EDUCATION (18-01)/ COMPREHENSIVE HDMEMAKING OR HOME 
ECONOMICS (09*0101) t 

orientation: student oriented material WHICH MAY BE USED WITH STUDENTS WITH SPECIAL 

NEEDS AT THE SECONDARY OR PDSTSECONDARY LEVEL IN READING IMPROVEMENT. 
SUBJECT content: word FILL-INS/ final EXAMINATION/ GLOSSARY. 

comment: this material was sent to NWREL AS A PUBLISHERS COPY AND HAS BEEN SELECTED FOR 
LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 
SAMPLE COPY- THE TEXT IS DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 
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SERIES OF SHORT READINGS FOLLOWED BY COMPREHENSION EXERCISES. A SHORT DICTIONARY 

section is included in the back of the text, 
media: workbook. 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO., 1010 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607. 2007891 

title: consumer and HOMEMAKING education for the DISADVANTAGED. 75 P. 1970. 
CORPORATE author: LAKESHORE WISCONSIN TECHNICAL INSTITUTE. 

RELEVANT TO: CONSUMER EDUCATION (09.0104)/ COMPREHENSIVE HOMEMAKING OR HOME ECONOMICS 

f09.010n/ disadvantaged/handicapped • external (19#01). 
orientation: teacher oriented material which may be used with special needs students at 

THE SECONDARY AND POSTSECOND ARY LEVEL IN CONSUMER EDUCATION AND HOME ECONOMICS 
PROGRAMS. 

SUBJECT content: SEWING/ EQUIPMENT/ FOOD/ COOKING/ CONSUMER ORIENTATION. 

comment: this material consists of a NUMBER OF LESSON PLANS IN DIFFERENT AREAS OF 
CONSUMER ECONOMICS AND HOMEMAKING. EACH LESSON CONTAINS: OBJECTIVES/ LEARNING 
EXPERIENCES TO IMPLEMENT OBJECTIVES AND RESOURCE MATERIAL WHICH MAY BE USED IN THE 
LESSON. SOME OF THE UNITS HAVE ILLUSTRATED INSTRUCTIONS TO STUDENTS ON HOW TO PERFORM 

the required task, 
media: guidebook. 

source: LAKESHORE TECHNICAL INSTITUTE/ VOCATIONAL/ TECHNICAL AND ADULT 

EDUCATION-DISTRICT ELEVEN/ 343 JEFFERSON AVENUE/ SHEBOYGAN/ WI 53081. 2008-^31 
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THE STUDY OF CLOTHING AND TEXTILES/ INCLUDING THE SIGNIFICANCE OF 1HESE TO THE INDIVIDUAL 
AND FAMILY/ AND THE NATURE/ ACQUISITION/ AND USES OF TEXTILES AND CLOTHING PRODUCTS. 
PLANNED EXPERIENCES IN THE SELECTION/ CONSTRUCTION/ MAINTENANCE/ AND ALTERATION OF CLOTHING 
AND OTHER TEXTILE PRODUCTS ARE USUALLY PROVIDED. 



title: making a matching set of 4 PLACEMATS and 4 NAPKINS. 5 P. 1971. 

author: sorensen/ anitra. 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: clothing and textiles (09.0103). 

orientation: teacher oriented material which may be used with any disadvantaged or 

HANDICAPPED PERSON AT THE SECONDARY OR POST-SECONDARY LEVEL IN A PREVOCATIONAL SKILL 

building program. 
Subject content: materials/ tools/ tasks/ prerequisites. 

COMMENT: THIS MATERIAL WAS DEVELOPED FOR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB* EACH TASK IS QUITE SPECIFIC. 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 

it is in the training phaset 
media: printed-matter/ learning activity packet. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 



title: operating the sewing machine. 4 p. 1970» 
author: DAVIS/ BETTY. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: CLOTHING AND TEXTILES (09*0103). 

orientation: teacher oriented material WHICH MAY BE USED WITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDAR Y LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

comment: this material was developed for use WITH THE EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 

it is in the training phase, 
media: printed-matteR/ learning activity packet. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 

2002071 
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title: making a pincushion* 5 P* 1970* 

author: oavis/ betty* 

corporate author: university of VERMONT. 

relevant to: clothing ano textiles (09.0103)* 

orientation: teacher orienteo material which may be useo with any oisaovantageo or 
hanoicappeo person at the seconoary or postseconoar y level in a prevocational skill 

BUILOING PROGRAM* 
SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

comment: this material was OEVELOPEO for use WITH THE EOUCABLE MENTALLY RETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EOUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY OROERS TASKS TO BE EXECUTEO IN OOING A JOB. EACH TASK IS QUITE SPECIFIC* 
THIS OETAILING SHEET WOULO BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASE* 

MEOIa: PRINTEO-MATTER/ learning activity PACKET' 

source: MR. MARC HULL/ VOTEX OEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05if01. 
FREE. 200a08l 



title: making a tote bag. 4 Pi 1970. 

CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: clothing and textiles (09*0103). 

orientation: teacher orienteo material which may be useo with any oisaovantageo or 
hanoicappeo person at the seconoary or postseconoar y level in a a prevocational skill 
builoing program. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES* 

comment: this material was oevelopeo for use with the eoucable mentally retaroeo person 
receiving training in a regular vocational eoucation center. the learning package 
sequentially oroers tasks to be executeo in ooing a job. each task is quite specific* 
this oetailing sheet woulo be as useful in the evaluation of actual job performance as 
it is in the training phase* 

meoia: printeo»katteR/ learning activity packet* 

source: MR. MARC HULL/ VOTEX OEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT OS^fOL 
FREE. 2002091 



title: INSERTING A ZIPPER IN A SKIRT PLACKET USING THE SEWING MACHINE. 6 P. 1970. 

author: reilly/ Constance c* 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: clothing ano textiles (09.0103). 

orientation: teacher orienteo material which may be useo with any oisaovantageo or 
hanoicappeo person at the secondary or postseconoar y level in a prevocational skill 

BUILOING PROGRAMe 
SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

comment: this material was DEVELOPEO for use with the EOUCABLE MENTALLY RETAROEO PERSON 

receiving training in a regular vocational education center. the learning package 
sequentially oroers tasks to be executeo in ooing a job. each task is quite specific* 
this oetailing sheet woulo be as useful in the evaluation of actual job performance as 
it is in the training phasei 
media: printeo-matter/ learning activity packet* 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05*01. 
FREE. 2002101 



title; STITCH STRAIGHT SEAMS* 3 P. 1970* 

author: fraga/ Margaret. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO; CLOTHING ANO TEXTILES (09#0103). 

orientation: teacher orienteo material WHICH MAY BE USEO WITH ANY OISAOVANTAGEO OR 
HANOICAPPEO PERSON AT THE SECONOARY OR POSTSECONOARY LEVEL IN A PREVOCATIONAL SKILL 
BUILOING PROGRAM. 

SUBJECT content; MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

comment; this material was developeo for use with the eoucable mentally retarded person 
receiving training in a regular vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job. each task is quite specific 
this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phase* 

media: printed-matter/ learning activity packet. 

source; MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05h01» 
FREE, 2002111 
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title: laboratory project in ARTj tying ANO OYING A SHiRTt 3 P. 1971, 

author: eloerj helen. 

CORPORATE author: UNIVERSITY OF VERMONT* 
RELEVANT TO: CLOTHING ANO TEXTILES (09tOl03). 

orientation: teacher orienteo material which may be useo with any oisaovantageo or 

HANOICAPPED PERSON AT THE SECONOARY OR POSTSECONOARY LEVEL IN A PREVOCATIONAL SKILL 
BUILOING PROGRAM. 
SUBJECT content: materials^ TOOLSi TASKSi PREREQUISITES. 

COMMI-NTJ THIS MATERIAL WAS OEVELOPEO FOR USE WITH THE EOUCABLE MENTALLY RETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY OROERS TASKS TO BE EXECUTEO IN OOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THIS OETAILING SHEET WOULO B£ AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 

it is in the training phaset 
media: primteo-matterj learning activity packet. 

source: MR. MARC HULLi VOTEX DEPARTMENT^ UNIVERSITY OF VERMONT^ BURLINGTONj VT 05401- 

2002121 



title: directions to help a teacher prepare a loom to weave. 7 p. 1970. 

author: maybergerj ken« 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: clothing ano textiles (09.0x03). 

orientation: teacher orienteo material which may be useo with any oisaovantageo or 

HANOICAPPED PERSON AT THE SECONOARY OR POSTSECONOARY LEVEL IN A PREVOCATIONAL SKILL 
BUILOING PROGRAM. cvuuMiiunMu 

SUBJECT content: loom preparation^ materials^ tools. 

comment: this material was developed for use with the EOUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY OROERS TASKS TO BE EXECUTEO IN OOlNG A JOB. EACH TASK IS QUITE SPECIFIC. 
THIS OETAILING SHEET WOULO BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 

it is in the training phase. 
meoIa: printeo-matteRj learning activity packet. 

source: MR. MARC HULLj VOTE.X DEPARTMENT^ UNIVERSITY OF VERMONT^ BURLINGTONj VT 05401. 

20021*31 



title: clothing BUOGET, 3 p. 1970> 

author: reillyj connie. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: CLOTHING ANO TEXTILES (09tOl03). 

orientation: teacher ANO STUOENT ORIENTEO MATERIAL WHICH MAY BE USED WITH THE EOUCABLE 
MENTALLY RETARDED OR OTHER GROUPS AT THE SECONDARY LEVEL IN CONSUMER ECONOMICS. 

SUBJECT content: PRETESTj STUOENT ACTIVITIES^ TEACHING/LEARNING RESOURCES^ POST TEST. 

COMMENT: THIS MATERIAL CONTAINS PRESCRIBED ACTIVITIES FDR TEACHERS AND STUDENTS. 
LEARNER OBJECTIVES FDR THE UNIT ARE ACCOMPANIED BY PRE AND POST TESTS. IT WAS 
SPECIFICALLY DEVELOPED FDR USE WITH RETARDED YOUNGSTERS RECEIVING VOCATIONAL TRAINING 
IN VERMDNTtS VOCATIONAL SKILL CENTERS, THE UNIT'S OVERALL GOAL IS THAT THE LEARNER 
WILL SET UP A YEARtS CLOTHING BUDGET AND WILL DEMONSTRATE THAT HE CAN COMPARATIVE SHOP 
SUCCESSFULLY . 

media: printed-matterj learning activity packet. 

source: MR. MARC HULL> VOTEX DEPARTMENT^ UNIVE. SIT' OF VERMONT^ BURLINGTON^ VT 05401. 

2002801 



title: sewing. 38 p. 06/71. 
AUTHOR: COLLINSj CONNIE M. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 
RELEVANT TO: CLOTHING AND TEXTILES (09.0103) t 

orientation: teacher oriented material which may be used with special needs students at 

the secondary level in home economics programs. 
SUBJECT content: activities^ equipment^ diagramSj bibliography. 

COMMENT: THE OBJECTIVE OF THIS UNIT IS TO EXPOSE STUDENTS TO CAREERS IN CLOTHING WHICH 
COULD INCLUDE OCCUPATIONS FROM HOME SEAMSTRESS TO TOP NOTCH FASHION DESIGNER. THERE 
ARE 24 LEARNING ACTIVITIES OUTLINED. EACH ACTIVITY CONTAINS PERFORMANCE OBJECTIVES^ 
NEEDED TOOLS AND EQUIPMENT^ MATERIALS^ SUGGESTED PROCEDURES AND A LIST OF ITEMS FDR 
DISCUSSION. AN EQUIPMENT AND MATERIALS LIST IS INCLUDED. A VERY HIGH QUALITY^ 

self-contained instructional unit, 
media: guidebook. 

source: M^?. C. H. JOHNSON* JR. J DIRECTOR^ OFFICE OF VOCATIONAL EDUCATION^ STATE 
DEPARTMENT OF EDUCATION^ 908 RuTLEDGE BUILDING^ COLUMBIA^ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008381 
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title: learning to SEW# part it 156 06/70* 

author: funarIi mary* 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE 0EAF# 
RELEVANT TO: CLOTHING ANO TEXTILES (09t0l03)/ AUOITORY (19»02010l)» 

orientation: STUOENT oriented MATEftUL WHICH MAY BE USEO WITH OEAF ANO OTHER SPECIAL 
NEEOS bluDENT?? AT THE SECONDARY LEVEL IN HOME ECONOMICS. 

SUBJECT content: good tools* points for beginners* MEASUREMENTS! BASTING STICHESi BASIC 
HANO STITCHESi DECORATIVE STtYCH£S» SEWiNG MACHINE. 

comment: this material is a series of units with learning objectives* information ANO 
STUOENT ASSIGNMENTS. THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT PROBLEM 
REAOERS MAY STILL NEEO SOME HELP. EXCELLENT VISUALS WHICH MAY BE USED AS TRANSPARENCY 
MASTERS. ACHIEVEMENT TESTS GIVEN FOR MATERIAL. GOOO SECTION ON VOCABULARY WHICH 

could be useo in related education. developed for deaf but also seems very 
appropriate for use with mildly retarded, 
media: workbook. 

source: marie H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625. 2010261 



title: learning to sew. 351 Pt 06/70. 

author: funari, mary. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF. 
RELEVANT TO: AUDITORY (19.080101)/ CLOTHING ANO TEXTILES (09.0103). 

orientation: student oriented material which may be USEO WITH OEAF ANO OTHER SPECIAL 
NEEOS STUDENTS AT THE SECONDARY OR POSTSEC ONOARY LEVEL IN VOCATIONAL EDUCATION. 

SUBJECT content: things to MAKE/ SEAM FINISHES/ HEMMING STITCHES/ COMMERCIAL PATTERN/ 
SKILLS/ EQUIPMENT. „„««^n 

comment: illustrated text for teaching OEAF STUDENTS TO SEW. TECHNIQUES AND PROPER 

habits are stressedt a vocabulary section is included at the end. teacher 
modification is needed for use with mentally retarded students, 
media: workbook. 

source: marie H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625t 2010411 



title: power sewing. 261 P. 10/67. 
author; HILLINGER/ YVONNE Mt 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF. 
RELEVANT TO: CLOTHING ANO TEXTILES (09.0103)/ AUOITORY (19.020101). 

orientation: student oriented material which may be USEO WITH SPECIAL NEEDS STUDENTS 
WITH LOW READING ABILITY AT THE SECONDARY ANO POSTSECONO AR Y LEVEL IN INDUSTRIAL SEWiNG 
OR HOME ECONOMICS PROGRAMSt 

SUBJECT content: power sewing MACHINE/ SINGLE NEEDLE LOCK-STITCH MACHINE/ PRIMARY 
SEWING OPERATIONS/ SINGLE NEEDLE SEWING PROJECTS/ THE ZIG-ZAG MACHINE/ TWO NEEDLE 
LOCK-STITCH/ SPECIAL MACHINES. ^ , 

COMMENT: THIS BOOK WAS WRITTEN SPECIFICALLY FOR DEAF STUDENTS WITH LANGUAGE AND Rs^ADlNG 
DIFFICULTIESt USES VERY SIMPLE LANGUAGE/ CLEAR ANO SIMPLE DRAWINGS ANO PRCTICAL TESTS 
WHERE STUDENT DEMONSTRATES MASTERY. SHORT LESSONS ALLOW THE TEACHER TO WORK WITH EACH 
STUDENT AT HIS OWN SPEED. THE MATERIAL WOULD BE APPROPRIATE FOR INSTRUCTION WITH ANY 

problem reader. 

media: workbook. ^ ^ 

source; marie H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625. 2010611 



title: low income teaching kit on clothing. 50 p. 1970. 
CORPORATE author: UtS. DEPARTMENT OF AGRICULTURE* 
RELEVANT TO: CLOTHING AND TEXTILES (09t0103)t 

orientation: student oriented PAMPHLETS WHICH MAY BE USEO WITH SIGHTED SPECIAL NEEDS 
STUDENTS AT THE SECONDARY ANO POSTSECONO AR Y LEVEL IN HOME ECONOMICS ASSISTANTS 
TRAINING PROGRAMS. 

SUBJECT content: low INCOME/ CLOTHING/ PACKET 0/ PANTS' STYLES/ SEWING MACHINE* 
comment; THIS MATERIAL CAN BE USED TO TRAIN ASSISTANTS TO WORK WITH LOW INCOME FAMILIES 
TO IMPROVE THEIR ABILITY TO MAKE THEIR OWN CLOTHING* MATERIALS ARE ALSO APPROPRIATE 
FOR USE WITH THE ACTUAL CLIENT. MATERIALS ARE AMPLY ILLUSTRATED/ FEATURE LARGE TYPE 
ANO ARE WRITTEN ON A FOURTH TO FIFTH GRADE READING LEVEL* 
media: KIT. on«..o.4 
source; G.P.O./ DIDD-ODDS/ ♦1.75 PER KIT* 2091261 
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EMPHASIS IN HOME ECONOMICS IS ON CONSUMER EDUCATION AS IT RELATES TO MANAGEMENT OF A HOME 
AND TO THE WELFARE OF FAMILY MEMBERS. 



title: CONSUMLR education for families with limited iNCUnfS. 360 p. 02/71. 

CORPORATE author: HOME ECONOMICS INSTRUCTIONAL MATERIALS CENTER/ TEXAS TECH UNIVERSITY. 

relevant to: consumer education (09.0104)/ economic (19.0101). 

orientation: student oriented workbook which can be used with special needs students at 

THE SECONDARY LEVEL IN A COUNSELING OR WORLD OF WORK AND DAILY LIVING PROGRAM. A 
NUMBER OF VISUALS WHICH COULD BE USED AS TRANSPARENCY MASTERS ARE INCLUDED. 
SUBJECT content: ORIENTATION/ DECISION MAKING/ PLANNING/ BUYING/ BANKING/ BORROWING/ 

saving/ insuring/ sharing/ earning/ protecting/ instructional materials, 
comment: the material is appropriate for independent student use providing that the 

STUDENT HAS A SIXTH GRADE READING LEVEL. WELL ILLUSTRATED WITH LINE DRAWINGS. WOULD 
BE A GOOD BASIC TEXT IN A WORK EXPERIENCE PROGRAM FOR THE MENTALLY RETARDED OR THOSE 

who will hold low paying jobs after high school graduation, 
media: workbook. 

source: TEXAS EDUCATION AGENCY/ DEPARTMENT OF VOCATIONAL AND ADULT EDUCATION/ DIVISION 
OF HOMEMAKING EDUCATION/ AUSTIN/ TX. 2001251 



title: BUDGETINGt 5 P. 1970i 
author: ROSS/ priscilla. 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: PREVOCAT lONA L EDUCATION (18.01)/ CONSUMER EDUCATION (09f0104)* 
orientation: teacher and student oriented material which may BE USED WITH THE EDUCABLE 

MENTALLY RETARDED OR OTHER GROUPS AT THE SECONDARY LEVEL IN CONSUMER ECONOMICS. 
SUBJECT content: PRETEST/ STUDENT ACTIVITIES/ TEACHING/LEARNING RESOURCES/ POSTTEST. 

comment: this material contains prescribed activities for teachers and students, 
learner objectives for the unit are accompanied by pre and post tests* it was 
specifically developed for use with retarded youngsters receiving vocational training 
in vermont's vocational skill centers. the unit's overall goal is that 'given a 
weekly 'take home pay'/ the student will construct a budget/ to cover a 1 month 
period/ including long-range expenses/ with 80 per cent accuracy.' 

media: printed-matter/ course guide. 

source; MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
PREE* 2002031 



title: general budgeting: for transportation. 3 p. 1970. 
author: TYLER/ RICHARD* 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: CONSUMER EDUCATION (09.0104)/ PREVOCATIONAL EDUCATION (18.01)* 

orientation: teacher and student oriented material which may 8E used with the EDUCABLE 
MENTALLY RETARDED OR OTHER GROUPS AT THE SECONDARY LEVEL IN HOME ECONOMICS* 

SUBJECT content: PRETEST/ STUDENT ACTIVITIES/ TEACHING/LEARNING RESOURCES/ POSTTEST. 

comment: this material contains prescribed activities for teachers and STUDENTS. 
LEARNER OBJECTIVES FOR THE UNIT ARE ACCOMPANIED BY PRE AND POST TESTS. IT WAS 
SPECIFICALLY DEVELOPED FOR USE WITH RETARDED YOUNGSTERS RECEIVING VOCATIONAL TRAINING 

in vermont's vocational skill centers. u.s.o.e. funding was from the bureau of 
educationally handicapped. the unit's overall goals are: (1) the student will 
identify methcds of transportation available/ (2) the student will figure 
transportation costs when selecting a job. 
media: printed-matter/ course guide. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
PREE. 2002051 



title: housing* 4 p. 1970. 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: CONSUMER EDUCATION (09*0104)/ HOUSING AND HOME FURNISHINGS (09.0109). 
orientation: teacher oriented material WHICH MmY be used with EDUCABLE MENTALLY 

RETARDED AT THE SECONDARY LEVEL IN RELATED EDUCATION. 
SUBJECT CONTENT: hATH, LANGUAGE ARTS/ WRITTEN EXPRESSION.- READING/ DRAMATICS/ SOCIAL 

STUDIES/ SCIENCE/ MAP STUDY/ HEALTH/SAFETY. 
comment: this material is an idea guide to teachers which presents a cross DISCIPLINARY 

approach to teaching concepts on housing. it was designed to tap a number of 
different modes of student expression and a good variety of learning activity ideas 
are covered. 

media: printed-matter/ learning activity packet. 

source: MR* MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
PREE* 2002541 
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title: consumer education bibliography. 192 ?• 09/71* 

CORPORATE author: THE OFFICE OF CONSUMER AFFAIRS ANO THE NEW YORK PUBLIC LIBRARY. 
RELEVANT to: CONSUMER EDUCATION (D9«D1D4»)* 

orientation: curriculum developer oriented material which may be used in designing 
instruction fdr special needs students at the secondary and postsecdno ary level in 

CONSUi^ER EDUCATION TRAlNlNGi 
SUBJECT content: consumer BEHAVIOR/ PROTECTION/ ENVIRDNMENTi MONEY MANAGEMENT/ CONSUMER 

gdods/servicesi education* 

comment: material contains a section of consumer education materials written in 
spanish* text books/ audiovisual materials and teaching aids as well as general 
information references are contained* this seems to be quite a comprehensive listing* 

media: bibliography* 

source: GPOi $1*00* 2005111 



title: knowing how to budget and buy* hS P* 1968. 

author: BOHLMANi HERBERT W*/ AND EDNA MCCAULL BOHLMAN* 

relevant to: consumer education (d9*d1d<>)* 

orientation: student oriented material which may be used with sighted special needs 
students at the secondary or postsecdndar y level in consumer education* 

SUBJECT content: consumer education AND INFORMATION. 

comment: this material was sent to nwrel as a publishers sample and has been selected 

FDR LISTING* MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK 

of sample copy* text contains small chapters fdr reading followed by exercises* 
readings consist of real-life situations relevant to the student* teacher 
mdoificatidn needed fdr use with retarded clients* 
media: textbook* 

source: educational opportunities DIVISION/ FOLLETT EDUCATIONAL CORPORATION/ CHICAGO/ 
IL« 2007231 



title: INVESTING YOUR SAVINGS. 48 P* 1968* 

author: BOHLMANi HERBERT W*/ AND EDNA MCCAULL BOHLMAN* 

relevant to: consumer education (09*0104)* 

orientation: student oriented material which may be used with sighted special needs 
students at the secondary or postsecdndar y level in consumer education. illustrations 
and graphs included. 

SUBJECT content: SAVINGS/ LIFE INSURANCE/ SAVINGS BONDS/ REAL ESTATE/ STOCKS/ BONDS AND 

mutual funds/ government protection. 

comment: this material was sent to nwrel as a publishers sample and has been selected 
fdr listing. materials from other publishers regretably were not included due to lack 
of sample copy. text contains a series of short readings followed by student 
exercises. this is a survey of the various ways the student can make money through 
investments and savings. requires that the student have some background in figuring 
percentages. extensive teacher modification needed fdr use with retarded clients* 

media: textbook. 

source: educational opportunities DIVISION/ FOLLETT EDUCATIONAL CDRPOR/TIDN/ CHICAGO/ 
IL- 2007251 



title: understanding consumer credit. 46 P. 1968* 

author: BOHLMANi HERBERT W*/ AND EDNA MCCAULL BQHLMAN* 
CORPORATE author: EDUCATIONAL OPPORTUNITIES DIVISION* 
RELEVANT to: CONSUMER EDUCATION (09*0104)* 

orientation: student oriented material which may be used by students with special needs 
at the secondary or postsecond ary level in consumer education* 

SUBJECT content: CREDIT/ BORROWING/ BUYING/ COLLATERAL/ QUESTIONS/ PROBLEMS. 

comment: this material was sent to NWREL AS A PUBLISHERS COPY AND HAS BEEN SELECTED FDR 
LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 
SAMPLE COPYt A SERIES OF TOPICS CONCERNING CREDIT ARE COVERED IN A SERIES OF SHORT 
READINGS FOLLOWED BY EXERCISES. TEACHER MODIFICATION IS NEEDED FOR USE WITH RETARDED 
CLIENTS* 

media: TEXTBOOK. 

source; EDUCATIONAL OPPORTUNITIES DIVISION/ DIVISION OF FOLLETT PUBLISHING CO./ 1010 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607* 2007881 



title: consumer and HOMEMAKINQ education for the DISADVANTAGED. 75 P. 1970* 
CORPORATE author: LAKESHORE WISCONSIN TECHNICAL INSTITUTE* 

relevant to: consumer education (09.0104)/ comprehensive homemakinq or home economics 

(09.0101)/ disadvantaqed/handicapped • external (19*01). 
orientation: teacher oriented material which may be used with special needs students at 

the secondary ano postsecdndar y level in consumer education ano home economics 

programs* 
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SUBJEC"^ content: SEWING/ EOUlPMENTi F000> COOKING/ CONSUMER ORIENTATION. 

comment: THIS MATERIAL CONSISTS OF A NUMBER OF LESSON PLANS IN DIFFERENT AREAS OF 
CONSUMER ECONOMICS ANO HOMEMAKINQ. EACH LESSON CONTAINS: OBJECTIVES/ LEARNING 
EXPERIENCES TO IMPLEMENT OBJECTIVES ANO RESOURCE MATERIAL WHICH MAY BE USED IN THE 

lessdn. some of the units have illustrated instructions to students on how to perform 
the required task, 
media: guidebook. 

source: LAKESHDRE technical institute^ VOCATIONAL/ TECHNICAL AND ADULT 

EDUCATION-DISTRICT ELEVEN/ 843 JEFFERSON AVENUE/ SHEBOYGAN/ WI 53D8X* 2008431 



title: installment buying. 14 p. 03/64. 

author: wyks/ hollis wt 

corporate author: marie H. KATZENBACH school FDR THE DEAF. 
relevant to: consumer education (09.0104)/ AUDITORY (19. 020101). 

orientation: student oriented material which may be used with deaf or other special 
needs students at the secondary or postsecondary level in consumer education. 

SUBJECT content: INFORMATION/ CREDIT/ MATHEMATICS PROBLEMS. 

comment: the student is oriented into the world of installment buying through a small 

READING SECTION FOLLOWED BY NUMEROUS PROBLEMS. A VERY ARITHMETIC APPROACH IS TAKEN/ 
AND A KNOWLEDGE OF ARITHMETIC IS ASSUMED. TEACHER MODIFICATION IS NEEDED FDR USE WiTH 

the mentally retarded student, 
media: workbook. 

SOUf^CE: MARIE H. KATZENBACH SCHOOL FDR THE DEAF/ WEST TRENTON/ NJ 08625. * 2010371 



title: the budget. 28 P. 07/69. 
AUTHOR: LENOX/ JAMES P. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FDR THE DEAF. 
RELEVANT TO: CONSUMER EDUCATION (09-0104). 

orientation: student oriented material which may be USED WITH DEAF OR OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN ECONOMICS CLASSES. 
SUBJECT content: GOVENMENT BUDGET/ FAMILY BUDGET/ PERSONAL BUDGET. 

comment: this is an introductory UNIT ON BUDGETING THAT WOULD BE VERY APPROPRIATE FOR 
USE WITH THE RETARDED. THE MATERIAL IS WELL ILLUSTRATED AND THE ILLUSTRATIONS COULD 
BE USED AS TRANSPARENCY MASTERS. THERE ARE MANY ACTIVITIES WHICH INVOLVE ^K£ STUDENT 
IN DIFFERENT BUDGETING PROBLEMS. 

media: TEXTBOOK. 

source: marie KATZENBACH school FDR THE DEAF/ WEST TRENTON/ NJ 08625. 201049 



FAMILY relations: 09*0106 

THE STUDY OF THE NATURE/ FUNCTIONS/ AND SIGNIFICANCE OF HUMAN RELATIONSHIPS IN THE FAMILY. 
THE SUBJECT MATTER INCLUDES CONCEPTS AND PRINCIPLES RELATED TO VARIOUS FAMILY LIVING 
CONDITIONS/ THE ESTABLISHMENT AND MAINTENANCE OF RELATIONSHIPS/ ANO THE PREPARATION FOR 
MARRIAGE AND FAMILY LIFE. THESE DESIGNATED ASPECTS OF FAMILY RELATIONSHIPS EMPHASIZE THE 
UNIVERSALITY OF FAMILIES/ THE UNIQUENESS OF INDIVIDUALS ANO FAMILIES/ THE DEVELOPMENT AND 
SOCIALIZATION OF THE INDIVIDUAL/ AND MEETING THE VARIETY OF NEEDS ANO INTERESTS OF FAMILY 



title: the family you belong to* 48 P. 1962. 
AUTHOR: TURNER/ RICHARD H. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

RELEVANT TO: PREVOCAT ION AL EDUCATION (18.01)/ FAMILY RELATIONS (09.0106). 

orientation: student oriented MATERIAL WHICH MAY bt USED BY STUDENTS WITH SPECIAL NEEDS 

AT THE SECONDARY OR POSTSECONDARY LEVEL IN READING IMPROVEMENT. 
SU3JECT CONTENT: STORIES/ COMPREHENSION QUESTIONS/ GLOSSARY. 

comment: this material was sent to NWREL as a publishers copy ANO HAS BEEN SELECTED FOR 
LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 
SAMPLE COPY. THE TEXT IS DESIGNED TO RAlSL THE READING LEVEL OF ADOLESCENTS THROUGH A 
SERIES OF SHORT READINGS FOLLOWED BY COMPREHENSION EXERCISES. A SHORT DICTIONARY 

section is included in the back of the text, 
media: workbook. 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO./ 1010 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607. 2007821 
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THE STUDY OF FOOO ANO ITS ROLE IN PERSONAL ANO FAMILY LIVlNGi INCLUOING THE BASIC PRINCIPLES 
or HEALTHi FOOO MANAGEMENTi ANO ECONOMICS* IN PRACTICE^ EMPHASIS IS FREQUENTLY /PLACEO ON 
MEAL MANAGEMENT AS A MEANS OF UNOERSTAnO ING THE SIGNIFICANCE ANO NATURE OF FOOO/ ITS CAREi 
ANO ITS PREPARATION FOR INOIVIOUALS ANO FAMILIES* . 



title: FOOO BUOGETING* 5 P« 1970* 
author: REILLYi CONNIE* 

CORPORATE author: UNIVERSITY OF VERMONT* 

RELEVANT TO: FOOOS ANO NUTRITION (09«0l07)i PRE VOCAT I ONAL EOUCATION (18<01)< 

orientation: teacher ano stuoent orienteo material which may be useo with the eoucable 
mentally retaroeo or other groups at the seconoary level in consumer economics* 

subject content: pretest^ stuoent activities^ teaching/learning resources^ posttest. 

comment: this material contains prescribeo activities for teachers ano stuoents* 
learner objectives for the unit are accompanleo by pre ano post tests. it was 
specifically oevelopeo for use with retaroeo youngsters receiving vocational training 
in vermontis vocational skill centers* u«s«0«£« funoing was from the bureau of 
educationally handxcappeo* the unites overall goal is that (qiven a specific amount 
or money for fooo for one weeki the stuoent will make a list of the fooo he will buyi 
ano the cost of each item* he must include in this list fooo which will meet the 
requirements of a nutritionally balanced dieti according to previously charted 
standards with 75 per cent accuracy** 

media: PRINTEO«»MATTERi COURSE GUIDE* 

source: MR* MARC HULLi VOTEX DEPARTMENT^ UNIVERSITY OF VERMONTi BURLlNQTONi VT 05401* 
FREE« 2002041 



title: setting up table. 4 ?$ 1970* 
author: GUTHEILi BARBARA* 

CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: foods ano nutrition (09«d107)* 

orientation: teacher orienteo material which may be useo with any disadvantaged or 
hanoicappeo person at the secondary or postsecdnoary level in a prevocat lonal skill 
building program* 

SUBJECT content: TODLSi TASKSi PREREQUISITES* 

COKMENT: this material was developed for use with the eoucable mentally RETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EOUCATION CENTER* THT LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB* EACH TASK IS QUITE SPECIFIC* 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF AcTuAl JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASEf 

media: PRINTEO-MATTERi LEARNING ACTIVITY PACKET* 

source: MR* MARC HULLi VOTEX DEPARTMENT^ UNIVERSITY OF VERMONTi BURLlNQTONi VT 05401 • 
FREE* 2002171 



title: making hot cocoa* 3 P* D7/71* 

Author: baxterj Chris* 

CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: foods ano nutrition (09«d107)* 

orientation: teacher orienteo material which may 8e useo with any oisaovantageo or 
manoicappeo person at the seconoary or postseconoary level in a prevocat ion al skill 
builoing program* 

SUBJECT content: MATERlALSi TOOLSi TASKSi PREREQUISITES* 

comment: this material was OEVELOPEO FOR USE WITH THE EOUCABLE MENTALLY RETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EOUCATION CENTER* THE LEARNING PACKAGE 
SEQUENTIALLY OROERS TASKS TO BE EXECUTED IN OOING A JOB* EACH TASK IS QUITE SPECIFIC* 
THE DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT 18 IN THE TRAINING PHASE* 

MEOIA: PRiNTEO-MATTERi LEARNING ACTIVITY PACKET* 

source: MR* MARC HULLi VOTEX OEPARTMENTi UNIVERSITY OF VERMONTi BURLINQTONi VT 05401* 
CONTACT SOURCE FOR FURTHER INFORMATION* 2002531 



title: making waffles* 4 P* 08/70* 
author: BUCKi CYNTHIA* 

CORPORATE author: UNIVERSITY OF VERMONT* 
RELEVANT TO: FOOOS ANO NUTRITION (09*0107)* 

orientation: teacher oriented MATERIAL WHICH MAY BE USEO WITH ANY DISADVANTAGED OR 
HANOICAPPEO PERSON AT THE SECONDARY OR POSTSECONOARY LEVEL IN A PREVOCAT IONAL SKILL 
BUILOING PROGRAM* 

SUBJECT CONTENT: MATERlALSi TOOLSi TASKSi PREREQUISITES* 

comment: this material was developed FOR USE WITH THE EOUCABLE MENTALLY RETAROEO PERSON 
RECEIVING TRAINING IN A REQUALR VOCATIONAL EOUCATION CENTER* ^HE LEARNING PACKAGE 
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SEQUENTIALLY ORDERS TASKS TO BE EXECUTEO IN OOINO A JOB. EACH TASK IS QUITE SPECIFIC 
THE DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASE. 

meoia: printed-matteR/ learning activity packet. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
CONTACT SOURCE FOR FURTHER INFORMATION. 200274t 

title: the HOMEMAKERS GUIOE. 98 p. NO DATE. 

author: caraheR/ Pauline m./ and others. 

CORPORATE author: DIVISION OF SPECIAL EDUCATION/ CINCINNATI PuBLXC SCHOOLS. 

RELEVANT to: HOME MANAGEMENT (D9.0XD8)j FOODS AND NUTRITION (09.0X07). 

orientation: student ORIENTCO material which may be ur£D WITH SIGHTEO SPECIAL NEEDS 

STUDENTS IN SECONDARY OCCUPATIONAL EXPLORATION OR HOME MAINTENANCE COURSES. 
SUBJECT content: FOODS/ APPLIANCES/ SAFETY/ MEASURING/ RECIPES USE/ CLOTHING/ HOME 

CARE/ GLOSSARY. 

coMrtENT: This material would be very appropriate for any student having reading 

DIFFICULTY. READING LEVEL TENDS TO BE FOURTH TO FIFTH GRADE AND THERE ARE AMPLE LINE 
ORAWN ILLUSTRATIONS. THIS IS NOT A PRIMARY MATERIAL IN APPEARANCE BUT THE SKILLS 
COVERED ARE QUITE BASIC IT WOULD BE AN EXCELLENT MATERIAL TO USE IN A PREVOCAT lONAL 
OR HOME MAINTENANCE COURSE FOR EDUCABLE MENTALLY RETARDED OR DEAF STUDEKTS. VERY GOOD 
FORMAT. 

media: guidebook. 

source: MT. T. KIDO/ COOROINiTOR/ TEACHER/EOUCATION CENTER/ 230 EAST NINTH STREET/ 

CINCINNATI/ OH 452C5?t COST •X.85 PLUS MAILING. 200322X 

title: COOKBOOK. 60 P. NO DATE. 

CORPORATE author: NOPTH IDAHO COLLEGE AREA VOCATIONAL SCHOOL. 

relevant to: foods and nutrition (09.0x07). 

orientation: teacher and student oriented material which may be used with any sighted 
specjal needs student at the secondary or postseconoary level in home economics or 
adult living classes. 

SUBJECT content: BREADS/ CAKES/ FROSTlNGS/TOPPINCiS/ CANDIES/ COOKIES/ DEEP FAT FRYING/ 
MEATS/ MAIN DISHES/ DRINKS/ PlE/PASTRY/ PUDDINGS/ SALADS/ SAWDWICHES/ SOUPS/ 
VEGETABLES. 

comment: this is a collection of RECIPES WHICH CAN BE MADE FROM SURPLUS FOODS GAINED 
THROUGH THE FOOD STAMP PROGRAM. THE RECIPES HAVE SUCCESSFULLY BEEN TESTED WITH 
DISADVANTAGED STUDENTS. THEY ARE GOOD TASTING AND EASILY PREPARED. A PUBLICATION 
SUCH AS THIS WOULD SEEM TO BE MOST APPROPRIATE FOR WORK WITH ANY GROUP WHERE 
DISADVANTAGEMENT HAS AN ECONOMIC BASE# 

media: guidebook. 

SOURCE: JANET LATHAM^ STATE SUPERVISOR IN HOME ECONOMICS/ IDAHO STATE DEPARTMENT OF 

EDUCATION/ BOISE/ ID. CONTACT SOURCE FOR FURTHER INFORMATION. 200508X 

title: be A GOOD SHOPPER. 8 P. 06/65. 

CORPORATE author: DIVISION OF HOME ECONOMICS/FEDERAL EXTENSION SERVICE/U.S. DEPARTMENT 

OF AGRICULTURE. 
RELEVANT TO: FOODS AND NUTRITION (09.0X07). 

orientation: student oriented material which may be used with SIGHTED SPECIAL NEEDS 
STUDENTS AT THE SECONDARY OR POSTSECONOARY LEVEL IN CONSUMER ECONOMICS PROGRAMS. 

SUBJECT content: PLANNING/ SHOPPING/ COMPARING/ PROTECTION/ RESPONSIBILITY. 

comment: MATERIAL WHICH SUMMARIZES HOW^TO-SHOP TIPS. COULD BE USED AS A STUDENT 
HANDOUT. ILLUSTRATED. 

media: PAMPHLET. 

source: G.P.O.^ 0X00»0003/ »0i05. 209022X 
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THE STUDY OF THE COMPLEXITIES AND PROCESSES INVOLVED IN FORMULATING GOALS/ MAKING DECISIONS/ 
AND EFFECTIVELY OSlHQ AND CONTROLLING HUMAN AND OTHER RESOURCES FOR ESTmGL iSHlNfi AND 
MAINTAINING A HOME AND FAMILY. THE S*J6JECT MATTER PROVIDES FOR A VARIETY OF HOME MANAGEMENT 
CONSIDERATIONS/ SUCK AS THE SOCIETAL AND ECONOMIC INFLUENCES ON INDIVIDUAL AND FAMILY 
MANAGEMENT/ VALUES/ GCl^LS AND STANDARDS/ FAMILY ECONOMICS/ AND THE ORGANIZATION OF 
ACTIVITIES IN THE HOME. 



title: the HOMEMAKERS guide. 98 P. NO DATE. 

author: caraheR/ Pauline m./ and others. 

CORPOR'^^E author: division of special EDUCATION/ CINCINNATI PUBLIC SCHOOLS. 

RELEVANT TO: HOME MANAGEMENT (09.0108)/ FOODS AND NUTRITION (0S.0107J. 

orientation: student oriented material which may be used with sighted special NEEDS 

STUDENTS IN SECONDARY OCCUPATIONAL EXPLORATION OR HOME MAINTENANCE COURSES. 
SUBJECT content: FOODS/ APPLIANCES/ SAFETY/ MEASURING/ RECIPES USE/ CLOTHING/ HOME 

care/ glossary. 

comment: this material would 6E very appropriate for any student having reading 

diff:cvil7y. reading level tends to be fourth to fifth grade and thpre are ample line 

drawn illustrations. this is not a primary material in appearance but the skills 

COVERED ARE QUITE BASIC IT nOULD BE AN EXCELLENT MATERIAL TO USE IN A PREVOCAT I ONAL 
OR HOME MAINTENANCE COURSE FOR EDUCABLE MENTALLY RETARDED OR DEAF STUDENTS. VERY GOOD 
FORMAT. 

media: guidebook* 

source: MT. T. KIDD/ coordinator/ teacher/education CENTER/ 230 EAST NINTH STREET/ 

CINCINNATI/ OH '^5202* COST 91.85 PLUS MAILING. 2003221 



HOUSING AND HOME FURNISHINGS: 09.0109 

THE STUDY DESIGNED TO DEVELOP JUDGMENT NEEDED FOR CREATING A FAVORABLE ENVIRONMENT FOR 
FAMILY LIVING. ATTENTION IS GIVEN TO A COMPLEX OF HOUSING AND HOME FURNISHING 
CONSIDERATIONS/ INCLUDING THE INFLUENCE OF HOUSING ON PEOPLE: TYPES AND COSTS OF HOUSING/ 
INTERIOR design: THE CARE/ MAINTENANCE/ AND IMPROVEMENT OF HOMES AND FURNISHINGS: AND THE 
RELATION or RESOURCES TO FAMILY NEEDS. 



title: K0USJ\G» *^ p. X970. 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: CONSUMER EDUCATION (09.0104)/ HOUSING AND HOME FURNISHINGS 109.0109) « 
orientation: teacher oriented material which may be used with EDUCABLE MENTALLY 

RETARDED AT THE SECONDAfJY LEVEL IN RELATED EDUCATION. 
SUBJECT content: MATH/ LANGUAGE ARTS/ WRITTEN EXPRESSION/ READING/ DRAMATICS/ SOCIAL 

studies/ science/ map study/ health/safety, 
comment: this material is an idea guide td teachers which presents a cross disciplinary 
appr04ch to teaching concepts on housing. it was designed to tap a number of 
different modes of student expression and a good variety of learning activity sofas 
are covered. 

media: printed»matteR/ learning activity packet. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05*01. 
FREE* 2002541 



title: HANDYMAN«S guide. 64 Pt NO DATE* 
author: SIEFFEPMAN/ KENNETH/ AND OTHERS* 

CORPORATE author: DIVISION OF SPECIAL EDUCATION/ CINCINNATI PUBLIC SCHOOLS 

relevant to: housing and home furnishings (09.0109). 

orientation: student oriented material which may be used with sighted special needs 
students in secondary occupational exploration or home maintenance courses. 

subject content: safety/ tools/ furniture repair/ remodeling/ small electrical repairs/ 
car care/ lawn care/ glossary* 

comment: THIS MATERIAL WOULD BE VERY APPROPRIATE FOR ANY STUDENT HAVUiG READING 

DIFFICULTY* READING LEVEL TENDS TO BE FOURTH TO FIFTH GRADE AND THEt^E ARE AMPLE LINE 
DRAWN ILLUSTRATIONS* THIS IS NOT A PRIMARY MATERIAL IN APPEARANCE BUT THE SKILLS 
COVERED ARE QUITE BASIC* IT WOULD BE AN EXCELLENT MATERIAL TO USE IN A PREVOCAT lONAL 
PROGRAM FOR EDUCADLE MENTALLY RETARDED OR DEAF STUDENTS* VERY GOOD FORMAT. 

media: guioebook* 

source: MT. T* KlOD/ COORDINATOR/ TEACHER/EDUCATION CENTER/ 230 EAST NINTH STREET/ 

CINCINNATI/ OH 45202* COST $1*60 PLUS MAILING* 2003211 



OCCUPATIONAL preparation: 09>02 



57 



THE COURSES OR UNITS OF INSTRUCTION EMPHASIZING THE ACQUISITION OF COMPETENCIES NEEDED FOR 
QETTINQ AND HOLDING A JOB AND/OR PREPARING FOR ADVANCEMENT IN AN OCCUPATIONAL AREA USING 
Srr?°';!2^i[eM^''°"'-"°^ ^'^^'-'-S' INSTRUCTIONAL CONTENT IS SELECTED FROM HOME ECONOMICS 

I. ^ ^° "^^^ UNIQUE REQUIREMENTS IN FIELD, LABORATORY, AND WORK EXPERIENCE. 

1'^'='-"°^ THOSE WHICH PROVIDE (1) SERVICES TO FAMILIES IN THE HOME AND SIMILAR 
° ""^"^ SITUATIONS, (2) ASSISTANCE TO PROFESSIONAL HOME ECONOMISTS AND 

PROFESSIONALS IN FIELDS RELATED TD HOME ECONOMICS IN INDUSTRIES, AGENCIES, * 

SifrI'e!!p'.Pr^° I?' SERVICES AND/OR ASSISTANCE DIRECTLY RELATED TO ONE OR MORE HOME 

bLUNUnXLb SUd JbCT*hATTER AREAS* 



CARE AND GUIDANCE Of CHILDREN: 09»020X 



preparatidn for varidus kinds df emplo-ment related to child care centers and young 

CHILDREN^ E.G.^ ASSISTING DIRECTORS OF CHILD DAY CARE CENTERS OR NJRSERY SCHOOLS^ ASSISTING 
WITH ACTIVITIES ON PLAYGROUNDS AND IN RECREATION CENTERS AND CARING FOR CHILDREN IN HOMES 
AND IN SUCH PUBLIC PLACES AS STORES/ PLAYGROUNDS/ RECREATION CENTERS/ AND TRANSPORTATION 
TERM IN ALS* 



title: child care aide. 400 Pt 09/69. 

CORPORATE author: HOME ECONOMICS INSTRUCTIONAL MATERIALS CENTER/ TEXAS TECH UNIVERSITY. 
RELEVANT TO: CARE AND GUIDANCE OF CHILDREN (09.0201). 

orientation: student oriented workbook which can be used with special needs students at 

THE SECONDARY LEVEL IN TRAINING FOOD SERVICE EMPLOYEES. CLEARLY REPRODUCED VISUALS 
COULD BE USED AS TRANSPARENCY MASTERS. 

SUBJECT CONTENT: CHILD CARE^ FAMILY RELATIONS/ .CARE CENTER/ CaTING HABITS/ BOOKS/ 
MUSICj TOYS/ GAMES/ SAFETY/ SCIENCE/ INFANT CARE/ ANSWERS/ TESTS WITH KEY. 

comment: This IS an extremely THOROUGH UNIT WHICH IS APPROPRIATE FDR INDEPENDENT 

STUDENT USE PROVIDING YHAT THE STUDENT HAS A SIXTH GRADE READING LEVEL. THERE IS A 
JOB ANALYSIS FDR CHILD CARE AIDE EMPLOYEES AT THREE COMPETENCY LEVELS. BIBLIOGRAPHY 
AND TESTS ARE INCLUDED. A VERY COMPLETE TRAINING PACKAGE WHICH WQULD BE EXCELLENT IN 
ANY SPECIAL NEEDS WORK TRAINING PROGRAM. NUMEROUS READING SELECTIONS MAKE THE 
DELIVERY OF INSTRUCTION MORE LIKE ENTERTAINMENT. DEFINITELY PITCHED TD THE INTERESTS 
OF STUDENTS. 

media: guidebook. 

^^nr^unHci^^i.r^PIiM^^i?'^ AGENCY/ DEPARTMENT OF VOCATIONAL AND ADULT EDUCATION/ DIVISION 
DF HOMEMAKING EDUCATION/ AUSTIN/ TX. 2001281 

title: HANDBOOK FOR LEARN AND EARN TEACHERS. 84 P. NO DATE. 
CORPORATE author: FLORIDA DEPARTMENT OF EDUCATION. 

RELEVANT TO: MECHANICS (iy03D2)/ FOOD DISTRIBUTION (04.06)/ INSTITUTIONAL AND HOME 

MANAGEMENT (09.0205)/ NURSING ASSISTANCE (AID) (07.0303)/ CARZ AND GUIDANCE OF 

CHILDREN (09.0201)/ CASHIERS (14.0103). 
orientation: teacher oriented material which may be used with MIGRANT OR OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN WORK TRAINING PROGRAMS. 
SUBJECT content: mobile UNITS/ AUTO TUNE-UP/ SUPERMARKET CHECKING/ HOUSEKEEPING/ 

PATIENT CARE/ HEAD CASHIER/ BODY AND CHILD CARE. 
comment: the packet contains behavioral OBJECTIVES/ TASK ANALYSIS BREAKDOWNS/ 

CURRICULUM GUIDES AND IN GENERAL MANY HELPFUL IDEAS ON THINGS TO INCLUDE IN TRAINING 

PROGRAMS. 

media: guidebook. 

source: MR. J. B. MURPHREE/ CURRICULUM COORDINATOR/ KNOTT BUILDING/ TALLAHASSEE/ FL 

32303. AVAILABLE IN LIMITED QUANTITY. CONTACT SOURCE FOR COST. 2003311 



title: child care, no date. 

CORPORATE author: MISSISSIPPI STATE DEPT. OF EDUCATION. 
RELEVANT TO: CARE AND GUIDANCE OF CHILDREN (09.0201). 

orientation: student and teacher oriented material which may be USED WITH OISADVAWTAGED 
AND HANDICAPPED STUDENTS AT THE SECONDARY LEVEL IN OCCUPATIONAL TRAINING OR 
COOPERATIVE WORK EXPERIENCE PLACEMENTS. 

SUBJECT content: MATERIALS/ TEACHING METHODS/ BABY SITTERS/ FILMSTRIPS/ FILMS/ 
EVALUATION SHEETS. 

comment: this unit is presently being us^-d with disadvantaged and handicapped students 

IN VOCATIONAL TRAINING PROGRAMS IN MISSISSIPPI . THIS IS A COURSE OUTLINE THAT LISTS 
SPECIFIC PERFORMANCE OBJECTIVES/ TEACHING MATERIALS/ SKILL AND PERSONAL EVALUATION 
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CARE ANO GUIDANCE OF CHILDREN: 09*0201 



sheets for stuoents^ employer stuoent»ratlng-sheets ano a reference section^ 
evaluation is currently being conoucteo on the materials* 
meoia: guioebook* 

source: bill LOWERY^ assistant OIRECTOR/ HANOICaPPEO PROGRAM/ ITJ. JUNIOR COLLEGE/ 

TUPPELO CENTER/ TUPPELO/ MS* LIMITEO QUANTITIES AVAlLAEiLE* 2003541 



title: CHILO care. 42 p. 06/71* 

author: eptinq/ helen. 

CORPORATE author: SOUTH CAROLINA STATE OEPARTMENT OF EOUCATION. 

relevant to: care ano guioance of chiloren (0<^«0201:« 

orientation: teacher trainer orienteo material which may be useo with special neeos 

STUOENTS at the SECONOARY level in PREVOCATIONAL CHILO CARE PROGRAMS. 

subject content: prevocational activities/ tools/ equipment/ materials. 

comment: this material contains learning activities which consits of performance 
objectives/ neeoeo tools/ equipment/ materials/ ano suggesteo proceoures« the unit 
has some illustrations which coulo be useo as transparency masters. the unit woulo be 
very appropriate for special eoucation as well as regular vocational eoucation 
training programs* 

meoia: guidebook* 

source: MR. C. H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
OEPARTMENT OF EDUCATION/ 908 RUTuEOGE BUILDING/ COLUMBIA/ SC 29201* LIMITEO 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS* 2008271 



CLOTHING MANAGEMENT/ PRODUCTION/ AND SERVICES: 09*0202 

PREPARATION FOR EMPLOYMENT CONCERNED WITH CLOTHING ANO TEXTILE?/ E*G*/ FITTING ANO ALTERING 
READYMADE GARMENTS/ CUSTOM TAILORING ANO DRESSMAKING/ LAUN0RY-0RYCLEANIN6 WORK/ 
DEMONSTRATION WORK/ AND TECHNICAL WORK IN BUSINESS ANO INDUSTRY* 



title: clothing assistant* 350 P* 09/69* 

CORPORATE author: HOME ECONOMICS INSTRUCTIONAL MATERIALS CENTER/ TEXAS TECH UNIVERSITY* 
RELEVANT TO: CLOTHING MANAGEMENT/ PRODUCTION/ ANO SERVICES (09*0202U 

orientation: student oriented WORKBOOK WHICH CAN BE USEO WITH SPECIAL NEEOS STUOENTS AT 
THE SECONOARY LEVEL IN A COMMERCIAL SEWING TRAINING PROGRAM. CLEARLY REPROOUCEO 
VISUAL? COULO BE USEO AS TRANSPARENCY MASTERS. 

SUBJECT content: clothing assistant ORIENTATION/ FITTING REAOY-MAOE CLOTHING/ 

equipment/ alteratlonb/ repairs/ pressing/ ory cleaning/ fabric orientation/ answers/ 
tests/ answer key. 

comment: the material is appropriate for independent student use providing that the 
student mas a sixth grade reading level* step by step directions are clearly 
illustrated in different aspects of clothing construction* 

media: guidebook* 

source: TEXAS EDUCATION AGENCY/ DEPARTMENT OF VOCATIONAL AND ADULT EDUCATION/ DIVISION 
OF HDMEMAKINQ EDUCATION/ AUSTIN/ TX * 2001261 

title: power sewing machine operator - GARMENT* 3 P* 1970. 
CORPORATE author: UNIVERSITY OF VERMONT* 

RELEVANT TO: CLOTHING MANAGEMENT/ PRODUCTION/ ANO SERVICES (09*0202U 
orientation: teacher ORIENTED MATERIAL WHICH MAY BE USEO WiTH THE EDUCABLE MENTALLY 
RETARDED OR OTHER STUDENTS REQUIRING VERY DETAILED WORK SUPERVISION IN SECONOARY 
PROGRAMS OF JOB EXPLORATION* MATERIAL IS A TASK ANALYSIS ANO LISTING SHEET* 
SUBJECT content: ORIENTATION/ TASK SHEET* 

COMMENT: THIS MATERIAL CONTAINS A DETAILED ANO SEQUENTIAL LISTING OF THE TASKS A WORKER 
MUST PERFORM TO BE A POW^R SEWING MACHINE OPERATOR* FREQUENCY ANO TYPE OF PERFORMANCE 
ARE RATED AS TO LEARNING DIFFICULTY* TYPE OF PERFDRMANCC IS CLASSIFIED USING 
DESCRIPTORS SUCH AS RECALL/ DISCRIMINATION ANO MANIPULATIVE* MATERIAL WOULD SEEM TO 
BE GNERALIZABLE TO ANY REHABILITATION WORK. THE MATERIAL WAS DEVELOPED UNDER A 
U.S*0*E* GRANT FROM THE BUREAU OF EDUCATIONALLY HANOICAPPEO ANO HAS BEEN USEO IN 
REGULAR VOCATIONAL SKILL CENTERS IN VERMONT* 

media: PRINTE0«MATTER/ task ANALYSIS* 

source: MR* MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401* 
FREE* 2002641 



CLOTHING MANAGEMENT^ PRODUCTION^ AND SERVICES: 09*0202 
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title: kitchen and laundry TRAINING PROGRAM* 13 P* NO DATE* 

CORPORATE author: VOCATIONAL EDUCATION ARKANSAS CHILDREN'S COLONY^ MCRAE UNIT* 
RELEVANT to: FOOD MANAGEMENT^ PRODUCTION^ AND SERVICES (09*0203)# CLOTHING MANAGEMENT# 

production^ and services (09*0202)# mental (19*020102)* 
orientation: teacher or work evaluator oriented material which can 8E used with 
trainable mentally retarded clients in an institutional or sheltered workshop setting* 

SUBJECT content: kitchen aide TRAINING^ MAIN KITCHEN CHECK SHEET# LAUNDRY AIDE 

TRAINING^ LAUNDRY CHECK LIST* 
comment: material has been evaluated by the state education department* this MATERIAL 

CONTAINS AN EXCELLENT DESCRIPTIVE BREAKDOWN OF THE TASKS WHICH A WORKER MUST PERFORM 

IN A KITCHEN OR LAUNDRY AIDE JOB* THE TASK LISTING SHEETS COULD BE USED BY ANY WORK 

EVALUATOR* 

media: P{^INTED«MATTER# COURSE OUT.MNE* 

source: MR* J. E* MCCURRY# DIRECTOR OF VOCATIONAL EDUCATION^ ARKANSAS CHILDRENfS 

COLONY^ MCRAE UNIT# ALEXANDER^ AR* NOMINAL CHARGE TO COVER DUPLICATION AND MAILING* 

2003081 

title: textiles. 30 P* 06/71t 

author: Taylor^ w*c* 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION* 

RELEVANT TO: TEXTILE PRODUCTION AND FABRICATION (17*33)# CLOTHING MANAGEMENT^ 

PRODUCTION, AND SERVICES (09*0202)* 
orientation: program developer oriented material which MAY BE USED WITH SECONDARY AND 

POSTSECONDARY SPECIAL NEEDS STUDENTS IN PREVOCAT lONAL PROGRAMMING* 
SUBJECT content: PREV0CAT10NAL# textile safety* TRANSPARENCY LIST* TRAINING 

REQUIREMENTS* PERSONNEL SPECIFICATIONS* WAGE SCALES* TERMINOLOGY* SUMMARY* 
comment: material contains a world of work unit along with a LISTING OF RESOURCES WHICH 

are necessary to teach different vocational programs* a materials and equipment list 
is attached* 
media: guidebook* 

source.: mr* c* h* johnson* jr** director* office of vocational education* state 
department of education* 908 rutledge building* columbia* sc 29201* limited 
availability* copies can be requested by state supervisors only* these can then be 

DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHE^^S* 2008441 



FOOD MANAGEMENT* PRODUCTIu^i* AND SERVICES: 09*0203 

PREPARATION FOR VARIOUS KINDS OF EMPLOYMENT RELATED TO INSTITUTIONAL AND COMMERCIAL FOOD 
SERVICES* EnPLOYMENT MAY INCLUDE WORKERS AND SUPERVISION FOR THE CLDERLY* AND SCHOOL LUNCH 
PROGRAMS* 



title: food service employee* 350 P* 09/69* 

CORPORATE author: HOME ECONOMICS INSTRUCTIONAL MATERIALS CENTER* TEXAS TECH UNIVERSITY* 

relevant tc: food management^ production* and services (09*0203)* food service 
supervisor (07*0908)* 

orientation: student oriented workbook which can be used with special needs students at 
the secondary level in traimng food service employees* clearly reproduced visuals 

COULD BE USED AS TRANSPARENCY MASTERS* 
SUBJECi content: ORIENTATION* SANITATION* SAFETY* EQUIPMENT* FOOD PREPARATION* FOOD 
PRODUCTION* BUS SERVICE* TABLE SERVICE* RECEIVING FOOD* STORING FOOD* ANSWERS* TESTS 
WITH KEY* 

comment: THIS IS AN EXTRtMFLY THOROUGH Uf4IT WHICH IS APPROPRIATE FOR INDEPENDENT 

STUDENT USE PROVIDING THAT THE STUDENT HAS A SIXTH GRADE READING LEVEL* THERE IS A 
JOB ANALYSIS FOR FOOD SERVICE EMPLOYEES AT THREE COMPETENCY LEVELS* BIBLIOGRAPHY AND 
TESTS ARE INCLUDED* A VCRY COMPLETc TRAINING PACKAGE WHICH WOULD BE EXCELLENT IN ANY 
SPECIAL NEEDS WORK TRAINING PPOGRAK. NUMEROUS READING SELECTIONS MAKE THE DELIVERY OF 
INSTRUCTION MORE LUE ENTERTAINMENT* DEFINITELY PITCHED TO THE INTERESTS OF STUDENTS* 

media: GUIDEBOOK* 

source: TEXAS EDUCATION AG^^CY* DEPARTMENT OF VOCATIONAL ANC ADULT EDUCATION* DIVISION 
OF HOMEMAKING EDUCATION* AUSTIN* TX» 2001271 



ERIC^ 
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FOOD MANAGEMENT/ PROOUCTION/ ANO SERVICES: 09*0203 



title: soft ice cream machine preparation^ operation ANO CLEAN UP* 6 P* 08/70* 
AUi^OR: LACK/ BRIAN H* S* 

CORPORATE author: UNIVERSITY OF VERMONT* 

RELEVANT TO: FOOO MANAGEMENT/ PROOUCTION/ ANO SERVICES (09*0203)/ FOOO SERVICES 
(04.07)* 

orientation: teacher ANO student ORIENTEO MATERIAL WHICH MAY 8E USED WITH THE EOUCABLE 

MENTALLY RETAROEO OR OTHER GROUPS AT THE SECONOARY LEVEL IN CONSUMER ECONOMICS* 
SUBJECT content: TASKS/ PREREQUISITES. 

COMMENT: THIS MATERIAL CONTAINS PRESCRIBEO ACTIVITIES FOR TEACHERS ANO STUOENTS* 

LEARNER ACTIVITIES ARE OIVIDEO INTO PREREQUISITE LEARNING ANO COMPONENT TASKS* THE 
MATERIAL WAS SPECIFICALLY OEVELOPEO FOR USE WITH RETAROEO YOUNGSTERS RECEIVING 
VOCATIONAL TRAINING IN VERMONT'S VOCATIONAL SKILL CENTEK3. U.S.O.Et FUNOING WAS FROM 

THE Bureau of eoucationally hanoicappeo. 
meoia: printeo-matteR/ learning activity packet. 

source: MR* MARC HULL/ VOTEX OEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05<^01* 
FREE. 200281: 



title: PREPARE/ USE ANO CLEAN GRILL* h P* 08/70. 

author: quinlan/ rosert* 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: FQOO SERVICES (04.07)/ QUANTITY FOOO OCCUPATICNS (X7.29)/ FOOO MANAGEMENT/ 

proouction/ ano services (09.0203). 
orientation: teacher orienteo material which may be useo with any oisaovantageo or 

HANOICAPPEO PERSON AT THE SECONOARY OR POSTSECOnOARY LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM. 
SUBJECT content: TASKS/ TOOLS/ MATERIALS/ PREREQUISITES. 

comment: this material was OEVELOPEO for use with the EOUCABLE MENTALLY RETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC 
THE DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASE* 

media: PRINTEO-MATTER/ LEARNING ACTIVITY PACKET, 

source; MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
CONTACT SOURCE FDR FURTHER INFORMATION. 2002831 



title: KITCMCN and laundry training program. 13 p. NO DATE. 

CORPORATE author: VOCATIONAL EDUCATION .KKANSAS CHILDREN'S COLONY/ MCRAE UNIT. 
RELEVANT TO: FOOD MANAGEMENTj PRODUCTION/ AND SERVICES (09*0203)/ CLOTHING MANAGEMENT/ 

PRODUCTION/ ANO SERVICES (09*0202)/ MENTAL (19*020102). 
orientation: teacher or work EVALUATOR orienteo material which can 3E used WITH 

TRAINABLE MENTALLY RETARDED .CLIENTS IN AN INSTITUTIONAL OR SHELTERED WORKSHOP SETTING* 
SUBJECT content; kitchen aide TRAINING/ MAIN KITCHLN CHECK SHEET/ LAUNDRY AIDE 

TRAINING/ LAUNDRY CHECK LIST* 
COMMENT: MATERIAL HAS BEEN EVALUATED BY THE STATE EDUCATION OEPARTMENT. • THIS MATERIAL 

CONTAINS AN EXCELLENT DESCRIPTIVE BREAKDOWN OF THE TASKS WHICH A WORKER MUST PERFORM 

IN A KITCHEN OR LAUNDRY AIDE JOB. THE TASK LISTING SHEETS COULD BE USED BY ANY WORK 

EVALUATOR. 

media: PRINTEO-MATTER/ COURSE OUTLINE. 

source; MR. J. E. MCCURRY/ DIRECTOR OF VOCATIONAL EDUCATION/ ARKANSAS CHlLORENtS 

COLONY/ MCRAE UNIT/ ALEXANDER/ AR. NOMINAL CHARGE TO COVER DUPLICATION AND MAILING* 

2003081 



title: LEARNING OBJECTIVES IN FOOD PREPARATION OCCUPATIONS. 80 >• NO DATE* 
CORPORATE author: ALASKA SKILL CENTER* 

RELEVANT TO: QUANTITY FOOD OCCUPATIONS (17*29)/ FOOO MANAGEMENT/ PRODUCTION/ ANO 
SERVICES (09.0203}. 

orientation; student and teacher orienteo material which may be useo WITH SPECIAL NEEOS 
STUDENTS AT THE SECONOARY ANO POSTSECONOARY LEVEL IN FOOO PREPARATION OCCUPATIONS 
PROGRAMS. 

SUBJECT CONTENT; PIE MAKER (HOTEL ANO RESTAURANT)/ BAKER HELPER/ COOK/ COOK (HOTEL AN 

RESTAURANT)/ SHORT OROER COOK* BULL COOK. 
comment; PERFORMANCE OBJECTIVES CHECKLISTS TO RECORD TRAINING OF STUDENTS IN FOOO 

PREPARATION OCCUPATIONS PROGRAMS. 
media; PRINTEO-MATTER/ EVALUATION CHART. 

source; MR. R. 0. BOOHER/ PROJECT DIRECTOR/ ALASKA SKILL CENTER/ BOX 615/ SEWARD/ AK 
99664t CONTACT SOURCE FOR PRICE INFORMATION. 2004171 



FOOD MANAGEMENT/ PRODUCTION/ AND SERVICES: 09*0203 
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title: food service. 32 06/71« 
author; HASTY/ LISWA* 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATIONt 

RELEVANT TO: QUANTITY FOOD OCCUPATIONS (17t29)/ FOOD MANAGEMENT/ PRODUCTION/ AND 
SERVICES (09*0203) • 

orientation: teacher ORIENTFID material which may be used with special NEEDS STUDENTS AT 

the secondary level in food services training programs* 
subject content; rationale/ materials/ tools/ equipment/ and activities* 
comment; this material is an overview of different aspects of the food service 
industry. there are learning activities on scope of the industry/ types of food 
service operations and terminology. also/ there are learning activities on how to 
perform different duties a8 a food service worker and lessons on wages/ deductions/ 
benefits/ training opportunities and aptitudes* this is an outstanding material which 
utilizes performance objectives/ needed tools and equipment/ materials/ suggested 
procedures and a reference section to assist the teacher in planning. material is 
appropriate for special or regular vocational education* 
media: guidebook* 

source; MR* C* H* JOHNSON/ JR*/ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEDGE BUILDING/ COLUMBIA/ SC 29201* LIMITED 
AVAILABILITY* COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY* THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS* 2008311 



HOME FURNISHINGS/ EQUIPMENT/ AND SERVICES: 09*0204 

PREPARATION FOR VARIOUS KINDS OF EMPLOYMENT RELATED TO HOME FURNISHINGS AND/OR EQUIPMENT* 
IT INCLUDES ASSISTING PURCHASERS IN THE SELECTION OF SUITABLE HOME FURNISHINGS AND/OR 
EQUIPMENT* ASSISTING INTERIOR DECORATORS/ AND CUSTOM-MAKI NG OF CURTAINS/ DRAPERIES/ SLIP 
COVERS/ AND SIMILAR ITEMS* 



title: home furnishings aide* sod P* 06/70* 

CORPORATE author: TEXAS TECH UNIVERSITY AND TEXAS EDUCATION AGENCY* 

relevant to: home furnishings' equipment/ and services (09*0204)* 

orientation: student oriented workbook which can be used with special needs students at 
the secondary level in training home furnishing aides* clearly reproduced visuals 
could be used as transparency masters* 

SUBJECT content: home furnishing ORIENTATION/ BUSINESS ASPECTS/ INTERIOR DESIGN 

STUDIOS/ DEPARTMENT STORE/ CLIENT'S HOME/ DRAPERY/ CARE/ MAINTENANCE/ ANSWERS/ TESTS 
WITH KEY* 

comment: this is an extremely thorough unit which is appropriate for independent 
student use providing that the student has a sixth grade reading level* there is # 
job analysis for home furnishing aide* a proposed course outline/ sample course 
units/ and bibliography of references required for use with instructional materi/is is 
included* a very complete training package which would be excellent in any special 
needs work training programt definitely pitched to the interests of students* 

media: GUIDEBOOK* 

source: TEXAS EDUCATION AGENCY/ DEPARTMENT OF VOCATIONAL AND ADULT EDUCATION/ DIVISION 
OF HOMEMAKINQ EDUCATION/ AUSTIN/ TX* 2001301 



INSTITUTIONAL AND HOME MANAGEMENT: 09*0205 

PREPARATION FOR VARIOUS KINDS OF EMPLOYMENT RELATED TO INSTITUTIONAL AND HOME MANAGEMENT 
SERVICES* THESE INCLUDE INSTITUTIONAL HOUSEKEEPING/ EXECUTIVE HOUSEKEEPING/ AND HOTEL AND 
MOTEL HOUSEKEEPING* 



title: HOUSEKEEPING MANAGEMENT ASSISTANT* 250 P* 09/69* 

CORPORATE author: KOME economics instructional materials CENTER/ TEXAS TECH UNIVERSITY* 
RELEVANT TO: INSTITUTIONAL AND HOME MANAGEMENT (09*0205)* 

orientation: student oriented workbook WHICH CAN BE USED WITH SPECIAL NEEDS STUDENTS AT 
THE SECONDARY LEVEL IN TRAINING HOUSEKEEPING MANAGEMENT ASSISTANTS* CLEARLY 
REPRODUCED VISUALS COULD BE USED AS TRANSPARENCY MASTERS* 
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INSTITUTIONAL ANO HOME MANAGEMENTt 09t0205 



SUBJECT content: housekeeping orientation^ equipment^ 0UTIES# floor MAINTENANCE/ 

launory/ answers/ tests with key* 
comment: this is an extremely thorough unit which is appropriate for inoepenoent 

STUOENT USE PROVIOING THAT THE STUOENT HAS A SIXTH GRAOE REAOING LEVEL* THERE IS A 

job analysis for housekeeping management assistant* a proposeo course outline/ sample 
course units/ ano bibliography of references requireo for use with instructional 
materials is incluoed* a very complete training package which woulo be excellent in 
any special neeos work training program. oefinitely pitcheo to the interests of 
stuoents* 
keoia: guioebook. 

source: TEXAS EOUCATION AGENCY/ OEPARTMENT OF VOCATIONAL ANO AOULT EOUCATION/ OIVISION 
OF HOMEMAKING EOUCATION/ AUSTIN/ TX* 2001291 



title: housekeeping AIOE. 3 P. 1970. 

CORPORATE author; UNIVERSITY OF VERMONT* 

RELEVANT TO; INSTITUTIONAL ANO HOME MANAGEMENT (09.0205)/ CUSTOOlAL SERVICES (17.11). 

orientation: teacher ORIENTEO MATERIAL WHICH MAY BE USEO WITH THE EOUCABLE MENTALLY 
RETAROEO OR OTHER STUDENTS REQUIRING VERY OETAILEO WORK SUPERVISION IN SECONOARY 
PROGRAMS OF JOB EXPLORATION! MATERIAL IS A TASK ANALYSIS ANO LISTING SHEET. 

SUBJECT content: ORIENTATION/ TASK SHEET. 

comment: this material contains a OETAILEO ANO SEQUENTIAL LISTING OF THE TASKS A WORKER 

must perform to be a housekeeping alo. frequency ano type of performance are rateo as 
to learning oifficulty. type of performance is classifieo using oescriptors such as 
recall/ oiscrimination ano manipulative. material woulo seem to be generalizable to 
any rehabilitation work* the material was oevelopeo unoer a u.s.q.e. grant from the 
bureau of eoucationally hanoicappeo ano has been useo in regular vocational skill 
centers in vermont, 
media: printeo»matter/ task analysis* 

source; MR* MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401 • 
FREE* 2002631 



title; laboratory project for housekeeping AIOE TRAINEE. CLEANING A BATHROOM. 6 P* 
08/70. 
author: LEE/ R. 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: CUSTOOIAL SERVICES (17*11)/ INSTITUTIONAL ANO HOME MANAGEMENT (09.0205). 
orientation: teacher ORIENTEO material which may be USEO WITH ANY OISAOVANTAQEO OR 

HANOICAPPEO PERSON AT THE SECONDARY OR POSTSECONOARY .LEVEL IN A PREVOCAT lONAL SKILL 

BUILDING PROGRAM. 
SUBJECT content: TASKS/ MATERIALS/ PREREQUISITES/ SAFETY. 

comment; this material was OEVELOPEO FOR USE WITH THE EOUCABLE MENTALLY RETAROEO PERSON 

receiving training in a regular vocational eoucation center* the learning package 
sequentially orders tasks to be executed in doing a job. each task is quite specific, 
the detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phaset 
media: printed-matter/ learning activity packet* 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 054C1 . 
CONTACT SOURCE FDR FURTHER INFORMATION. 2002821 



title: HANDBOOK FDR LEARN AND EARN TEACHERS. 84 P. NO DATE* 
CORPORATE author: FLORIDA DEP;lRTMENT OF EDUCATION. 

RELEVANT TO; MECHANICS (17.0302)/ FOOD DISTRIBUTION (04*06)/ INSTITUTIONAL ANO HOME 

MANAGEMENT (09*0205)/ NURSING ASSISTANCE (AlO) (07.0303)/ CARE ANO GUIDANCE OF 

CHILDREN (09.0201)/ CASHIERS (14.0103). 
orientation: teacher oriented material which may be USEO WITH MIGRANT OR OTHER SPECIAL 

NEEOS STUDENTS AT THE SECONDARY LEVEL IN WORK TRAINING PROGRAMS* 
SUBJECT content: mobile UNITS/ AUTO TUNE-UP/ SUPERMARKET CHECKING/ HOUSEKEEPING/ 

PATIENT CARE/ HEAO CASHIER/ BOOY ANO CHILO CARE. 
comment: the packet contains behavioral OBJECTIVES/ TASK ANALYSIS BREAKDOWNS/ 

curriculxjm guides and in general many helpful ideas on things to include in training 
programs, 
media: guidebook. 

source; MR* J. B. MURPHREE/ CURRICULUM COORDINATOR/ KNOTT BUILDING/ TALLAHASSEE/ FL 
32303* AVAILABLE IN LIMITED QUANTITY* CONTACT SOURCE FDR COST. 2003311 



title: auto TUNE*UP/ HDSPITAL«H0TEL housekeeping guidance* 27 P« NO DATE* 

CORPORATE author: FLORIDA MIGRATORY CHILD COMPENSATORY EDUCATION LEARN AND EARN 
PROGRAM* 

RELEVANT TO: INSTITUTIONAL ANO HOME MANAGEMENT (09*0205)/ MECHANICS (17*0302)* 
orientation: teacher or work EVALUATOR ORIENTEO MATERIAL WHICH COULD BE USEO WITH ANY 



INSTITUTIONAL AND HOME MANAGEMENT ! 09*0205 
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DISADVANTAGED OR HANDICAPPED STUDENTS AT SECONDARY LEVEL IN A WORK TRAINING PROGRAH* 
SUBJECT CONTENT: AUTO TUNE-UP> CLEANING HOTEL/MOTEL ROOMS/ HOUSEKEEPING/ EQUIPMENT/ 

MATERIALS/ JOB COUNSELING* 
comment: very excellent task listing sheet which could be used to prepare a STUDENT FOR 

a work placement and could be used to evaluate his on the job performance* may also 
be a good tool for a supervising employer to use to structure his work with a special 
needs student* work experience programs for the retarded would find this a useful 
tool but it could be used equally well with other special needs groups* it was 
developed ano used with migrant students in florida* 
media: guidebook. 

source: MR. J. B* MURPHREE/ CURRICULUM COORDINATOR/ KNOTT BUILDING/ TALLAHASSEE/ FL 
32303* A LIMITED QUANTITY OF THESE MATERIALS IS AVAILABLE. CONTACT SOURCE FOR COST. 

2003331 
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INDUSTRIAL ARTS: 10* 



INDUSTRIAL ARTS IS THE 600Y OF RELATED SUBJECT MATTER^ OR RELATED COURSES^ ORGANIZED FOR THE 
OEVELOPMENT OF UNOERSTANO I NG ABOUT THE TECHNICAL^ CONSUMER/ OCCUPATIONAL/ RECREATIONAL/ 
ORGANIZATIONAL/ MANAGERIAL/ SOCIAL/ HISTORICAL/ ANO CULTURAL ASPECTS OF INOUSTRY ANO 
TECHNOLOGYt LEARNING EXPERIENCES INVOLVE ACTIVITIES SUCH AS EXPERIMENTING/ OESIGNING/ 
CONSTRUCTING/ EVALUATING/ ANO USING TOOLS/ MACHINES/ MATERIALS/ ANO PROCESSES WHICH PROVIOE 
OPPORTUNITIES FOR CREATIVITY ANO PROBLEM SOLVING. 



construction; lo.oi 
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THE STUOY OF THE TECHNOLOGY ANO SOCIO-ECONOMIC CONTRIBUTIONS OF THOSE INDUSTRIES CONCERNEO 
WITH RESIOENTIAL/ INOUSTRIAL/ AND TRANSFORATION STRUCTURES. LEARNING ACTIVITIES/ WHICH ARE 
USUALLY CENTERED AROUND SCALED STRUCTURES/ INVOLVE RESEARCH/ DESIGN/ ENGINEERING/ MASONRY/ 
CARPENTRY/ ELECTRICITY/ AND PLUMBING. 



title: making an outdoor BENCHi 14 P. 1970* 
author: WINN/ DAN* 

CORPORATE author; UNIVERSITY OF VERMONT. 

relevant to; general industrial arts (10»06)/ construction (10.01). 

orientation; teacher oriented material which may be used with any disadvantaged or 

handicapped person at the secondary or postsecondary level in a prevdcatidnal skill 

building program, 
subject content; materials/ tools/ tasks. 

COMMENTS THIS MATERIAL WAS DEVtLDPED FDR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 

receiving training in a regular vocational education center. the learning package 
sequentially orders tasks to be executed in doing a jdb« each task is quite specific, 
this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phasei 
media; printed-matteR/ learning activity packet. 

source; MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
FREE. 2002221 



title; PINE SLAB COFFEE TABLEt 11 P* 1970. 
author; SANBORN/ DAVID V. 

CORPORATE author; UNIVERSITY OF VERMONT. 

RELEVANT TO: GENERAL INDUSTRIAL ARTS (10.06)/ CONSTRUCTION (10.01). 

orientation: teacher oriented material which MAY BE USED WITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A PREVDCATIDNAL SKILL 
BUILDING PROGRAM. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

comment; this material was developed for use with the educable mentally retarded person 
receiving training in a regular vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job. each task is quite specific, 
this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phasei 

media: printed-matter/ learning activity packet. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
PREE. 2002231 



title: ski storage rack* 5 P» 1970. 

author; zack/ howaro. 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: GENERAL INDUSTRIAL ARTS (10«06)/ CONSTRUCTION (10.01)* 

orientation: teacher oriented material which may 3E USED WITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A PREVDCATIDNAL SKILL 
BUILDING PROGRAM. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

comment: this material was developed FOR USE WITH THF. EDUCABLE MENTALLY RETARDED PERSON 

receiving training in a regular vocational educatio^^ center. the learning package 
sequentially orders tasks to be executed in doing a job. each task is quite specific 
this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phaset 
media: printeo-matteR/ learning activity packet. 

source; MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
FREE. 2002241 



title; making a cutting BUARD* 5 Pt 1970« 
author; kiskO/ Joseph. 

CORPORATE author; UNIVERSITY OF VERMONT. 

RELEVANT TO; CONSTRUCTION (10.01)/ GENERAL iNOUSYi^I/.L A'^TS (10.06). 

orientation; teacher oriented material which may &£ JSL^ ^ITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LrVEL IN A PREVDCATIDNAL SKILL 
BUILDING PROGRAM. 

SUBJECT content; MATERIALS/ TOOLS/ TASKS/ PREREOU I S I TiS . 

COMMENT; THIS MATERIAL WAS DEVELOPED FOR USE WITH THE EDJCAt^LE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER* THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB* EaCH TASK IS QUITE SPECIFIC. 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASEi 
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construction: lo.oi 



meoia: printeo-matteR/ learning activity packet. 

source: MR. HARC HULL/ VOTEX DEPARTMENT* UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
FREE* 2003251 



title: slanting bookshelf, s p. 1970. 
author: kisko/ Joseph. 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: construction (10*01)/ general industrial arts (10.06). 

orientation: teacher oriented material which may be used with any disadvantaged or 

HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM. 
SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

COMhxNT: THIS MATERIAL WAS DEVELOPED FOR USE WITH THE EOUCABLE MENTALLY RETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS taSKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
yj IS IN THE TRAINING PHASEt 

media: PRINTEO-MATTER/ LEARNING ACTIVITY PACKET. 

source: MR* MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
FREE* 2002261 



title: replacing glass in HInDOW sash. k P^ NO DATE. 
CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: construction (10.01)/ general industrial arts (10.06). 

orientation: teacher orunted material which may be used with any disadvantaged or 

handicapped person at the secondary or postsecondary level in a prevoc ationa' jklll 

building program. 

SUBJECT content: MATERIAL/ TOOLS/ TASKS/ PREREQUISITES. 

comment: this material was developed for USf: WITH THE EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCTION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED If- DOIMG A JOB* EACH TASK IS QUITE SPECIFIC 

this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phasei 
media: printed-matteR/ learning activity PACKCT. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTONj VT 05401. 
FREE* 2002271 



title: window, screen. 7 p* 1971* 

author: ELDER/ ROBERT D. 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: construction (iq.ol)/ general industrial arts (10.06). 

orientation: teacher oriented material which may be used with any disadvantaged or 

handicapped person at the secondary or postsecondary level in a prevocational skill 

building program* 

SUBJtCT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES. 

comment: this material was developed for use with the EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB* EACH TASK IS QUITE SPECIFIC- 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASEt 

media: PRINTEO-MATTER/ LEARNING ACTIVITY PACKET. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLlNGTONj VT 05401. 
FREEt 2002291 



title: laboratory project in building trades/ building a bird house* 10 p* 1970. 
author: rochon/ w. 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: CONSTRUCTION (10*01)/ GENERAL INDUSTRIAL ARTS (10*06). 

orientation: teacher oriented MATERIAL WHICH MAY BE USED WITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM. 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES* 

comment: THIS MATERIAL WAS DEVELOPED FDR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER* THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB, EACH TASK IS QUITE SPECIFIC 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASEt 

media: PRINTED-MATTER/ LEARNING ACTIVITY PACKET* 

source: MR* MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401* 
PREEf 2002331 
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A CATEGORY OF INFORMATION AND SKILLS CONCERNED WITH CONVEYING IDEAS DR ILLUSTRATIONS 
GRAPHICALLY THROUGH DRAWINGS/ CHARTS/ SKETCHES/ MAPS/ AND GRAPHS/ AND THE RELATED FACTORS 
SUCH AS THE RDLE OF DRAFTING IN HISTORY AND INDUSTRY. SUBJECT MATTER AND LEARNING 
EXPERIENCES ARE ORGANIZED UNDER VARIOUS DESCRIPTIVE TITLES SUCH AS ARCHITECTURAL DRAFTING/ 
DESCRIPTIVE GEOMETRY/ DRAFTING/ DRAFTING TECHNOLOGY/ ENGINEERING DRAWING/ INDUSTRIAL DESIGN/ 
MECHANICAL DRAWING/ TECHNICAL ILLUSTRATION/ AND OTHER DRAFTING. 



title: an instructional program on the USE OF GRAPHIC PLOTTER IN CONJUNCTION WITH THE 
HEWLETT PACKARD 9810 PROGRAMMABLE CALCULATOR • ELECTRONICS* 12 P. 1970* 
author: FANTAUZZO/ DOMINICK* 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF. 

relevant to: crafting (10.03)/ auditory (19.020101)/ business data processing systems 

occupations (14.02)/ electronics occupations (17.15)» 
orientation: teacher oriented material which may be used with special needs students at 

the postsecondary level in drafting courses* 

SUBJECT content: graphics REPRODUCTION/ USE OF CALCULATOR. 

comment: graphically oriented self instructional unit which was used successfully with 

the deaf at ntid* 
media: p-i-book* 

source: this material is under development and not available* communication about 
ongoing efforts and availability Dates is invited, contact: dr. ross stuckless/ 
director/ office of educational extension/ national technical institute for the deaf/ 
one lomb memorial drive/ rochester/ ny. 2001832 
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electricity/electronics: lo^o^^ 



A CATEGORY OF INFORMATION AND SKILL CONCERNED WITH ELECTRICAL ENERGY INCLUDING THEORY/ 
APPLICATIONS* AND CONTROL AS THEY RELATE TO ELECTRICALLY PGxERED EQUIPMENT, TO VARIOUS KINDS 
OF COMMUNICATIONS EQUIPMENT, AND TO RELATED FACTORS SUCH AS OCCUPATIONS, ECONOMICS, AND 
CONSUMER INFORMATION* 



title: project: mount bell button, a p. i97o» 

CORPORATE author: UNIVERSITY OF VERMO:^* 
RELEVANT to: ELECTRICITY/ELECTRONICS (10#04)« 

orientation: teacher oriented materials which may be used with any disadvantaged or 
handicapped person at the secondary or postsecondar y level ik a p;?evocational skill 
building program. 

SUBJECT content: materials, tools* tasks. 

COMMENT: THIS MATERIAL WAS DEVELOPED FOR USE WITH THE liDUCABLE MCNTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THE DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUa\L JOB PERFORMANCE AS 

it is in the training phase* 
media: printed-matter, learning activity packet. 

source: MR. MARC HULL, VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401. 
CONTACT SOURCE FOR FURTHER INFORMATION. 2002V91 



title: project: mount transformer. 2 p. 1970. 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: electricity/electronics (10.0<>). 

orientation: teacher oriented material which may be used with any disadvantaged or 
handicapped person at the secondary or postsecondar y level in a prevocational skill 
building program. 

SUBJECT content: materials* tools* tasks. 

comment: this material was developed for use with The educable mentally retarded person 
receiving training in a regualr vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite spec^fic 
the detailing sheet would be as useful in the evaluation of actual job performance as 
IT IS IN The training phase* 

media: printed-matter* learning activity packet. 

source: MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT/ BUMLINGTON* VT 05<>01* 
CONTACT SOURCE FOR FURTHER INFORMATION. 2002501 



title: project: construct simple table lamp. 2 p. 1970» 
CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: electricity/electronics (10.04). 

orientation: teacher oriented material which may be used with any disadvantaged or 
handicapped person at the secondary or postsecondary level in a prevocational skill 

BUILDING PROGRAM. 

SUBJECT content: materials* tools* tasks. 

comment: this material was developed for use with the educable mentally retarded person 
receiving training in a requalr vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite specific 
the detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phase* 

media: printed-matter* learning activity packet. 

source: MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401. 
CONTACT SOURCE FOR FURTHER INFORMATION* 2002511 



title: project: mount bell* 2 p* 1970* 

CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: electricity/electronics (10»04). 

orientation: teacher oriented maverial which may be used with any disadvantaged or 

HANICAPPEO PERSON AT THE SECONOARY OR POSTSECONDARY LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM. 
SUBJECT content: materials* TOOLS* TASKS. 

comment: this material was developed for use with The educable mentally retarded person 
receiving training in a regular vocational education center* the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite specific* 

THE DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN. THE TRAINING PHASE* 
media: PRINTED-MATTER* LEARNING ACTIVITY PACKET* 

source: MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401. 
CONTACT SOURCE FDR FURTHER INFORMATION* 200252? 
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title: project: construct simple table lamp, a p. i97o« 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: ELECTRICITY/ELECTRONICS (10*0^)t 

orientation: teacher oriented MATERIAL WHICH MAY BE USEO WITH ANY 0 ISAOVANTAQEO OR 
HANOICAPPED PERSON AT THE SECONOARY OR POSTSECONOAR Y LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM* 

SUBJECT content: materials^ toolsj tasks. 

comment: this material was developed for use with the educable mentally retarded person 
receiving training in a regular vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job. each task is quite specific* 
the detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phase* 

media: PRINTEO-MATTERi LEARNING ACTIVITY PACKET. 

source: MR. MARC HULLj VOTEX DEPARTMENT^ UNIVERSITY OF VERMONTj BURLINGTONj VT 05401. 
CONTACT SOURCE FOR FURTHER INFORMATION. 2002891 



title: project: connect bell • button ANO transformer lU series. 1 p. 19/0* 
CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: electricity/electronics u0.04). 

orientation: teacher oriented material which may be used with any oisadvantaqed or 
hanoicapped person at the seconoary or postseconoa ry level in a prevocational skill 
building program. 

SUBJECT content: materials^ tools> tasks. 

comment: this material was oevelopeo FOR USE WITH the eoucable mentally retarded person 

RECEIVING TRAINING IN A REGULAR EDUCATION CENTER. THE LEARNING PACKAGE SEQUENTIALLY 
ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. THE 
DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS IT 
IS IN THE TRAINING PHASE. 
media: PRINTEO-MATTERj learning activity PACKET. 

source: MR. MARC HuLLj VOTEX DEPARTMENT^ UNIVERSITY OF VERMONT^ BURLINQTONj VT 05401. 
CONTACT SOURCE FOR FURTHER INFORMATION. 2002911 



title: 0HM«S LAWj a programmed INSTRUCTIONAL UNIT. 21 P. NO OATE. 
author: OSBORNEj HOWARD. 

CORPORATE author: IOWA SCHOOL FOR THE OEAF* , 

RELEVANT TO: ELECTRONICS OCCUPATIONS (17*l5)j ELECTRICITY/ELECTRONICS (10*04). 
orientation: student oriented material which may be USEO WITH'OEAF ANO OTHER SIGHTED 

SPECIAL NEEDS STUDENTS AT THE SECONOARY LEVEL IN ELECTRONICS TRAINING. 
SUBJECT content: PRETESTj OHM'S LAWj POST TEST. 

comment: ansher key is included, this unit is designed in a programed instruction 

FORMAT AHD HAS BEEN USEO SUCCESSFULLY AT THE DEVELOPING INSTITUTION. IT IS DESIGNED 

for independent student use* minimal reading is required, 
media: workbook. 

source: MR. 0. Q. DRAKEj vocational technical principal^ IOWA SCHOOL FDR THE DEAFj 

COUNCIL BLUFFS> lA 51501* AVAILABLE WHILE SUPPLY LASTS FOR COSTS OF DUPLICATION AND 
MAILING. 2003861 



title: electricity* 49 P. 06/71. 

author: hicksj bill. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 
RELEVANT TO: ELECTRICAL OCCUPATIONS <17.1'>)j ELECTRICITY/ELECTRONICS (10.04). 
orientation: teacher oriented material which may be USEO WITH SPECIAL NEEDS STUDENTS AT 
THE SECONDARY LEVEL IN PREVOCATIONAL ELECTRONICS PROGRAMS. 

SUBJECT content: prevocationalj activities^ materials. 

comment: THIS material is a series of learning activities designed to introduce 

STUDENTS TO DIFFERENT ASPECTS OF ELECTRONICS. SAMPLE AREAS WHICH LEARNING ACTIVITIES 
COVER are: concepts^ splicing wires ANO USE OF BASIC TOOLSj FUSE PANEL ANO VOLTAGE 
OISTRUBUTIONj CONVERTING ELECTRICITY TO SOUNOj CONVERTING ELECTRICITY TO LIGHTj SEIRES 
ANO PARALLEL LIGHTING CIRCUITS ANO INFORMATION RELATING TO TRAINING OPPQRTUN ITIESj 
EMPLOYMENT C0N0ITI0N3 ANO OPPORTUNITIES. LEARNING ACTIVITIES CONSIST OF PERFORMANCE 
OBJECTIVES^ NEEDED T00lS> EQUIPMENTj SUGGESTED PROCEDURES AND A REFERENCE SECTION* A 

very high quality unit, 
media: guidebook. 

source: MR. C. H. JOHNSON* JR-j DIRECTORj OFFICE OF VOCATIONAL EDUCATION^ STATE 
DEPARTMENT OF EDUCATIDNj 908 RUTLEOGE BUILOINGj COLUMBIAj SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED ANO DISTRIBUTED TO INDIVIDUAL TEACHERS* 2008301 
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GENERAL INDUSTRIAL ARTS: I0*0b 



THE STUDY OF TwO OR MORE SEPARATE AND SOMEWHAT DISTINCT ASPECTS OF IND,»STRY AND TECHNOLOGY^ 
LEARNING EXPERIENCES INVOLVE ACTIVITIES SUCH AS EXPERltlENTiNG/ OESIGNI'^G^ CONSTRgCTI NG> 
EVALUATING^ ANO USING A VARIETY OF TOOLS/ MATERIALS/ AND PROCESSES* 



TITLE: MAKING AN CUTOOOK btNCK* l4 P. 15/0. 
author: WINN/ DAN* 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: GENERAL INDUSTRIAL ARTS (X0*06)/ CONSTRUCTION (XO«OXU 

orientation: teacher oriented tlATE»<lAL WHICH MAY BE USED WITH ANY D TSADVANTAGEO OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDA RY LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM. 

SUBJECT CONTENT; MATERIALS/ TOOLS/ TASKS* 

comment: this material was developed for use with the EDUCA8LE MENTALLY P.ETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER* THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB* EACH TASK IS QUITE SPECIFIC* 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERrORMANCE AS 
IT IS IN THE TRAINING PHASE* 

media: PRINTED»MATTER/ learning activity PACKET* 

source: MR* MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401* 
FREE* 200222X 



title: PINE SLAB COFFEE TABLE* II P* X97o* 
author: SANBORN/ DAVID V* 

CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: general industrial arts (10*06)/ construction (10*01)* 

orientation: teacher oriented material which may be used with any disadvantaged or 

handicapped person at the secondary or postseconda ry level in a prevocational skill 

building program* 
subject content: materials/ tools/ tasks/ prerequisites* 

comment: this material was developed for use with the educa8le mentally retarded person 
receiving training in a regular vocational education center* the learning package 
sequentially orders tasks to be executed in doing a job* each tas)< is quite specific* 
this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phase* 

media: printed-matteR/ learning activity packet* 

source: MR* MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT OS'^-Ol • 
FREE* 2002231 



title: ski storage rack* 5 P* 1970* 
author: ZACK/ howard* 

CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: general industrial arts (10^06)/ construction (10*01)* 

orientation: teacher oriented material which may be used with any disadvantaged or 

handicapped person at the secondary or postseconoary level in a prevocational skill 

building program* 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PREREQUISITES* 

COMMENT: This material was developed for use with the EDUCA8LE MENTALLY RETARDED PERSON 

receiving training in a regular vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite specific* 
this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phasei 
media: printed«matteR/ learning activity packet* 

source: MR* MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLSNQTON/ VT 05401* 
FREE* 2002241 



title: making a cutting board* s p* 1970* 
author: kisko/ Joseph* 

CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: construction (10*01)/ general industrial arts (10*06)* 

orientation: teacher oriented material which may be used with any disadvantaged or 

handicapped person at the secondary or postseconoary level in a prevocational skill 

building program* 

SUBJECT content: MATERIALS/ TOOLS/ TASKS/ PRERECUISITES* 

comment: this material was developed FOR USE WITH THE EOUCABLE MENTALLY RETARDED PERSON 

receiving training in a regular vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite specific* 
this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phase* 
media: printed-matteR/ learning activity packet* 
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source: MR. MARC HULL# VOTEX OEPARTMENT# UNIVERSITY OF VERMONT* BURlINGTON# VT 05401. 
P^'EEt 2002251 

title: slanting bookshelf. 8 p. 1970. 
AUTHOR: KISK0# JOSEPH. 

CORPORATE AUTHOR': UNIVERSITY OF VERMONT. 

RELEVANT TO: CONSTRUCTION (10.01)# GENERAL INDUSTRIAL ARTS (10.06)* 

orientation: teacher ORIENTEO material which may BE USEO WITH ANY 0 ISAOVANTAQEO OR 
HANOICAPPEO PERSON AT THE SECONDARY OR POSTSECONOARY LEVEL IN A PREVOC ATIONAL SK^LL 
BUILOING PROGRAM. 

SUBJECT content: MATERIALS* TOOLS# TASKS# PREREQUISITES. 

COMMENTS THIS HATERIAL WAS DEVELOPED FOR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 

receiving training in a jxegular vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job. each task is quite "'ecific 
this detailing sheet would be as useful in the evaluation of actual job perfortmance as 
it is in the training phaset 
media; printeo-matter# learning activity packet. 

source: mr. marc hull# votex department* university of vermont* burlington* vt 05*01. 

2002261 

TITLE: REPLACING GLASS IN WINDOW SASH. 4 P* NO DATE. 
CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: CONSTRUCTION {10*01)# GENERAL INDUSTRIAL ARTS (10*06)* 

ORIENTATION: TEACHER ORIENTEO MATERIAL WHICH MAY BE USEO WITH ANY OISAO VANTAGEO OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONOARY LEVEL IN A PREVOC ATIONAL SKILL 
BUILDING PROGRAM. 

SUBJECT CONTENT: MATERIAL* TOOLS* TASKS* PREREQUISITES. 

COMMENT; THIS MATERIAL WAS OEVLLOPEO FOR USE WITH THE EOUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SE-QUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC 

this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phase, 
media: printeo-matter* learning activity packet. 

source: MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401. 
FREEt 2002271 

title; window screen. 7 P. 1971. 
AUTHOR: ELOER# ROBERT 0. 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TDI CONSTRUCTION (10.01)* GENERAL INDUSTRIAL ARTS (10.06). 

ORIENTATION: TEACHER ORIENTEO MATERIAL WHICH MAY BE USEO WITH A.,Y 0 ISAOVANTAGEO OR 
HANDICAPPEO PERSON AT THE SECONDARY OR POSTSECONOARY LEVEL IN A PREVOCATIONAL SKILL 
BUILOING PROGRAM. 

SUBJECT CONTENT: MATERIALS* TOOLS* TASKS* PREREQUISITES. 

comment: this material was OEVELOPEO FOR USE WITH THE EOUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A oOB. EACH TASK IS QUITE SPECIFIC 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASEt 

media: PRINTEO-MATTER* LEARNING ACTIVITY PACKET. 

SOURCE; MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401. 
FREEi 2002291 
« 

title: roll-type memo PAO. 5 p. 1970. 

author: spauloing* raymono. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: GENERAL INDUSTRIAL ARTS (10.06)* 

orientation: teacher oriented material which may 9F used with any DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDAi^Y LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM. 

SUBJECT content: materials* tools* tasks* PREREQUISITES^ CONSTRUCTION. 

comment; this material was developed for use with the EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN^ThE TRAINING PHASEt 

media: PRINTEO-MATTER* LEARNI NG. ACTIVITY PACKET. 

source; MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401. 

2002311 
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title: laboratory project in BUILOING TRAPESj BUILOING A BIRO HOUSE* 10 P. X970. 

author: rochonj h* 

CORPORATE author: UNIVERSITY OF VERMONT* 

RELEVANT TO: CONSTRUCTION (10*0X)i GENERAL INOUSTRIAL ARTS (10.06). 

orientation: teacher ORIENTEO material which may be USEO UlTH ANY OISADVANTAGEO OR 

hanoicappeo person at the seconoary or postseconoary level in a prevocational skill 

BUILOING PROGRAM* 

SUBJECT content: materials^ toolsj tasksj prerequisites. 

comment: this material was OEVELOPEO for use with the EDUCABLE mentally RETAR9E0 PERSON 

receiving training in a regular vocational eoucation center. the learning package 
sequentially oroers tasks to be executeo in ooing a job. each task :s quite specific* 
this oetailing sheet woulo be as useful in the evaluation of actual job performance as 
it is in the training phaset ' 
meoia: printeo«matter> learning activity packet* 

source: MR. MARC HULL> VOTEX OEPARTMENTj UNIVERSITY OF VERMONTj BURLINGTONj VT 05401. 
PREE. 2002331 





GRAPHIC arts: 10*07 
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The study of information ano skills concerned with graphic reproduction^ as well as related 
factors such as occupations^ economics^ ano consumer information. subject matter and 

LEARNING EXPERIENCES ARE ORGANIZED UNDER VARIOUS DESCRIPTIVE TITLES SUCH AS GRAPHIC ARTSj 
PHOTOGRAPHY J PHOTOLITHOGRAPHY. 



title: MECHANICAL DRAWING* 1% P* 06/71. 
AUTHORS STEAOMANj JERRY. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

relevant to! graphic arts (ld»07)j drafting occupations (17.}3)* 

orientation: teacher oriented material which may 8e used with special needs students at 

the secondary level in drafting programs. 
SUBJECT content: prevocatidnalj activities. 

comment; the objective of the unit is to expose students to different activities of 
draftsmen. information on salaries and potential job openings is provided. several 
learning activities are described in terms of performance objectives^ needed tools and 
equipment^ materials^ suggested procecuresj references and visuals. these visuals are 
very high quality and would make good transparency masters. this unit would be 
applicable to special education and regular vocational education drafting classes* a 
very high quality material* 

media: guidebook* 

SOURCE: MR C* H* JOHNSONj JR*j DIRECTOR^ OFFICE OF VOCATIONAL EDUCATION^ STATE 
DEPARTMENT OF EDUCATION^ 908 RUTLEDGE BUILDINGj COLUMBIAj SC 29201* LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS* 2008341 
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INDUSTRIAL MATERIALS AND PROCESSES: 10«12 



A CATEGORY OF INFORMATION AND SKILLS CONCERNED WITH INDUSTRIAL-TECHNICAL MATERIALS AND 
PROCESSES INCLUDING THEIR PROPERTIES AND UTILIZATION AS THEY ARE FABRICATED INTO USABLE 
PRODUCTS* SUBJECT MATTER AND LEARNING EXPERIENCES ARE ORGANIZED UNDER VARIOUS DESCRIPTIVE 
TITLES SUCH AS FLUID POWERj INDUSTRIAL MATERIALSj INDUSTRIAL MATE'^IALS AND PROCESSES* 
INDUSTRIAL PROCESSES* INSTRUMENTATION* NUMERICAL CONTHOL* AND OTHER INDUSTRIAL MATERIALS AND 
PROCESSES* 



title: LABORATORY PROJECT IN PLUMBING* SWEATli^G JOINT FOR COPPER TUBING# * P» 1971» 
AUTHOR: EVANS* WILLIAM H* 

CORPORATE author: UNIVERSITY OF VERMONT* 

RELEVANT to: INDUSTRIAL MATERIALS AND PROCESSES (10«12)« 

orientation: teacher oriented material which may be used with any disadvantaGi'd or 
handicapped person at the secondary or postsecondary level in a prevocational skill 

BUILDING PROGRAM* 

subject content! materials* tools* tasks* prerequisites* 

comment: this material was developed ^or use with the educable mentally retarded person 
receiving training in a regular vocational education center* the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite specific* 
this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phaset 

media: printed-matter* learning activity packet* 

source: MR* MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURHNGTON* VT 05401 • 
FREE* 2002321 



metals: ioi14 
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A CATEGORY OF INFORMATION ANO SKILLS CONCERNEO WITH METALS INCLUOING THE PROOUCTS 
MANUFACTUREO FROM METALS^ THE TECHNOLOGY EMPLOYEO IN THE PROOUCTION# PROCESSING^ ANO USE OF 
METALS# ANO RELATEO FACTORS SUCH AS OCCUPATIONS^ ECONOMICS^ ANO CONSUMER INFORMATION* 
SUBJECT MATTER ANO LEARNING EXPERIENCES ARE ORGANIZEO UNOER VARIOUS OESCRIPTIVE TITLES SUCH 
AS METALS# METAL MACHINING (METAL SHOP), METAL TECHNOLOGY^ SHEET METAL# WELOING ANO OTHER 
METALS. 



title: biro house* if P* 1971* 
author: BUSSAGLIA# ERNEST A*j JR* 
CORPORATE author: UNIVERSITY OF VERMONT* 
RELEVANT to: METALS (10*l4)t 

orientation: teacher orienteo material which may be useo with any oisaovantageo or 

HANOICAPPEO PERSON AT THE SECONOARY OR POSTSECONOARY LEVEL IN A PREVOCATIONAL SKILL 
BUILOING PROGRAM* 

SUBJECT content: MATERIALS/ TOCLS# TASKS# PREREQU ISITES# OCCUPATIONAL OESCRIPTIONS* 
COMMENT: THIS MATERIAL WAS OEVELOPEO FOR USE WITH THE EOUCaBLE MENTALLY RETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EOUCATION CENTER* THE LEARNING PACKAGE 
SEQUENTIALLY OROERS TASKS TO BE EXECUTEO IN OOING A JOB* EACH TASK IS QUITE SPECIFIC* 
THIS OETAILING SHEET WOULO BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASEt 
KEOIa: PRINTE0«MATTER# LEARNING ACTIVITY PACKET* 

SOURCE: MR* MARC HULL# VOTEX OEPARTMENT/ UNIVERSITY OF VERMONT^ BURLIN6T0N# VT 05401* 
FREE* 2002281 



title: oust pan* 5 P* 1970* 
AUTHOR: spauloing# RAYMONO* 
CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: metals (10*14) • 

orientation: teacher orienteo material which may be useo with any oisaovantageo or 
handicapped person at the seconoary or postseconoary level in a prevocational skill 
builoing program* 

SUBJECT CONTENT: MATERIALS/ TOOLS# TASKS# PREREQUISITES* 

COMMENT: THIS MATERIAL -<AS OEVELOPEO FOR USE WITH THE EOUCABLE MENTALLY RETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER* THE LEARNING PACKAGE 
SEQUENTIALLY OROERS TASKS TO BE EXECUTED IN DOING A JOB* EACH TASK IS QUITE SPECIFIC* 
THIS OETAILING SHEET WOULO BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASEt 

MEOIa: PRINTED-MATTER# learning ACTIVITY PACKET* 

SOURCE: MR* MARC HULL# VQTEX DEPARTMENT* UNIVERSITY OF VERMONT/ BURLINGTON* VT 05*01* 
FREE* 2002301 



title: letter holder* 6 P* 08/70* 
author: SPAULDING# RAYMOND* 
CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: metals c10*l*>* 

orientation: teacher orienteo material which may be useo with any oisaovantageo or 
hanoicappeo person at the secondary or postseconoary level in a prevocational skill 
builoing program* 

subject content: materials/ tools* tasks* procedure* 

COMMENT: THIS MATERIAL WAS DEVELOPED FDR USE WITH THE EDUCaBLE MENTALLY RETAROEO PERSON 

receiving tralnun in a regular vocational education center* the learning package 
sequentially orders tasks to be executed in doing .a job* each task is quite specific, 
the detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phase* 
media: printed-matter* learning activity packet* 

source: MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401* 
CONTACT SOURCE FOR FURTHER INFORMATION* 2002771 



title: metal work* 46 P* 06/71* 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EOUCATION. 

relevant to: metals (10.14)^ metalworking occupations (17.23). 

orientation: teacher orienteo material which may be useo with special neeos students at 
the secondary level in metal working programs. outstanding illustrations. 

SUBJECT content: materials* EQUIPMENT* ACTIVITIES. 

COMMENT: THE OBJECTIVE OF THE UNIT IS TO EXPOSE STUDENTS TO DIFFERENT METALWORKING 

OCCUPATIONS AND TO TAKE THEM THROUGH A SIMPLE METALWORKING PROJECT TO FAMILIARIZE THEM 
WITH Basic tools* materials ANO procedures* there are 21 LEARNING ACTIVITIES 
OUTLINED. EACH ACTIVITY CONTAINS PERFORMANCE OBJECTIVES* NEEDED TOOLS* AND EQUIPMENT 
MATERIALS* SUGGESTED PROCEDURES* REFERENCES ANO EXCELLENT ILLUSTRATIONS WHICH CAN BE 
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metals; 10*14 



used as transparency masters. this unit would be applicable to special education and 
regular vocational education metals classest a very high quality material* 
media; guidebook* 

source; MR. C* H* JOHNSON/ JR*/ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUT'.EDGE BUILDING/ COLUMBIA/ SC 29201* LIMITED 
AVAILABILITY! COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY* THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS* 2008351 




POWER/AUTOMOTIVE MECHANICS: 10.16 
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ERIC 



A CATEGORY OF INFORMATION AND SKILLS CONCERNED WITH THE VAR-OUS FORMS OF POWER* INCLUDING 
ITS GENERATION, TRANSMISSION, AND UTILIZATION. SUBJECT MATTER AND LEARNING EXPERIENCES ARE 
ORGANIZED UNDER VARIOUS DESCRIPTIVE TITLES SUCH AS AUTOMOTIVE MECHANICS. POWER AND 
AUTOMOTIVE MECHANICS, POWER MECHANICS, TRANSPORTATION, AND OTHER POWER AND AUTOMOTIVE 
MECHANICS • 



title: power MECHANlCSt 97 Pt 06/7X. 
author: SANDERS* HARRY E. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

RELEVANT TO: DIESEL MECHANIC U7.12)# AUTOMOTIVE SERVICES (X7.03), MAINTENANCE 
tl7.100301)# SMALL ENGINE REPAIR (INTERNAL COMBUSTION) CX7.3X)# POWER/AUTOMOTIVE 
MECHANICS (10.16)# SHIP AND BOAT OPERATION AND MAINTENANCE (X7.0802). 

orientation: teacher oriented material which may be used with special needs students at 

THE SECONDARY LEVEL IN POWER MECHANICS PROGRAMS. 

SUBJECT content: orientation, activities* references, tool prices. 

comment; the o&jective of this unit is to expose students to the job opportunities* 

WORKING CONDirtONS AND SALARY AND WORK TASKS. CONNECTED WITH CAREEfRS IN POWER 
MECHANICS. THERE ARE 12 LEARNING ACTIVITIES OUTLINED. EACH ACTIVITY CONTAINS 
PERFORMANCE OBJECTIVES* NEEDED TOOLS AND EQUIPMENT, MATERIALS* SUGGESTED PROCEDURES* 
REFERENCES ANt> EXCELLENT ILLUSTRATIONS WHICH CAN BE USED AS TRANSPARENCY MASTERS. A 
POWER MECHANIC'S EQUIPMENT AND TOOLS LXST IS ATTACHED. A VERY HIGH QUALITY, 

self-contained instructional unit* 
media: guidebook. 

source: MR. C. H. JOHNSON* JR.* DIRECTOR* OFFICE OF VOCATIONAL EDUCATION* STA1^ 
DEPARTMENT OF EDUCATION, 908 RUTLEDGE BUILDING* COLUMBIA* SC 29201. LIMITED " 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008371 
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HOOOS: 10«19 



A CATEGORY OF INFO'^MATION ANO SKILLS CONCERNEO HITH WOOOS> INCLUOING VARIOUS MANUFACTUREO 
WOCO PROOUCTS/ THE TECHNOLOGY EMPLOYED IN THE MANUFACTURE ANO CCNSTRUCTION OF PROOUCTS USING 
WOOOS/ ANO RELATEO FACTORS SUCH AS OCCUPATICNS^ ECONOMICS/ ANO CONSUMER INFORMATION* 
SUBJECT MATTER ANO LEARNING EXPERIENCES ARE ORGANIZEO UNOER VARIOUS OESCRIPTIVE TITLES SUCH 
AS WOOOS/ WOOOS TECHNOLOGY/ ANO OTHER WOOOSt 



title: WOOOWORKING* Ih ?• NO OATE* 

CORPORATE author: MISSISSIPPI STATE OEPARTMENT OF EOUCATIUN* 
RELEVANT TO: WOOOS (10.19)/ CARPENTRY a7.1001). 

orientation: teacher ORIENTEO material which may be USEO with OISAOVANTAGEO ANO 

riANOICAPPEO STUOENTS AT THE SECONOARY LEVEL IN OCCUPATIONAL TRAINING OR COOPERATIVE 
WORK EXPERIENCE PLACEMENTS^ 

SUBJECT content: practical SKILLS/ CONCEPTS/ TOOLS/ MACHINES/ MERCHANOISING/ SAFETY/ 
WOOOWORKING PROCESS. 

comment: this unit is presently being USEO WITH OISAOVANTAGEO ANO HANOICAPPEO STUOENTS ' 

in vocational training programs in mississippi* it is a very general task ano 
iiaterials listing sheet that contains general ano specific performance objectives* a 
relateo eoucation teacher might use such a unit to get a quick overview of the topics 
to which relateo instruction could be geareo* evaluation is currently being conducted 
on the materials* the copy received for annotating was difficult to read* other 
copies may or may not have this reproduction defect* 
media: guidebook* 

source: bill LOWERY/ assistant DIRECTOR/ HANDICAPPED PROGRAM/ ITJ* JUNIOR COLLEGE/ 

TUPPELD CENTER/ TUPPELD/ MSt LIMITED QUANTITIES AVAILABLE* 2003621 



title: radial arm saw. cassette/slides* 
relevant to: woods (10*19)* 

orientation: student oriented rlATERlAL WHICH MAY BE USED WITH SPECIAL NEEDS STUOENTS AT 
THE SECONDARY AND POSTSECONDARY IN INSTRUCTION ON THE RADIAL ARM SAW* 

SUBJECT content: radial arm saw* 

comment: a tape/slide presentation designed to be used by STUOENTS IN A 

SELF-INSTRUCTIDNAL PROGRAMt TAPE IS CLEARLY NARRATED ANO CAN BE EASILY FOLLOWED BY 
SPECIAL NEEDS STUDENTS* INCLUDES A STUDY GUIDE* 

media: MULTIMEDIA/ AUDID-CA8SETTE/SLIDES/ CASSETTE/ STUDY GUIDES* 

source: W* J* HOPPES/ SUPT* OF SCHOOLS/ 1820 WASHINGTON STREET/ FORT BENTON/ MT 59^^42* 
CONTACT SOURCE FDR PRICE INFORMATION* 2004601 



title: WODOSHOP tools use job evaluation SHEETS* 7 P* 1971* 
RELEVANT TO: WOODS (10*19)/ WOODWORKING OCCUPATIONS (17*36)* 

orientation: teacher oriented material which may be USED WITH EOUCABLE MENTALLY 

RETARDED PERSONS AT THE SECONDARY LEVEL IN WDCOSHOP COURSES* 
SUBJECT content; EQUIPMENT/ PRACTICE FORMS* 

comment: This series of sheets provides a means to record teacher assessments of 
student progress by recording successful completion of behavioral objectives* a 
series of skills are given and a column is provided fdr date of approved performance 
ano the supervisor's initials* a good idea fdr work experience programs* 

media: WORKBOOK* 

source: special needs program coordinator/ diversified DCCUPATIOr^S/ BARRE VOC* TECH* 
CENTER/ BARRE/ VT* 2004871 



MATHEMATICS! !!• 
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nil^MwIi^^ COMPRISES THE BODY OF RELATED SUBJECT MATTER, OR THE BODY OF RELATED COURSES, 
ORGANIZED FOR CARRYING ON LEARNING EXPERIENCES CONCERNED WITH THE SCIENCE OF RiLAT?nNQ 
np^n^jMr QUANTITIES (MAGNITUDE) AND OPERATIONS AND THE SCIENCE Sf SetSoDS JsED FOR 

DEDUCING FROM OTHER QUANTITIES, KNOWN OR SUPPOSED, THE QUANTITIES SOUGHT. 



title: mathematics diagnostic tests. 09/68. 
CORPORATE author: JOB CORPS. 
RELEVANT to: MATHEMATICS (11.). 

orientation: student oriented material which may be used with special needs students at 

THE SECONDARY AND POSTSECONDARY LEVEL IN REMEDIAL MATHEMATICS TRANInq! STUDENTS AT 
SUBv'ECT content: basic mathematics. tnAii^b IKAINING. 

COMKENTJ JOB CORPS PROGRAMS ARE DESIGNED TO ASSIST STUDENTS TO PASS THEIR GEO TEST. 
THIS SET OF TESTS ASSESSES WHERE THE STUDENT IS IN T,1E OF MATH SKILLsf A GOo5 REVIEW 
OF BASIC SKILLS NECESSARY TO FUNCTION IN THE JOB WORLD. ="^I'-LS. A GOOD REVIEW 

media: workbook. 

source: job corps, development division, manpower administration, U.S. department ne 
LABOR, nil 18TH STREET, N.H., WASHINGTON, DC 20210. LIMITED SUPPLY. gJoS^Tl 
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ELEMENTARY • SCHOOL MATHEMATICS tK-6): 11.01 



MATHEMATICS SUBJECT MATTER^ OESIQNED FOR THE ELEMENTARY SCHOOL^ WHICH USUALLY IS CONCERNEO 
WITH THE STUOY OF VARIOUS ASPECTS OF ARITHMETIC/ INFORMAL ALGEBRA/ ANO INFORMAL GEOMETRY. 
AN OVERALL GOAL IS UNCERSTANOING ACCOMPANIEO BY REASONABLE EFFICIENCY IN BOTH THE 
COMPUTATIONAL ANO APPLICATIONAL PHASES OF MATHEMATICS. TOWARO THIS ENO CERTAIN EMPHASES 
PERMEATE ALL TOPICS ANO ALL GRAOE LEVELS. AMONG THESE ARE (1) THE USE OF MANIPULATIVE ANO 
PICTUREO MATERIALS TO CLARIFY lOEAS ANO TO BUILO MEANINGS/ (.2) RECOGNITION OF THE ROLE OF 
MATHEMATICS IN REAL LIFE ANO ITS USE IN PROBLEM SOLVING SITUAT ICNS/' ( 3 ) THE RATIONALE OF THE 
OECIMAL NUMERATION SYSTEM ANO OF THE ALGORITHMS OF THE OPERATIONS/ THE RELATIONSHIPS 

WHICH EXIST WITHIN A SINGLE OPERATION/ BETWEEN TWO OPERATIONS/ ANO AMONG THE FOUR 
OPERATIONS/ (5) THE CONTINUOUS OEVELOPMENT OF THE CONCEPTS WHICH ARE BASIC TO ANY TOPIC 
STUOiEO/ FROM THE SIMPLEST BEGINNINGS TO WHATEVER EXTENSIONS ANO EXPANSIONS ARE CONSISTENT 
WITH THE LEARNER'S ABILITY TO COMPREHENO/ (6) PROVISION FOR PREREQUISITE LEARNINGS FOR LATER 
TOPICS/ (7) THE USE OF METHOOS WHICH WILL INTEREST/ STIMULATE/ ANO MOTIVATE THE PUPIL/ ANO 
(8) APPROPRIATE AOJUSTMENTS FOR VARIATIONS IN THE ABILITIES OF PUPILS. IN PRACTICE/ THE 
SUBJECT MATTER USUALLY IS ORGANIZED ON A SPIRAL PLAN. BY MEANS OF THIS PLAN PUPILS STUOY 
THE SAME SUBJECT-MATTER TOPIC TWO OR MORE YEARS OR GRAOE-PLACEMFNT LEVELS/ EACH TIME AT A 
HIGHER LEVEL OF OIFFICULTY. 



title: calculator mathematics for junior high school. 95 P. 06/68. 

author: RULL/ marvin h. ano margaret ahrenholtz. 

CORPORATE author: THE QUINCY PUBLIC SCHOOL SYSTEM ANO SOUTHERN ILLINOIS UNIVERSITY. 
RELEVANT TO: ELEMENTARY - SCHOOL MATHEMATICS (K-6) (ILOl)/ BUSINESS MACHINE OPERATORS 
( 14.0104) . 

orientation: STUOENT oriented material WHICH CAN BE USEO WITH SIGHTEO SPECIAL NEEOS 
STUOENTS AT THE SECONDARY OR POSTSECONOAR Y LEVEL IN DISTRIBUTIVE EDUCATION OR 
OCCUPATIONAL TRAINING. 

SUBJECT content: ADDITION/ SUBTRATIDN/ MULTIPLICATION/ DIVISION/ DECIMALS/ BUSINESS 
FORMS/ WORD PROBLEMS/ PER CENT. 

comment: answer key included. this document can be USEO INDEPENDENTLY BY STUOENTS WITH 
LOW VERBAL ABILITY. THERE IS LITTLE READING INVOLVED ANO THE SELECTIONS ARE WRITTEN 
ON A FOURTH TC SIxTH GRADE READING LEVEL. THE MATERIAL TEACHES THE STUOENT HOW TO 
PERFORM SIMPLE ARITHMETIC PROBLEMS ON A CALCULATING MACHINE. MATERIAL MAY HAVE SOME 
RELEVANCE TO WORK WITH MORE CAPABLE MENTALLY RETARDED AS WELL AS OTHER SIGHTED SPECIAL 

neeos students, 
media: workbook. 

source: MR. M* H. RULL/ PROS/ COORD./ QUINCY HIGH SCHOOL/ 1444 MAINE STREET/ QUINCY/ IL 
62301» SINGLE COPY ONLY. CONTACT SOURCE FDR PRICE INFORMATION- 2003761 



mathematics: Utos 
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MATHEMATICS SUBJECT MATTER OESIQNEO FOR THE JUNIOR HI6H SCHOOL ANO CONCERNEO WITH EXTENOINQ 
THE VARIOUS ASPECTS OF ARITHMETIC* ALGEBRA, AND INFORMAL GEOMETRY TAUGHT IN THrELEMENTARY 
SCHOOL. THERE ARE ALSO MORE AOVANCEO TOPICS INTROOUCEO ON AN INFORMAL BASIS- EMPHASIS IS 
ON (A) EXPANOING THE TOPICS STUOIEO IN THE ELEMENTARY SCHOOL ANO INTROOUCINQ AOVANCEO TOPICS 

LEARNERS. ABILITY TO COMPREHENO, (B) THE APPLICATION OF MATHE^^^^ 
METHOOS OF PROBLEM SOLVING ANO (0) METRIC ANO NONMETRIC GEOMETRY. 

title: mathematics unit tests: whole numbers. 09/68. 

CORPORATE author: JOB CORPS. 

RELEVANT TO: MATHEMATICS (lli02), GENERAL MATHEMATICS (11.11). 

orientation: STUOENT ORIENTEO material which MAY BE USEO WITH SPECIAL NEEOS STUOENTS AT 

THE SECONOARV ANO POSTSECONO ARY LEVEL IN REMEOIAL MATHEMATICS TRAINING. 
SUBJECT content; whole NUMBERS/ BASIC MATHEMATICS. 

comment; a OIAQNOSTIC instrument which has been USEO SUCCESSFULLY WITH OISAOVANTAGEO 
STUDENTS AT JOB CORPS SITES ACROSS THE COUNTRY. 

meoia: workbook. 

source; job corpse OEVELOPMENT OIVISION/ manpower AOMlNISTRATIONi U.S. OEPARTMENT OF 
LABOR/ nil 18TH STREET/ NtW./ WASHINGTON/ OC 20210. LIMITEO SUPPLY. 2008if81 

title: mathematics unit tests: decimals/ PERCENTS/ and MEASUREIIENT. 09/68. 
CORPORATE author: JOB CORPS. 

RELEVANT TO: MATHEMATICS (llt02)/ GENERAL MATHEMATICS (11.11). 

orientation: student oriented material which may be USEO WITH SPECIAL NEEOS STUOENTS AT 

THE SECONDARY AND POSTSECONO ARY LEVEL IN REMEDIAL MATHEHATICS TRAINING. 
SUBJECT CONTENT: DECIMALS/ PERCENTS/ ANO MEASUREMENT. 

comment; a good diagnostic instrument FDR MEASURING STUOENT PERFORMANCE IN THESE SKILL 
AREAS. THIS HAS BEEN USED AT JOB CORPS SITES ACROSS THE COUNTRY. 

meoia: workbook. 

source; job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ U. S. OEPARTMENT OF 
LABOR/ nil ISTH STREET/ N*W./ WASHINGTON/ OC 20210. LIMITEO SUPPLY. 2008if91 

title: mathematics unit tests; fractions. 09/68. -1 

CORPORATE author: JOB CORPS. ' 
RELEVANT TO: MATHEMATICS (lli02)/ GENERAL MATHEMATICS (11.11). 

orientation: student oriented MATERIAu which has been USEO WITH SPECIAL NEEOS STUOENTS 
AT THE SECONDARY AND POSTSECDNDARY LEVEL IN REMEDIAL MATHEMATICS. 

SUBJECT content; fractions. 



comment: a good review of this subject with evaluation built in. this material has 

BEEN USEO SUCCESSFULLY WIth OISAOVANTAGEO PERSONS AT JOB CORPS SITES ACROSS THE 
COUNTRY. ^>*i«iQ Aurcuoo me. 

meoia: workbook. 

S0U«CE: job CORPS/ development DIVISION/ MANPOWER ADMINISTRATION/ U. S. OEPARTMENT OF 
LABOR, nil 18TH STREET/ NtW./ WASHINGTON/ OC 20210* LIMITEO SUPPLY. 200850 



title: arithmetic for everyday life. 71 p. 1951. 

CORPORATE author: UNITED STATES ARMED FORCES INSTITUTC 
RELEVANT TO: MATHEMATICS (11.02). 

orientation: student oriented material WHICH MAY BE USED WITH SIGHTED SPECIAL NEEOS 

STUDENTS AT THE SECONDARY AND POSTSECDNDARY LEVEL IN REMEDIAL MATHEMATICS PROGRAMS. 
SUBJECT CONTENT: ARITHMETIC. cn«iiuo rrtuvjKAna. 

comment; the document is illustrated with LINE DRAWINGS OF SOLDIERS WHICH MAY BE 
MOTIVATING FDR STUDENTS WISHING TC ENLIST IN THE ARMY. THERE ARE UNITS ON 
MEASUREMENT/ CHAnGEMAK ING/ FRACTIONS/ ADDITION/ MULTIPLICATION/ SUBTRACTION ANO 
DIVISION. THC DIRECTIONS ARE WRITTEN AT THE FOURTH TC» SIXTH GRADE READING LEVEL. 

media: textbook, 
source: g.p.d./ no price. 



2090921 
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mathematics: ii.oa 



title: arithmetic* • •for everyday LIFE.tLEVEL 6* 136 P* NO OATE* 

author: beckmann, milton w. 
relevant to: mathematics (11.02). 

orientation: STUOENT ORIENTEO material WhIC^ MAY BE USEO WITH SIGHTEO SPECIAL NEEOS 

STUDENTS AT THE SECONDARY AND POST SECONDARY LEVEL IN REMEDIAL MATHEMATICS PROGRAMS. 
SUBJECT content: ARITHMETIC. 

comment: the document is illustrated with line drawings of soldiers which hay be 
motivating for students wishing to enlist in the army. there are units on 
measurement^ changemak ing/ fractions/ addition/ multiplication/ subtraction/ and 
division. the directions are written on a fifth to sixth grade reading level* 

media: textbook. 

source: G.P.O.i 0800-0059/ NO Pt^ICE. 2090931 



GENERAL MATHEMATICS! U*U 
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AN ORGANIZED BODY OF MATHEMATICS SUBJECT MATTER WHICH FREQUENTLY COMPRISES AN ALTERNATIVE TO 
THE SEQUENCE OF COlLEGE«PREPARATORY MATHEMATICS COURSES. *LTbRNATiVL TO 



TITLE! VOCATIONAL RELATED 

NO DATE* 
CORPORATE author: TENNE 
RELEVANT TO! GENERAL MA 
ORIENTATION! STUDENT OR 

OR HANDICAPPED STUDENT 
SUBJECT CONTEi'JT! NUMBER 

RELATED INFORMATION SH 
COMMENT! THIS MATERIAL 

INDEPENDENTLY BY THE S 

WOULD BE VERY APPROPRI 

GROUPS* 
MEDIA! WORKBOOK^ ANSWER 
SOURCE! VOCATIONAL CURR 

SOURCE FOR PRICE INFOR 



HATH FOR VOCATIONAL IMPROVEMENT PROGRAMS* BLAST OFF* 186 P» 

SSEE STATE BOARD FOR VOCATIONAL EDUCATION* 
THEMATICS (U.ll). 

lENTEO MATERIAL WhICH MAY BE USED WITH ANY SIGHTED OIGADVANTAGED 
IN RELATED BASIC EDUCATION PROGRAMS. 

SYSTEM! ADDITION! SUBTRACTION/ MULTIPLICATION, DIVISION, 
lEET/ SKILL PRACTICE/ ASSIGNMENT SHEETS/ EVALUATION* 
IS A SERIES OF PROBLEMS IN BASIC MATHEMATICS WHICH CAN BE USED 
TUDENT. AN ANSWER KEY BOOKLET ACCOMPANIES THE WORKBOOK* THIS 
ATE FOR EDUCABLE MENTALLY RETARDEP AS WELL AS OTHER HANDICAPPED 

KEY* 



ICULUM LABORATORY/ BOX 1114/ MURFREESBORO/ TN 
MATION* 



37130* 



CONTACT 
2000961 



TITLE! VOCATIONAL 
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TITLE! COMPUTATION SKILLS* INTEGERS. NO DATE* 
AUTHOR! BUSBEE/ CYRIL B* 

CORPORATE AUTHOR! SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION* 
RELEVANT TO! GENERAL MATHEMATICS (11*11)* 

ORIENTATION! STUDENT ORIENTED MATERIAL WHICH MAY BE USED AT THE SECONDARY LEVEL IN 

REGULAR MATH PROGRAMS* 
SUBJECT CONTENT! INTEGERS/ FRACTIONS/ DECIMALS/ PERCENTAGES/ GEOMETRY, MEASUREMENT/ 

SPECIAL EXPERIMENTS* 

COMMENT! UNIQUE APPROACH TO MATH CURRICULUM DESIGNED FOR THE POTENTIAL DROPOUT. 

MATERIAL IS ACCOMPANIED BY TEACHER GUIDEBOOK* 
MEDIA! TEXTBOOK* 

SOURCE! MR. G. 0* SMITH/ JR , / PROJECT COORDINATOR ADJUCT EDUCATION, S.C* DEPT. OF 

EDUCATION/ 1429 SENATE STREET/ COLUMBIA/ SC 29201. 2003361 

TITLE! COMPUTATION SKILLS TEACHER'S GUIDE* NO OATE* 
AUTHOR! JENKINS/ MARIAN, AND OTHERS. 

CORPORATE AUTHOR! SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION* 
RELEVANT TO! GENERAL MATHEMATICS (11*11)* 

TEACHER ORIENTED GUIDEBOOK TO BE USED IN CONJUNCTION WITH STUDENTS TEXT OF 
THE SAME TITLE* 

SUBJECT CONTENT! VISUAL MASTERS/ ANSWER SHEETS/ STUDENT HANDOUTS* 

comment! unique approach to math designed with the potential dropout in mind, 
media: guidebook* 

SOURCE! MR* G. 0* SMITH/ JR*, PROJECT COORDINATOR ADJUNCT EDUCATION, S.C STATE DEPT. 
OF EDUCATION/ 1429 SENATE STREET/ COLUMBIA/ SC 29201* 2003401 



225/000 P* 1972. 



TITLE! INDIVIDUALIZED LEARNING FOR ADULTS ( ILA ) -MATHEMATICS . 
CORPORATE AUTHOR! RESEARCH FOR BETTER SCHOOLS/ INC* 
RELEVANT TO! GENERAL MATHEMATICS (11*11), EDUCATIONAL (19.0102). 

ORIENTATION! TEACHER AND STUDENT ORIENTED MATERIAL WHICH MAY BE USED WITH ANY SIGHTED 
REMEDIAL READING STUDENT, PARTICULARLY ADULTS/ AT THE SECONDARY OR POSTSECONDARY LEVEL 
IN RELATED EDUCATION PROGRAMS. QUESTIONABLE APPLICATION OF SOME UNITS TO THE MENTALLY 
RETARDED * 

SUBJECT CONTENT! MATHEMATICS IN FIVE AREAS! NUMERATION PLACE-VALUE, 



8% 



GENERAL riATHEHATI CS : 11*11 



ADDITION-SUBTRACTION/ MULTIPLICATION-DIVISION/ GEOMETRY-MEASUREHENT/ APPLICATIONS* 
SUBJECT CONIEKT PARTICULARLY RELEVANT TO VOCATIONAL EDUC AT ION--FRACT IONS> DECIMALS/ 
PERCENTAGES/ MEASUREMENT/ TIME/ ChANGEMAKiNG/ PROPERTY AND INCOME TAX/ CREDIT AND CASH 
BUYING/ BANKING/ BUDGETING/ INSURANCE/ EARNING AND PAYING COMMISSIONS/ RATE PAIRS SUCH 
AS MILCS per HOUR/ DOLLARS PER HOUR/ WORDS PER MiNUTE/ MILES PER GALLON/ GRAPHING* 
COMMENT: THIS PACKAGE IS A SERIES OF MULTIPLE UNITS CONTAINING STUDENT WORK SHEETS/ 
SKILL MASTERY REVIEWS/ PRE AND POST TESTS/ ANSwER KEYS* STUDENT RECORD FOkMS/ 
PRESCRIPTION SHEETS/ COMPREHENSIVE ENTRANCE TEST* THE MATERIAL/ DEVELOPED UNDER A 
U»S»OfE* GRANT/ IS DESIGNED TO PREPARE ILLITERATE ADULTS FOR GEO AND CAREER EDUCATION 
PROGRAMS* THE 282 PACKAGES FEATURE BEHAVIORAL OBJECTIVES/ CRITERION REFERENCED 
TESTING/ AND MINIMAL VERBAL OR READING LEVEL* LEARNER DIRECTS INSTRUCTIONAL PLANNING* 
MULTIPLE LEARNING ACTIVITIES INCLUDED* PACKET CONTAINS EXTREMELY THOROUGH WELL PACED/ 
HIERARCHICALLY ARRANGED LEARNING SEQUENCE WHICH HAS RECEIVED EXTENSIVE FIELD TESTS 
WITH VARIOUS ETHNIC MINORITIES AND DISADVANTAGED POPULATICNS. BASIC 
REA0ING*CCHMUNICATI0NS PROGRAM AVAILABLE* ORGANIZATION EXPECTS TO DEVELOP CAREER 

cluster related reading and math 1972-73# 
nedia: kit. 

source: research for better schools/ 1700 MARKET STREET/ PHILADELPHIA/ PA 19103* 

CONTACT SOURCE FOR PRICE INFORMATION* 2004521 



title: plus and minus with VICTOR/ OUR DIVIDED TIMES* CASSETTE/SLIOES* 

relevant to: general mathematics (11*11).' accounting and computing occupations (14*01)* 
orientation: student oriented material which may be used with special needs students at 

THE SECONDARY AND POSTSECONDARY LEVEL IN INSTRUCTION ON THE VICTOR MODEL 1400 
CALCULATOR* 
SUBJECT content: ADD/ SUBTRACT/ DIVIDE* 

comment: a TAPE/SLIDE PRESENTATION DESIGNED TO BE USED 8Y STUDENTS IN A 

SELF-INSTRUCTIONAL PROGRAMt INSTRUCTION APPLIES TO THE VICTOR MODEL 1400 CALCULATOR* 
TAPE IS CLEARLY NARRATED AND EASILY FOLLOWED BY SPECIAL NEEDS STUDENTS* INCLUDES 
STUDY GUIDES. 

media: MULTIMEDIA/ AUDI H-C ASSETTE/SLI DES/ 1 CASSETTE/ STUDY GUIDES* 

source: W* J* HOPPES/ SUPT* OF SCHOOLS/ 1820 WASHINGTON ST*/ FORT BENTON/ MT 59442* 
CONTACT SOURCE FOR PRICE INi^ORMATION* 2004661 



title: mathematics manual* 69 P* 09/68* 
CORPORATE author: JOB CORPS. 
RELEVANT TO: GENERAL MATHEMA'TT*? (11.11). 

orientation: teacher and CURMCULUM developer oriented material WHICH MAY BE USED WITH 
SPECIAL NEEDS STUDENTS AT HE SECONDARY AND POSTSECONDARY LEVEL IN MATHEMATICS 
PROGRAMS* 

SUBJECT content: basic mathematics SYSTEM/ PROBLEM AREAS/ GUIDELINES FOR SOLUTIONS/ 

recordkeeping/ evaluation and revision/ unit analysis/ who) £ numbers/ fractions/ 
decimals and measurement. 

comment; a manual which outlines the job corps mathematics curriculum, the program is 
designed to teach students a variety of basic skills that serve as a oatekay to 
employment. much of the materials used bv the student are self«instructional. the 
basic mathematics system consists of three parts: the entry phase/ instructional 
phase/ and the exit phase* 

media: guidebook. 

source; job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ N«W*/ WASHINGTON/ DC 20210* LIMITED AVAILABILITY* SINGLE 
COPY MAY BE AVAILABLE/ DEPENDING UPON THE SUPPLY/ FROM THE DEVELOPMENT DIVISION* 

2004951 



title: figure it out* book 2t 80 P* 1965* 
AUTHORt WALLACE/ MARY C* 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION* 
RELEVANT TO: GENERAL MATHEMATICS (ll*U)* 

orientation: student oriented material WHICH MAY BE USED BY STUDENTS WITH SPECIAL NEEDS 

AT THE SECONDARY LEVEL IN PREVOCATIONAL EDUCATION* 
SU3JECT content: BASIC MATHEMATICS* 

COMMENT; THIS MATERIAL WAS SENT TO NWREL AS A PUBLISHERS COPY AND HAS BEEN SELECTED FOR 
LISTING* MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 
SAMPLE COPY* THE TEXT TAKES THE STUDENT FROM SIMPLE ADDITION TO PERCENTAGES BY 
EXTENSIVE USE OF DRILL INCLUDING WORD PROBLEMS* 

media: workbook* 

source: educational opportunities DIVISIOi./ division of FOLLETT PUBLISHING CO*/ 1010 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607* 2007841 



GENERAL MATHEMATICS: 



85 



title: figure it out» e*^ p. i965« 

author: WALLACE/ MARY C« 

CORPORATE author: EDUCATIONAL OPPORTUNITIES DIVISION* 
RELEVANT to: GENERAL MATHEMATICS (ll«Xl)« 

ORIF^NTaTION: student oriented material which may BE USED BY STUDENTS WITH SPECIAL NEEDS 
AT THE SECONDARY LEVEL IN PREVOCATICNAL EDUCATION* 

SUBJECT content: Basic mathematics* 

COrtHENTj THIS MATERIAL WAS SENT TO NWREL AS A PUBLISHERS COPY AND HAS BEEN SELECTED FOR 
LISTING* MATERIALS FROM OTHER PUBLISHERS REGRETaBlY WERE NOT INCLUDED DUE TO LACK OF 

sample copy* the text takes the student from simple addition to averages by extensive 
use of drill including word problems* 
media: workbook* 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO*/ lOlO 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607* 2007861 



title: computation skills— mathematics* 166 P* NO DATE* 

author: bullaro/ perry m*/ and others* 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION* 

relevant to: general mathematics (11*11)* 

orientation: teacher oriented material which may be used with special needs students at 
the secondary level in related mathematics programs* 

SUBJECT content: ratio and PROPORTION/ PERCENT/ SIMPLE ALGEBRA/ GEOMETRY/ MEASU;?EMENT/ 
GRAPHS* 

comment: the visuals in this material would make excellent transparency masters* the 
mathematics covered in this material is not appropriate for most retarded persons* 

source: MR* C* H* JOHNSON/ JR*/ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEDGE BUILDING/ COLUMBIA/ SC 29201* LIMITED 
AVAILABILITY* COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS* 2008181 



title: computation skills* 191 P* NO DATE* 
AUTHOR: JENKINS/ MARIAN/ AND OTHERS* 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION* 
RELEVANT TO: GENERAL MATHEMATICS (11*11)* 

orientation: teacher oriented MATERIAL WHICH MAY BE USED WITH SPECIAL NEEDS STUDENTS AT 

the secondary level in related mathematics programs* 
subject content: curriculum^ materials/ activities/ equipment* 

comment: a real treasure of teaching ideas and materials* numerous visuals used in 
this document wh^ch would make excellent transparency masters* this is quite a 
detailed manual on the exact sequence of teaching activities which can be used to 
teach a number of mathematics concepts to special needs students* extremely detailed 
references to unique learning activities/ games and supplementary materials* a high 
quality document which could be used with special education as well as regular 
vocational education students* 

media: guidebook* 

source: MR* C* H. JOHNSON/ JR*/ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEDGE BUILDING/ COLUMBIA/ SC 29201* LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY* THESE CAN THEN BE 
^DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS* 2008201 



title: mathematics unit tests: whole numbers* 09/68* 
CORPORATE author: JOB CORPS* 

relevant to: mathematics (11*02)/ general mathematics (11*11)* 

orientation: student oriented material which may be used with special needs students at 
the secondary and postseconoar y level in remedial mathematics training* 

SUBJECT content: whole NUMBERS/ BASIC MATHEMATICS* 

comment: a diagnostic instrument rlhlch has been used successfully with disadvantaged 

students at job corps sites across the country* 
medja: workbook. 

source: job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ U*S* DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ N*W*/ WASHINGTON/ DC 20210* LIMITED SUPPLY* 2008481 



title: mathematics unit tests: decimals/ PERCENTS/ and measurement* 09/6S* 
CORPORATE author: JOB CORPS* 

RELEVANT TO: MATHEMATICS (11*02)/ GENERAL MATHEMATICS (11*11). 

orientation: student oriented material which may be used with SPECIAL NEEDS STUDENTS AT 

THE SECONDARY AND POSTSECONDARY LEVEL IN REMEDIAL MATHEMATICS TRAINING* 
SUBJECT content: DECIMALS/ PERCENTS/ AND MEASUREMENT* 

comment: a good diagnostic instrument for measuring student performance in these skill 
areas* this has been used at jod corps sites across the country* 
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MEOIA: WOr^KBOOK* 

source: job corps/ OEVELOPMENT 0IVISI0N# manpower AOMINISTRATION/ [}• S* OEPARTMENT OF 
LABOR^ im 18TH STREET/ NiW*/ WASHINGTON/ OC 20210* LIMITEO SUPPLY. 2008^91 



title: mathematics unit tests: fractions. 09/68« 
CORPORATE author: JOB CORPS* 

relevant to: mathematics (11«02)/ general mathematics (ll*ll)« 

orientation: STUOENT ORIENTEO MATERIAL WHICH HAS BEEN USEO WITH SPECIAL NEEOS STUOENTS 
AT THE SECONOARY ANO POSTSECONOARY LEVEL IN REMEOIAL MATHEMATICS. 

SUBJECT content; fractions. 

comment: a gooo review of this subject with evaluation built in. this material has 
been useo successfully with disaovantageo persons at job corps sites across the 

COUNTRY. 

meoia: workbook. 

source; job corps/ oevelopment oivision/ manpower aoministration/ u. s. oepartmemt of 
labor/ 1111 18th street/ n»w./ wasr.ingtqn/ oc 20210* limiteo supply. 2008501 



title: mathematics section tests. 09/68. 
CORFORATE author: JOB CORPS. 
RELEVANT TO: GENERAL MATHEMATICS tll.ll). 

orientation: STUOENT ORIENTEO MATERIAL WHICH MAY BE USEO WITH SPECIAL NEEOS STUOENTS AT 

THE SECONOARY ANO POSTSECONOARY i.EVEL IN REMEOIAL MATHEMATICS* 
SUBJECT content: basic mathematics* 

comment; a gooo mathematics workdogk for use with 0isa0vanta<3e0 stuoents which has been 

useo successfully at a number of job corps sites across the countryt 
meoia: workbook. 

source: job corps/ oevelopment OIVISION/ manpower AOMINISTRATION/ U. S* OEPARTMENT 0^^ 
LABOR/ 1111 18TH STREET/ NtW./ WASHINGTON/ OC 20210. LIMITEO SUPPLY. 2008511 



title: UNOERSTANOING math • 2t 293 P* 01/72* 
author: WYKS/ HOLLIS W. ANO ROBERT J. AUSTIN* 
CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE OEAF* 
RELEVANT TO: GENERAL MATHEMATICS (ll*ll)j AUOITORY (19*0a0101)* 

orientation: STUOENT ORIENTEO material which may be USEO WITH OEAF OR OTHER SPECIAL 

NEEOS STUOENTS AT THE SECONDARY LEVEL IN BEGINNING OR REMEOIAL MATHEMATICS PROGRAMS* 
SUBJECT content; FRACTIONS/ MIXEO NUMBERS/ * MULAS/ OECIMALS ANO PER CENTS/ TIME* 
comment: a workbook with SUITABLE ILLUSTRATIONS. THIS 30ES NOT LOOK LIKE A PRIMARY 

material ano hence oloer stuoents may be more willing to use it. there is opportunity 
for much repeated orill ano practice, 
mcoia: workbook. 

source; marie H. KATZENBACH school for the OEAF/ WEST TRENTON/ NJ 08625. 2010i^61 



title: UNOERSTANOING MATH * It 145 P* 09/71* 
author; WYKS/ HOLLIS Wt ANO ROBERT J. AUSTIN* 
CORPORATE author: MARIE H* KATZENBACH SCHOOL FOR THE OEAF* 
RELEVANT to: GENERAL MATHEMATICS (11.11)/ AUOITORY (19*020101)* 

orientation; student oriented MATERIAL WHICH MAY BE USED WITH DEAF OR OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN BEGINNING OR REMEDIAL MATHEMATICS PROGRAMS* 
SUBJECT content; ADDITION/ SUBTRACTION/ MULTIPLICATION AND DIVISION* 

comment: a workbook with suitable illustrations* this ddes not look like a primary 
material and hence older students may be more willing to use it* there is opportunity 
for much repeated drill and practice* 

media: workbook* 

source; marie H* KATZENBACH school for the DEAF/ WEST TRENTON/ NJ D8625i 2010^^71 
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THE NATURAL SCIENCES INCLUDE THE BODY OF RELATED SUBJECT MATTER/ OR THE BODY OF RELATED 
COURSES ORGANIZED FOR CARRYING ON LEARNING EXPERIENCES CONCERNED WITH KNOWLEDGE OF THE 
PHYSICAL AND BIOLOGICAL WORlDi AND THE PROCESSES OF DISCOVERING AND VALIDATING THIS 
KNOWLEDGE* 
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EARTH-SPACE SCIENCES! 13.04 



FACTS/ CONCEPTS! AND PRINCIPLES OF GEOLOGY/ ASTRONOMY/ METEOROLOGY/ OCEANOGRAPHY, AND SPACE 
EXPLORATION WHICH ARE INTERRELATED IN THE STUDY OF THE NATURAL ENVIRONMENT OF BOTH EARTH AND 
SPACE* 



title: basic science environmental skills. 100 ?• NO DATE* 

author: linder/ alice/ and others. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

relevant to: consumer ftducatlon (15.05)/ earth-space sciences (13.04). 

orientation: teacher oriented material which may be used with special needs students at 

the secondary level in science related programs, 
subject content: safety/ diversity and unity/ continuity/ interdependence/ behavior/ 

matter/ heat/ waves/ motion* electricity and magnetism/ machines, 
comment: this material is drawn from the biological sciences curriculum study which was 

developed in colorado for use with educable mentally retarded. it attempts to make 

science interesting and enjoyable. performance objectives included, 
media: guidebook. 

source: MR. C. H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEDGE BUILDING/ COLUMBIA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008221 



OFFICE occupations: 14. 
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THIS BOOY OF SUBJECT MATTERj OR COMBINATION OF COURSES ANO PRACTICAL EXPERIENCE^ IS 
ORGANIZED INTO PROGRAMS OF INSTRUCTION TO PROVIDE OPPORTUNITIES FOR STUDENTS TO PREPARE FOR 
OR ADVANCE IN SELECTED OFFICE OCCUPATIONS. I.M THE INSTRUCTIONAL PROCESS VARIOUS ASPECTS OF 
SUBJECT MATTER FREQUENTLY ARE DRAWN FROM OTHER SUBJECT-MATTER AREAS. LEARNING EXPERIENCES 
ARE DESIGNED TO LEAD TO EMPLOYMENT AND/OR ADVANCEMENT OF INDIVIDUALS IN OCCUPATIONS IN 
PUBLIC OR PRIVATE ENTERPRISES OR ORGANIZATIONS RELATED TO THE FACILITATION FUNCTION OF THE 
OFFICE. tFAClLlTlES FUNCTION? AS USED HERE REFERS TO THE EXPEDITING ROLE PLAYED BY OFFICE 
OCCUPATIONS AS THE CONNECTING LINK BETWEEN THE PRODUCTION AND DISTRIBUTION ACTIVITIES OF AN 
ORGANIZATION. INCLUDED ARE A VARIETY OF ACTIVITIES^ SUCH AS RECORDING ANO RETRIEVAL OF 
DATA> SUPERVISION ANO COORDINATION OF OFFICE ACTIVITIES^ INTERNAL AND EXTERNAL 
COMMUNICATION^ ANO THE REPORTING OF INFORMATION. IN THIS AREA ARE THE ITEMS INFORMATION 
WHICH IDENTIFY CATEGORIES OF CAREER OBJECTIVES IN OFFICE OCCUPATIONS^ ANO AROUNO WHICH 
COURSES ANO PRACTICAL EXPERIENCES ARE DEVELOPED. 



title: ANITA POWERSi OFFICC WORKER. 96 Pt 1967. 
author: LERNER> LILLIANj and MARGARET MOLLER . 
CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 
RELEVANT to: OFFICE OCCUPATIONS (14. )• 

orientation: student oriented material which may be used by sighted special needs 

STUDENTS AT THE SECONDARY LEVEL IN PREVOCA T I ONAL TRAINING. 

SUBJECT content: comprehensive checks^ vocabulary^ automation^ orientation. 

comment: this material was sent to NWREL as a publishers sample and has BEEN SELECTED 
FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK 
OF SAMPLE COPY. GEARED TO APPROXIMATELY FOURTH - SIXTH GRADE READING LEVELS. BOOKLET 
IN STORY FORM WITH COMPREHENSION CHECKS AT THE CONCLUSION OF EACH CHAPTER. GIVE<? A 
GOOD OVERVIEW OF BEING AN OFFICE WORKER. A TEACHERfS GUIDE ANO ANSWER KEY BY THE SAME 
PUBLISHER ACCOMPANIES THIS WORKBOOK. 

media: textbook. 

source: educational opportunities division^ division of FOLLETT publishing CO.i lOlG 
WEST WASHINGTON BLVD.j CHICAGO^ IL 60607. 2007551 



title: office occupations. 47 p. 06/71. 

author: reenstjernaj swannee. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

relevant to: office occupations (14.). 

orientation: teacher oriented material which may be used with special needs students at 

THE SECONDARY LEVEL IN PREVOCA T I ONAL PROGRAMS^ OUTSTANDING ILLUSTRATIONS. 
SUBJECT CONTENT: PREVOC ATIONALj MATERIALS, EQUIPMENT^ ACTIVITIES^ OFFICE FORMS. 

comment: the objective of the unit is to expose students to the variety of forms which 
they will use in the working world and to give them a quick introduction to typing. 

THERE ARE 21 LEARNING ACTIVITIES OUTLINED. EACH ACTIVITY CONTAINS PERFORMANCE 
OBJECTIVES^ NEEDED TOOLS AND EOJiPMENTj MATERIALS^ SUGGESTED PROCEOURESj REFERENCES 
ANO EXCELLENT ILLUSTRATIONS WHICH CAN BE USED AS TRANSPARENCY MASTERS. THIS WOULD BE 
EXCELLENT MATERIAL TO COVER IN AN EDUCABLE MENTALLY RETARDED WORK EXPERIENCE PROGRAM 
AS WELL AS A REGULAR VOCATIONAL OR PREVOCATIONAL PROGRAM. 
media: GUIDEBOOK. 

source: MR. C. H. JOHNSONj jr. J DIRECTOR^ OFFICE OF VOCATIONAL EDUCATION^ STATE 
DEPARTMENT OF EDUCATION^ 908 RUTLtDGE BUILDING^ COLUMBIA^ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008361 
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ACCOUNTING AND COMPUTING OCCUPATIONS: 14«01 



PLANNED LEARNING EXPERIENCES WHICH INCLUOE A COMBINATION OF COURSES ANO PRACTICAL 
EXPERIENCES CONCERNED WITH SYSTEMATIZING INFORMATION ABOUT TRANSACTIONS ANO ACTIVITIES INTO 
ACCOUNTS AND QUANTITATIVE RECORDS^ ANO PAYING AND RECEIVING MONEY. 



title: plus ano minus with victor^ our divided times, cassette/slides, 
relevant to: general mathematics (11. u)/ accounting and computing occupations (14.01). 
orientation: student oriented material which may be used with special needs students at 

the secondary and postsecondar y level in instruction on the victor model 1400 

calculator. 

SUBJECT content: ADD^ SUBTRACT/ DIVIDE. 

COMMENT: A TAPE/SLIDE PRESENTATION DESIGNED 70 BE USED BY STUDENTS IN A 

SELF-INSTRUCTIONAL PROGRAM. INSTRUCTION APPLIES TO THE VICTOR MODEL 1400 CALCULATOR. 
TAPE IS CLEARLY NARRATED AND EASILY FOLLOWED BY SPECIAL NEEDS STUDENTS. INCLUDES 
STUDY GUIDES. 

media: MULTIMEDIA/ AUDIO-CASSETTE/SLIDES/ 1 CASSETTE/ STUDY GUIDES. 

SOURCEJ W. J. HOPPES/ SUPT. OF SCHOOLSi 1820 WASHINGTON ST./ FORT BENTON/ MT 59442. 
CONTACT SOURCE FOR PRICE INFORMATION. 2004661 
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PROGRAMS CONCERNED WITH COMPUTINQi CLASSIFYING/ AND t^ECORDlNG NUMERICAL DATA TO KEEP 
FINANCIAL RECORDS. 



title: TDSCO simulated office education project. 311 P. 19/1. 
CORPORATE author: MARYLAND STATE DEPARTMENT OF EDUCATION. 

RELEVANT TO: BOOKKEEPERS (14i0102)/ CASHIERS (14.0103)/ BUSINESS MACHINE OPERATORS 

(14.0104)/ MATERIALS SUPPORT OCCUPATIONS (14.05)/ GENERAL MERCHANDISE (04*08)/ 

TRANSPORTATION (0^*19) • 
orientation: teacher and student oriented material which can be used with ANY SIGHTED 

SPECIAL NEEDS STUDENT AT THE SECONDARY LEVEL IN RETAIL SALES TRAINING. 
SUBJECT content: GLOSSARY/ SALES AND DISTRIBUTION/ WAREHOUSING/ RECEIVING/ ACCOUNTING/ 

PAYROLL* 

comment: this material WAS DEVELOPED BY 20 TEACHERS IN MARYLAND USING THE FORMS/ 
PROCEDURES/ WAREHOUSE AND STORE FACILITIES OF THE SEARS ROEBUCK CO. IT IS AN 
EXTREMELY COMPREHENSIVE SET OF FORMS AND LEARNING ACTIVITIES WHICH SIMULATE 
EXPERIENCES WITH STUDENTS WILL HAVE IN WORKING SITUATIONS INVOLVING RETAIL AND CATALOG 

selling. the teachers spent a summer working in the training stations where students 
were placed and in all other departments within the store. the manual reflects their 
first hand experience with on the job problems. it is one of the better materials 
received on the project* an excellent employee handbook is included in the materials, 
see accompanying book tosco appliances. field evaluation of project under way. 
media: guidebook. \ 

source: MR. T» MILLER/ SPECIAL SPEECH PROG./ DIV OF VOCATIONAL EDUCATION/ 600 WYNDHURST 
AVE., BALTIMORE/ MD 21210f VERY LIMITED AVAILABILITY ON THIS DOCUMENT. STATE 
SUPERVISORS WILL BE FURNISHED COPIES DN REQUEST. THEY MAY DUPLICATE THESE IN 
UNLIMITED QUANTITIES. TEACHERS SHOULD REQUEST STATE SUPERVISOR TO FACILITATE GETTING 
THIS MATERIAL. FR£E. 2003041 

\ 
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PROGRAMS CONCERNED WITH RECEIVING AND DISBURSING MONEY IN ESTABLISHMENTS OTHER THAN BANKS/ 
AND USUALLY INVOLVING THE USE OF MACHINESi INCLUDING CASH REGISTERS AND CHANGE MAKERS* 



title: cashiering program* 50 P* NO DATE* 
author: PIASTRELLI/ MARIO Rti AND OTHERS. 

CORPORATE author: parma city schools, 
relevant t0$ cashiers (14.0103)* 

orientation: teacher oriented material which may be used with handicapped or 
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?roqraS'^^*°" persons at the secondary or postsecondary level in a Cashier training 
SUBJECT content; lesson plans* course outline. 

comment; the booklet contains a resource list as hell as course outlines ANf lesson 

'^^iin^o *"IVITIES PARTICIPATED IN BY STUDENTS ARE DESCRIBED AND A LIST TApK 
ACCOMPANYING THE PROGRAM IS INCLUDED. THESE HAVE BEEN CREATED BY THE SOURCE. THE 
COURSE HAS DEVELOPED ESPECIALLY FOR YOUTH HITH SPECIAL NEEDS. 

media: horkbook. 

source; R. FRICKER, director-vocational education, 6726 RIDGE ROAD, PARMA CITY SCHOOL"?. 
PARMA, OH 44129. CONTACT SOURCE FOR PRICE INFORMATION. aSIl 

title: TOSCO simulated office education project. 311 p. i97l. 
CORPORATE author: MARYLAND STATE DEPARTMENT OF EDUCATION. 

RELEVANT to: BOOKKEEPERS (U,0102), CASHIERS (14.0103), BUSINESS MACHINE OPPRATORS 
IraNsJSrI:t;S;"5;'!9u'"'°'" occupations ,14.05,, GENERAL MERCHAnSJsE foS^^S^, 

orientation: teacher and student oriented material HHICH can be used HITH any <;iGHTPn 
SPECIAL NEEDS STUDENT AT THE SECONDARY LEVEL IN RETAIL SALES TRAINING. 

payrJl"'^^^'^^' glossary, sales and distribution, harehousing, receiving, accounting, 
comment; this material was developed by 20 teachers in Maryland using the forms, 

PROCEDURES, WAREHOUSE AND STORE FACILITIES OF THE SEARS ROEBUCK CO. IT IS AN 
EXTREMELY COMPREHENSIVE SET OF FORMS AND LEARNING ACTIVITIES WHICH SIMULATE 

SEM lis '?HF'?FACHFRi'«pJlJ'-': c*'' SITUATIONS INVOLVING RETAIL AND CATALOG 

uror^P\. J TEACHERS SPENT A SUMMER WORKING IN THE TRAINING STATIONS WHERE STUDENTS 
WERE PLACED AND IN ALL OTHER DEPARTMENTS WITHIN THE STORE. THE MANUAL REFLECTS THEIR 
FIRST HAND EXPERIENCE WITH ON THE JOB PROBLEMS. IT IS ONE OF THE BETTER MATERIALS 
RECEIVED ON THE PROJECT. AN EXCELLENT EMPLOYEE HANDBOOK IS INClGd'o In THE MaJerLlS. 
MEDU: gS;SeK? APPLIANCES. FIELD EVALUATION OF PROJECT InDER WaJI 

^°avf!' BAr;TM;pp''-Mn'''Jofn'*'- ""^ VOCATIONAL EDUCATION, 600 WYNDHURST 

c.mrnw^o^Ii "° ^^"^ LIMITED AVAILABILITY ON THIS DOCUMENT. STATE 

SUPERVISORS WILL BE FURNISHED COPIES ON REQUEST. THEY MAY DUPLICATE THESE IN 
THls"ilTP>,?A,*''"«lc' SHOULD REQUEST &TATE SUPERVISOR TO FACILITATE GETTING 

THIS MATERIAL. FREE. 2003041 

TITLE: HANDBOOK FOR LEARN AND EARN TEACHERS. 84 P. NO DATE. 
CORPORATE author: FLORIDA DEPARTMENT OF EDUCATION. 

"^MAM^rPM^S; ,no'^ntni" < 17-0302,, FOOD DISTRIBUTION (04.06,, INSTITUTIONAL AND HOME 
^Sx.nncM NURSING ASSISTANCE (AID, (07.0303,, CARE AND GUIDANCE OF 

CHILDREN (09.02011, CASHIERS (14.0103,. uuiuuni-t uh 

°''iIllrJr^?MnPK.jQ*A!?^Tu^''«rI^°.o""'*'- "ITH MIGRANT OR OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY LEVEL iN WORK TRAINING PROGRAMS. 

^"pATlLT°rIoP^'up?S^i'-e Vci^^' TUNE-UP, SUPERMARKET CHECKING, HOUSEKEEPING, 

PATIENT CARE, HEAD CASHIER, BODY AND CHILD CARE. 

"curSJ-im MM^M^nc^ T^*'"^ behavioral objectives, task analysis breakdowns, 

programs" ' GENERAL MANY HELPFUL IDEAS ON THINGS TO INCLUDE IN TRAINING 



programs 
media: guidebook. 



"a^at' J.'.T''"''"' CURRICULUM COORDINATOR, KNOTT BUILDING, TALLAHASSEE, FL 
32303. AVAILABLE IN LIMITED QUANTITY. CONTACT SOURCE FOR COST. 200 
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BUSINESS MACHINE OPERATORS: 14.0104 
PROGRAMS CONCERNED WITH OPERATIONS AND PROCEDURES UTILIZIN(i OFFICE MACHINES FOR BILLING. 
PR°oJESs'lN"Ei;i^^JL'?:,*°"'^°' """^-^IZING DATA TotIII THAN ^'SL NESS^iT^"' 
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title: TOSCO simulated office education project. 311 p. 1971, 
CORPORATE author: MARYLAND STATE DEPARTMENT OF EDUCATION. 
"^M^l^lnl?' .^x^n'J^^C"^ (1'».0102,, CASHIERS (14.01031, BUSINESS MACHINE OPERATORS 
IrIncpORtIt^hm m^'-fo^"'""''' °CCUPATICNS (14.05,, GENERAL MERCHANDISE (04.08,, 



°''il???lL'°I2;pnI^Q^I!nc,.t'^?T^^"°^''^ ORIENTED MATERIAL WHICH CAN BE USED WITH ANY SIGHTED 
SPECIAL NEEDS STUDENT AT THE SECONDARY . LEVEL IN RETAIL S<,LES TRAINING. 



BUSINESS MACHINE OPERATORS: I4t010<^ 



SUBJECT content: QLOSSARYi SALES ANO OISTRIBUTIONi WAREHOUSING* RECEIVING/ ACCOUNTING/ 
PAYROLL* 

comment: this material was OEVELOPEO BY 20 TEACHERS IN MARYLANO USING THE FORMS/ 

PROCEOURESi WAREHOUSE ANO STORE FACILITIES OF THE SEARS ROEBUCK CO. IT IS AN 

Extremely comprehensive set of forms ano learning activities which simulate 

EXPERIENCES WITH STUOENTS WILL HAVE IN WORKING SITUATIONS INVOLVING RETAIL ANO CATALOG 
SELLING. THE TEACHERS SPENT A SUMMER WORKING IN THE TRAINING STATIONS WH£,^E STUOENTS 
WERE PLACEO ANO IN ALL OTHER OEPARTMENTS WITHIN THE STORE. THE MANUAL REFLECTS THEIR 
FIRST HANO EXPERIENCE WITH ON THE JOB PROBLEMS. IT IS ONE OF THE BETTER MATERIALS 
RECEIVEO 0' THE PROJECT. AN EXCELLENT EMPLOYEE HANOBOOK IS INCLUOEO IN THE MATERIALS. 
SEE ACCOMPANYING BOOK TOSCO APPLIANCES. FIELO EVALUATION OF PROJECT UNOER WAY. 
MEOIa: GUI0E600K* 

source: MR. T. MILLER/ SPECIAL SPEECH PROG./ OIV OF VOCATIONAL EOUCATION/ 600 WYNOHURST 
AVE.i BALTIMORE/ MO 21210f VERY LIMITEO AVAILABILITY ON THIS OOCUMENT. STATE 
SUPERVISORS WILL BE FURNISHEO COPIES ON REQUEST. THEY MAY OUPLICATE THESE IN 
UNLIMITEO QUANTITIES. TEACHERS SHOULD REQUEST STATE SUPERVISOR TO FACILITATE GETTING 
THIS MATERlALt FREE. 2003041 



title: calculator mathematics for JUNIOR HIGH SCHOOL. 95 P. 06/68i 

author: RULL/ marvin h. ano kargaret ahrenholtz* 

CORPORATE author: THE QUINCY PUBLIC SCHOOL SYSTEM ANO SOUTHERN ILLINOIS UNIVERSITY. 
RELEVANT TO: ELEMENTARY - SCHOOL MATHEMATICS (K-6) (11.01)/ BUSINESS MACHINE OPERATORS 
(14.0104). 

orientation; stuoent orienteo material which can be useo with sighteo special NEEOS 

STUDENTS AT THE SECONDARY OR PQSTSECONOAR Y LEVEL IN DISTRIBUTIVE EDUCATION OR 
OCCUPATIONAL TRAINING. 

SUBJECT content: ADDITION/ SUBTRATlONi MULTIPLICATION, DIVISION/ DECIMALS/ BUSINESS 
FORMS, WORD PROBLEMS, PER CENT. 

comment: ANSWER KEY iNCLUDEDi THIS DOCUMENT CAN BE USED INDEPENDENTLY BY STUOENTS WITH 
LOW VERBAL ABILITY. THERE IS LITTLE READING INVOLVED AND THE SELECTIONS ARE W.9TTTEN 
ON A FOURTH TO SIXTH GRADE READING LEVEL. THE MATERIAL TEACHES THE STUOENT HOw'tO 
PERFORM SIMPLE ARITHMETIC PROBLEMS ON A CALCULATING MACHINE. MATERIAL MAY HAVE SOME ' 
RELEVANCE TO WORK WITH MORE CAPABLE MENTALLY RETARDED AS WELL AS OTHER SIGHTED SPECIAL 
NEEOS STUDENTS. 

media: WORKBOOK. 

source: MR. M. H. RULL/ PROS, COORD. i QUiNCY HIGH SCHOOL/ 1444 MAINE STRr^T/ QUINCY/ IL 
62301 • SINGLE COPY ONLY. CONTACT SOURCE FDR PRICE INFORMATION. 2003761 



title: job corps training standard FDR OFFICE MACHINE OPERATOR. 15 P. 08/69. 
CORPORATE author: JOB CORPS* 

RELEVANT To: BUSINESS MACHINE OPERATORS (14*0104)/ KEY PUNCH AND CODING EQUIPMENT 
OPERATORS (14tD2D2Dl). 

orientation: teacher or EVALUATOR oriented material which may be used WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECDNO ARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.D.T. CODE REQUIREMENTS. 

SUBJECT CONTENT: STANDARDS/EVALUATION CHART. 

COMMENT? USE AS A CURRICULUM GUIDE. CONTAINS SET OF CHARTS WHICH EVALUATE TRAINEE«S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME AN OFFICE MACHINE OPERATOR. ALSO 
CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: Guidebook. 

source: job CORPS/ development DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
UABORi nil 18TH STREET/ N*W./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. pnnAt^A 



BUSINESS Data processing systems occupations: u.os 
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learning activities which include a combination of courses and practical experiences 

CONCERNED WITH BUSINESS DATA PROCESSING SYSTEMS AND OPERATIONS. ''RACTICAL EXPERIENCES 



title: an instructional program on the use of graphic plotter in CONJUNCTION WITH THE 

.„Tunor'/*F'^*''° PROGRAMMABLE CALCULATOR - ELECTRONICS. l"p' :55S^ 

author: FANTAUZZOi DOMINICK. 

CORPORATE author: national technical INSTITUTE rOR THE DEAF. 

RELEVANT to: DRAFTING (10.03)> AUDITORY (19.020101), BUSINESS DATA PROCESSlNQ <;Y<;tFm<; 
OCCUPATIONS (1*.02), ELECTRONICS OCCUPATIONS (17.15). ^^ROCESSINQ SYSTEMS 

orientation: teacher oriented material which may be used with special needs students at 

THE POSTSECONDARY LEVEL IN DRAFTING COURSES. " "i ■ " skli-ial NEEDS STUDENTS AT 

SUBJECT content: graphics reproduction, use of calculator. 

"?HrSEAF°ArNnS':'"' ^^'-'^ INSTRUCTIONAL UNIT WHICH WAS USED SUCCESSFULLY WITH 

media: p-i-book. 

source: this material is under development and not available, communication about 
ongoing efforts and availability dates is invited, contact: dr. ROSS stuck^essI 

DIRECTOR, OFFICE OF EDUCATIONAL EXTENSION, NATIONAL TECHNICAL INST??"e FOR THE DEAF, 
ONE LOMB MEMORIAL DRIVE, ROCHESTER, NY. ^'•llUIt hUR THE^DEAF,^ 



KEY PUNCH AND CODING EQUIPMENT OPERATORS: 1*. 020201 
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^^^^11 '^"^ "'"'^ TRAINING STANDARD FOR KEY PUNCH OPERATOR. 17 P. 08/69. 
CORPORATE author: job CORPS. uo/63. 

RELEVANT TO: KEY PUNCH AND COOING EQUIPMENT OPERATORS (1*. 020201). 

""i^^I^^'"*^' TEACHER OR EVALUATOR ORIENTED MATERIAL WHICH MAY BE USED WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL in A JOB 

TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REOUIREMEnJs. 
SUBJECT content: STANDARUS/EVALUATION chart. xtauiKtMENTS. 
"oSnrlLc",^ CURRICULUM GUIDE. CONTAINS SET OF CHARTS WHICH EVALUATE TRAINEE'S 

rnM?!TMl icornf^"'"" COMPETENCIES NEEDED TO BECOME A KEY PUNCH OPERATOrT Itlo 

CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: guidebook. 

^°LABOR. M?,''?«TE%?»ErT'"'M^tI^ DIVISION, MANPOWER ADMINISTRATION, U.S. DEPARTMENT OF 
SoSrCE FOr'pS;Je llflll^jVol:' AVAILABILITY. CONTACT 

2006271 

""''^ TRAINING STANDARD FOR OFFICE MACHINE OPERATOR. 15 P. 08/69. 
CORPORATE author: JOB COfiPS. uo/ca. 

"^olER»Jn^Q*M^"n^I!lnf OPERATORS (U.OlO*), KEY PUNCH AND CODING EQUIPMENT 

orientation: teacher or evaluator oriented material which may be used with any 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
.„r,tlr'nn ^^O^"*"' PERFORMANCE OBJECTIVES TIED TO THE D.D.T. CODE REQUIREMENTS. 
SUBJECT content: STANDARDS/EVALUATION CHART. 

comment: use as a curriculum guide, contains set of charts which evaluate trainee's 

r^Pr^^'i MASTERING COMPETENCIES NEEDED TO BECOME AN OFFICE MACHINE OPERATOR? a!sO 
CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. urtKA.UK. ALSO 

media: guidebook. 

source: job corps, development division, manpower administration, U.S. DEPARTMENT OF 

sSe for'p^?c'e L'f^r":t?oI::' ^'-'^'^ availability, contact 

2006561 

title: key punch training. 07/66» 

author: pieslak^ Raymond f. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FDR THE DEAF- 

relevant to: key punch and coding equipment operators (14.o20201)> auditory 



9* KEY PUNCH AND CODING EQUIPMENT OPERATORS: X<f02020X 



orientation: student oriented material which may be used with deap and other special 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN COMPUTER PROGRAMED TRAINING. 
SUBJECT content: INTRODUCTION/ IBM CARD PUNCH SYSTEM/ IBM CARDS/ MACHINE PARTS/ THE 

KEYBOARD/ REMOVING AND MOUNTING A CARD/ MACHINE OPERATION/ PUNCHING NUMERIC DRILLS/ 

PROGRAMING/ SALES ANALYSIS/ IBM 56 CARD VERIFIER/ PAYROLL SUMMARY/ EXERCISES* 
COMMENT: THIS MATERIAL IS A SERIES OF UNITS WITH LEARNING OBJECTIVES/ INFORMATION AND 

STUDENT ASSIGNMENTS. THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT PROBLEM 

readers may still need some help. excellent visuals which could be used as 
transparency masters. unit was developed for use with the deaf* 
media: workbook. 

source: marie H# KATZENBACH school for THC DEAF/ WEST TRENTON/ NJ 08625. 2010301 



GENERAL OFFICE CLERICAL OCCUPATIONS! 14.03 
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»»L*NNED LEARNING EXPERIENCES HHXCH INCUUOE A COMBINATION OF COURSES AND PRACTICAL 

CONCERNED HITH THE RECORDING AND RETRIEVAL OF OaTA> INCLUDING CLASSIFYINQ> 
SORTING AND FILING CORRESPONDENCE, RECORDS, AND OTHER DATA. CLASSIFYING, 



title: office machines. 8*4 P, 01/67. 

author; hill, marcella p. 

CORPORATE author: marie h. katzenbach school for the deaf. 

nfVfyf^^ 1°' 'SENERAL OFFICE CLERICAL. OCCUPATIONS (14.031, AUDITORY (ii. 020101). 
orientation: student oriented material which may be used WITH DEAF ;kdS?hER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN OFFICE MACHINES TRAINING. 
SUBJECT content: typewriters, mimeographs, fluid duplicators, FLEXOWRITFR. PHnTnroPVTwn 

MACHINES, ADDING MACHINES, CALCULATING MACHINES, BoiKKEES MAC^jNEsI^^RmS jJS 

"s?uoFNT I^e?rMilM?i*'- i^* l^"" HITh LEARNING OBJECTIVES, INFORMATION AND 

fJi^n^» M^!^'^ ^ ^* ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT THE POOR 

READER MAY STILL NEED TEACHER ASSISTANCE. GOOD VISUALS. EXCELLENT SECTION ON inn 

med5!"'wJSo^'° ^^"'"-^ «^ THE B*sis FOR"'REl:A?^D1s:^:no°^ mu. 

SOURCE: MARIE H. KATZENBACH SCHOOL FOR THE DEAF, WEST TRENTON, NJ 08625. 2010271 



DUPLICATING MACHINE OPERATORS: 14.0301 
ZwINeI aSS^EvJcEs!^" reproducing handwritten or typewritten matter by use of DUPLICATING 

title: preparing and running off a ditto master. 2 p. 1970. 
author: lacroix, hElen e. 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT to: DUPLICATING MACHINE OPERATORS 114.0301). 

ORIENTATION! TEACHER ORIENTED MATERIAL WHICH MAY BE USED KiTH ANY DISADVANTAGED OR 

S;?LDlSrPROGRAM?' SECONDARY OR POSTSECONDARy LEVEL IN A PREv5ca?;oSaTs2iLL 

SUBJECT CONTENT! PREPARING, RUNMNG OFF, TASKS. 

"S^rFwiNG^JLiilMr"?!: "*! DEVELOPED FOR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 
o^o i^i^? TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOlNG A JOB. EACH TASK IS QUITE SPECIFIC. 

yTS2^yi'T'''° ^""^ " *S "SE''"'- THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 

IT IS IN THE TRAINING PHASE. runr^nn«Hi,t 

media: PRINTEO-MATTER, learning activity PACKET. 

SOURCE: MR. MARC HULL, VOTEX DEPARTMENT, UNIVERSITY OF VERMONT, BURLINGTON, VT 054Ct . 
CONTACT SOURCE FOR FURTHER INFORMATION. 20029^; 

""''^ TRAINING STANDARD FOR DUPLICATING MACHINE OPERATOR/OFFICE CLERK. 17 F, 

08/ 69 • 

CORPORATE author: job corps. 

ORIFN^^Jt^S: ?™ro^'n° "*CHINE operators (14.0301), GENERAL OFFICE CL£RKS (14.0303). 
0RIENT,.TI0N: teacher or EVAluATOR oriented material which MAY BE USED WITH ANY 

?o!tM^Mr i^^oc"" "*NDICAPPEO PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
<5uI^r^?'rL^cS-?*";T P^'^ORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 
SUBJECT CDNTENi? STANDARDS/EVALUATION CHART. 

comment: use as i curriculum guide. contains set of charts which evaluate TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A DUPLICATING MACHINE ^ ""^^ ^ 
EDUCATION?''''''" CLERK.- ALSO CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC 

media: GUIDEBOOK. 

^°[":an' DEVELOPMENT DIVISION, MANPOWER ADMINISTRATION, U.S. DEPARTMENT OF 

sSSrcE fi^MVcE V.rlllUlo::' "-'"^T" AVAILABILITY. CONTACT 

c 00 7 1 
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GENERAL OFFICE CLERKS: 1%«0303 



PROGRAMS CONCERNED wlTH PtRFORMINO A VARIETY OF CLERICAL OUTIES UTILIZING KNOWLEDGE OF 
SYSTEKS AND REPORTS* INCLUDING COPYING D.iTA# AND COMPILING RECOROS AND REPORTS* TABULATING 
AND POSTING OaTA IN RECORD BODKS# PROVIDING INFORMATION ANO CONDUCTING INTERVI£US# OPERATING 
OFFICE MACHINES^ ANO HANDLING MAIL AND CORRESPONDENCE* 



title: job CORPS training standard FOR DUPLICATING MACHINE OPERATOR/OFFICE CLERK* 17 ?• 
08/69* 

CORPORATE author: JOB CORPS* 

RELEVANT to: duplicating MACmXNE OPERATORS a^*030X)# GENERAL OFFICE CLERKS «1%*0303)# 
orientation: teacher or EVALUATOR oriented material NHICH may be used with ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THc SECONDARY OR POSTSECDNDaRY LEVEL IN A JOB 
TRAINING PROGRAM* PERFORMANCE OBJECTIVES ""lEO TO THE 0*D*T» CODE REQUIREMENTS* 
SUBJECT content; STANDARPS/EVALUATIDN CHART* 

comment: USE AS A CURRICULUM GUIDE* CONTAINS CET OF CHARTS WHICH EVALUATE TRAINEE*S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A DUPLICATING MACHINE 
OPERATOR/OFFICE CLERK* ALSO CONTAINS PERFORMANCE OBJECTIVES FDR RELATED BASIC 
EDUCATION* 

media: GUIDEBOOK* 

source; job C0RPS# development division^ manpower ADMINISTRATION^ U«Sr DEPARTMENT OF 
LABOR* nil leTH STREET* N«W*# WASHINGTON* DC 20210* LIMITED AVAILABILITY* CONTACT 
SOURCE FOR PRICE INFORMATION* 2006^71 



MATERIALS SUPPORT OCCUPATIONS: 14»05 
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PLANNEO LEARNING ACTIVITIES WHICH INCLUOE A COMBINATION OF COURSES ANO PRACTICAL EXPERIENCES 
CONCERNEO with (1) RECEIVING^ STORING^ ISSUING^ SHIPPING^ REQUISITIONING^ ANO ACCOUNTING 
FOR STORES OF MATERIAL OR MATERIAL IN USE# (2) ASSIGNING LOCATIONS ANO SPACE TO ITEMS# 
INCLUDING VERIFICATION OF QUALITY^ I OENTIF ICATI 0N# CONOITION* ANO VALUE* (3) PREPARING OR 
COMMITTING STOCKS FOR SHIPMENT* ik) INVENTORYING STOCK* (5) REPLENISHING OEPLETEO ITEMS* 
AND (6) FILLING ORDERS ANO K ING TOOLS* EQUIPMENT* OR MATERIALS TO WORKERS* 



title: TOSCO simulated OFFICE EDUCATION PROJECT* 3U P* 1971* 
CORPORATE author: MARYLAND STATE DEPARTMENT OF EDUCATION* 

relevant to: bookkeepers (i4t0102)* cashiers (14*0103)* business machine operators 
(14*0104)* materials support occupations (14*05)* general merchandise (04*08)* 
transportation (04*19)* 

orientation: teacher ano student oriented material which can be used with any sighted 
special needs student at the secondary level in retail sales training* 

subject content: glossary* sales ano distribution* warehousing* receiving* accounting* 

PAYROLL^ 

comment: this material was developed by 20 TEACHERS IN MARYLAND USING THE FORMS* 

procedures* warehouse and store facilities of the sears roebuck co. it is am 
extremely comprehensive set of forms and learning activities which simulate 
experiences with students will have in working situations involving retail ano catalog 
selling* the teachers spent a summer working in the traimtng stations where students 
were placed ano in all other departments within the store* the manual p.s?lects their 
first hand experience with on the job problems* it is one of the better materials 
received on the project* an excellent employee handbook is included in the materials* 
see accompanying book tosco appliances* field evaluation of project under way* 
media: guidebook* 

source: MR* T* MILLER* SPECIAL SPEECH PROG** OIV OF VOCATIONAL EDUCATION* 600 WYNOHURST 
AVE** BALTIMORE* MO 21210t VERY LIMITED AVAILABILITY ON THIS DOCUMENT* STATE 
SUPERVISORS WILL BE FURNISHED COPIES ON REQUEST* THEY MAY DUPLICATE THESE IN 
UNLIMITED QUANTITIES* TEACHERS SHOULD REQUEST STATE SUPERVISOR TO FACILITATE GETTING 
THIS MATERIAL* FREE. 2003041 



STOCK ANO INVENTORY CLERKS: 14«0504 

PROGRAMS CONCERNEO WITH RECEIVING* STORING* SHIPPING* ANO ISSUING SUPPLIES* MATERIALS* AND 
EQUIPMENT IN A STOCKROOM OR WAREHOUSE ENVIRONMENT* INCLUDING TAKING INVENTORIES* KEEPING 
RECORDS* AND REQUISITIONING STOCKt 



title: job corps training standard for stock clerk* 15 P* 08/69* 
CORPORATE author: JOB CORPS t 

relevant to: stock ano inventory clerks (14*0504)* 

orientation: teacher or evaluator oriented material which may be used with any 
disadvantaged or handicapped person at the secondary or postseconoary level in a job 
training program. performance objectives tied to the 0.0. t* code requirements* 

SUBJECT content: stanoaros/evaluation chart* 

comment: use as a curriculum GUIOE* contains set of charts which evaluate TRAINEE'S 

progress in mastering competencies neeoeo to become a stock clerk* also contains 
performance objectives for related basic education* 
media: guidebook* 

source: job corps* development division* manpower administration* u*s* department of 
labor* 1111 18th street* n*w** washington* dc 20210* limited availability. contact 
source for price information* 2006331 
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STENOGRAPHIC^ SECRETARIAL^ AND RELATED OCCUPATIONS: 1<^«07 



PLANNED LEARNING ACTIVITIES WHICH INCLUDE A COMBINATION OF COURSES AND PRACTICAL EXPERIENCES 
CONCERNED WITH MAKING^ CLASSIFYING^ AND FiLiNG RECORDS^ INCLUDING WRITTEN COMMUNICATIONS. 



title: LUMISONIC TOUCH TYPING SYSTEM^ l7 P. 1971» 
AUTHOR: FRANKLIN^ PATRICIA Af# AND OTHERS* 
CORPORATE author: PARMA CITY SCHOOLSt 

RELEVANT TO: TYPING AND RELATED OCCUPATIONS (I4^t09)# STENOGRAPHIC^ SECRETARIAL^ AND 
RELATED OCCUPATIONS (l^^ODt 

orientation: student and teacher oriented material which may be used with any sighted 
special needs student at the junior high or secondary levels in business education* 

SUBJECT content: pilot classes^ student progress CHARTS EQUIPMENT^ LUMISONIC 

orientation* 

comment: this material outlines a pilot program in teaching basic touch typing through 
a multi-sensory approach* booklets and tapes are used allowing the teacher to work 
individually with students* time needed for course is 30 hours«one hour each day* a 
section on student comments is included* 

media: PAMPHLET* 

source: ROBERT FRlCKER^ DIRECTOR OF VOCATIONAL EDUCATION^ PARMA CITY SCHOOLS^ 6726 
RIDGE ROAD^ PARMA^ OH 44129* AVAILABLE IN QUANTITY* CONTACT SOURCE FOR PRICE 
INFORMATION* 2004101 



title: training summary packet. 3 P* NO DATE* 
CORPORATE author: ALASKA SKILL CENTER* 

RELEVANT TO: TYPING AND RELATED OCCUPATIONS (14*09)# STENOGRAPHIC^ SECRETARIAL^ AND 

RELATED OCCUPATIONS ( 14*07 )t 
orientation: student and teacher ORIENTED MATERIAL WHICH MAY BE USED WITH SPECIAL NEEDS 

STUDENTS AT THE SECONDARY AND POSTSECONDARY LEVEL IN VOCATIONAL EDUCATION PROGRAMS* 
SUBJECT content: typing^ business ENGLISH^ COMMUNICATIONS^ BUSINESS MATH# RECORD 

keeping^ accounting^ shorthand^ computer organization* 
comment: a training summary Checklist to record the training progress of students in 

clerical cluster occupations* could be used by the student as well as teachers to 

record progress* 
media: printed-matter^ evaluation sheet* 

source: MR* R. D* BOOHER^ PROJECT DIRECTOR^ ALASKA SKILL CENTER^ BOX 615# SEWARD# AK 
99664* CONTACT SOURCE FOR PRICE INFORMATION* 2004121 



title: about typewriting* 152 P* 07/68* 
AUTHOR: PIESLAK* RAYMOND F* 

CORPORATE author: MARIE H* KATZENBACH SCHOOL FOR THE DEAF* 

relevant to: stenographic^ secretarial/ and related occupations ( 14*07) # typing and 

related occupations (l4*09)i auditory (19*020101)* 
orientation: student oriented material which may be used with deaf and other special 

needs students at the secondary level in business education courses. 

SUBJECT content: things to KNOW^ MEASUREMENTS^ TYPEWRITER PARTS# SIGNS AND SYMBOLS^ 
CENTERING^ ENVELOPES^ POSTAL CARDS AND MEMORANDUMS^ WORD DIVISION^ PERSONAL BUSINESS 
LETTERS^ TABULATIONS^ ROUGH - DRAFT SYMBOLS^ NUMBER GUIDESj OUTLINES^ MANUSCRIPTS^ 

business letters* 

comment: this material is a series of units with learning objectives^ information and 
student assignments* the assignments are written in simple language but problem 

readers may still need some help* excellent visuals would make good transparency 

masters* a section of vocalulary could be the basis of a good related education unit* 

media: workbook* 

source: marie H* KATZENBACH school for the DEAF# west TRENTON^ NJ 08625* 2010281 



SUPERVISORY AND ADMINISTRATIVE MANAGEMENT OCCUPATIONS.' Ih.OS 
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LEARNING ACTIVITI?:s AND EXPERIENCES CONCERNED WITH VARIOUS RESPCNSIB IL I TIES SUCH AS ( 1 ) 
STUDYING POLICIES/ ORGANIZATIONAL STRUCTURES/ AND ADMINISTRATIVE PRACTICES OF ORGANIZATIONS 
SUCH AS GOVERNMENTAL UNITS/ INDUSTRIAL FIRMS/ AND NONPROFIT GROUPS: (2) REVIEWING PERIODIC 
BUDGETS SUBMITTED BY OPERATIONS PERSONNEL: (3) PREPARING REPORTS SUMMARIZING FINDINGS AND 
RECOMMENDING TO LINE MANAGEMENT CHANGES IN POLICY/ ORGANIZATION/ AND ADMINISTRATION* ik) 
CONSOLIDATING BUDGET ESTIMATES AND PREPARING FINANCIAL REPORTS FOR COMMENT! AND (5)* 
SUPERVISING AND COORDINATING ACTIVITIES/ DETERMINING WORK PROCEDURES/ AND ASSIGNING DUTIES. 



TYPING AND RELATED OCCUPATIONS: lif.09 

PLANNED LEARNING ACTIVITIES WHICH INCLUDE A COMBINATION OF COURSES AND PRACTICAL FyPFRIFNrPS 
CONCERNED WITH RECORDING DATA BY MEANS OF TYPEWRITERS AND SIMILAR DEVICES. EXPERIENCES 

title: laboratory project in typing. 6 p. 1970. 
author: lacroix/ helen e. 

CORPORATE author: university of VERMONT. 

RELEVANT to: TYPING AND RELATED OCCUPATIONS (14.09). 

""ifM^tJiSocn Ifocnf" MATERIAL WHICH MAY BE USED WITH ANY DISADVANTAGED OR 

sSuS^NrPROGRAM? SECONDARY OR POSTSECONDARY LEVEL IN A PREVOCAT lONAL SKILL 

SUBJECT CONTENT: TASKS/ PREREQUISITES. 

"2rrry:TM^"iL?My!-^^?'- DEVELOPED FOR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 

RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 

rTSs^is'iiE^TR^r^^iNrp^ii^si! " ""'^"^ - — p°E5F^o%^:^^ri^- 

media: printed-matter^ learning activity packet. 

source: MR. MARC HULL^ VOTEX DEPARTMENT^ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
CONTACT SOURCE FOR FURTHER INFORMATION. OUKLINQTON. VT 05401.^ 

title: LUMISONIC touch typing system. 17 p. 1971. 
author: FRANKLIN/ PATRICIA At/ AND OTHERS. 
CORPORATE author: PARMA CITY SCHOOLS. 

"'RE^\V°o^cup\'nSNS*a.?^^:r° """"^""-^^ stenographic, secretarial, A^D 

°''^lr^?L'°Mccnrc?^nI ^^*"" ORIENTED MATERIAL WHICH MAY BE USED WITH ANY SIGHTED 

SUBjfcT CONTFS?.'^p?.^nI ^.McL'^"'' ' SECONDARY LEVELS IN BUSINESS EDUCATION, 

^n^^ ' CLASSES, STUDENT PROGRESS CHART, EQUIPMENT, LUMISONIC 
OR I ENTAT ION . 

comment: this material outlines a pilot program in teaching basic touch typing through 

A MULTI-SENSORY APPROACH. BOOKLETS AND TAPES ARE USED ALLOWING THE TEACHER TO WORK 
INDIVIDUALLY mTH STUDENTS. TIME NEEDED FOR COURSE IS 30 HoiRS-jNl ^oSr "cH DA^^ A 
SECTION ON STUDENT COMMENTS IS INCLUDED. 

media: pamphlet. 



SOURCE! ROBERT FRICKER, DIRECTOR OF VOCATIONAL EDUCATION, PARMA CITY SCHOOLS, 67 
?™»?tn: °" AVAILABLE IN QUANTITY. CONTACT SOURCE FOR PRIC 



726 
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title: training summary packet. 3 p. NO DATE. 
CORPORATE author: ALASKA SKILL CENTER. 

"'RlrilTVS^COp'InSNVa.?^^::" <^*-°^" STENOGRAPHIC, SECRETARIAL, AND 

orientation: student and teacher oriented material which may QE used with SPPriAL NFPn*; 

SUb"ecTc'0N?eNt'"' ?yp?ng*''Iu.*'?m%:°^^^"°'^°*''^ ^'''^ VOCA?IoNALlDScrno"N'pROG AMS!"' 
:^rnL^ ' TYPING, BUSINESS ENGLISH, COMMUNICATIONS, BUSINESS MATH, RECORD 

KEEPING, ACCOUNTING, SHORTHAND, COMPUTER ORGANIZATION. «tLORO 

"rrfolr., ^TRAINING SUMMARY CHECKLIST TO RECORD THE TRAINING PROGRESS OF STUDENTS IN 
RECOrS PROGREs" ' """-^ "SED BY THE STUDENT AS. WELL AS TEACHERS TO 

media: printed-matter, evaluation sheet. 

source: MR. R. D. BOOHER, PROJECT DIRECTOR, ALASKA SKILL CENTER, BOX 615> SEWARR, AK 
9966*. CONTACT SOURCE FOR PRICE INFORMATION. HoHlZl 



ERIC 



TYPING AND RELATED OCCUPATIONS: 14.09 
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title: about typewriting* 152 p. 07/68. 
author: pieslak/ Raymond f. 

corporate author: marie H. KAT2ENBACH SCHOOL FOR THE DEAF. 

source: marie H. KATZENBACH school for the deaf, west TRENTON, NJ 08625. 2010281 



SEE FEEDBACK^ 
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SOCIAL SCIENCES/SOCIAL STUDIES: 15* 



THE SOCIAL SCIENCES/SOCIAL STUDIES ARE COMPRISED OF INTERRELATED SUBJECT MATTER ORGANIZED TO 
IMPART KNOWLEDGE^ DEVELOP SKILLS^ AND IDENTIFY GOALS CONCERNING ELEMENTS AND INSTITUTIONS OF 
HUMAN SOCIETY IN THE DISCIPLINES OF HISTORY^ ECONOMICS^ POLITICAL SCIENCE^ SOCIOLOGY^ 
ANTHROPOLOGY^ PSYCHOLOGY^ GEOGRAPHY^ AND PHILOSOPHY. THE SOCIAL STUDIES ARE COMPRISED OF 
THOSE ASPECTS OF THE ABOVE WHICH IN PRACTICE ARE SELECTED FOR INSTRUCTIONAL PURPOSES IN 
SCHOOLS AND COLLEGES. SOCIAL STUDIES ARE USUALLY SOCIALLY ORIENTED WITH REGARD TO AIMS AND 
SUBJECT MATTER CONCERNING THE ELEMENTS AND INSTITUTIONS OF HUMAN St)CIETY. EMPLOYING 
SYSTEMATICA ANALYTICAL^ AND THEORETICAL METHODS^ THE SOCIAL SCIENCES INCLUDE MODES OF 
INQUIRY SUCH AS HISTORICAL OR GENETIC APPROACHES^ SURVEY RESEARCH^ EXPERIMENTATION^ CONTENT 
ANALYSIS, AND LOGICAL ANALYSIS. ILLUSTRATIVE METHODS AS TECHNIQUES INCLUDE: FIELD STUDIES, 
CASE STUDIES, STATISTICAL ANALYSIS, MAP AND PHOTO INTERPRETATIONS, SIMULATION, PARTICIPANT 
OBSERVATION, POLLING, QUESTIONNAiRES, AND OTHERS. 



CITIZENSHIP EOUCATION; 15i03 



title: citizenship human relation skills. 116 p. NO OATP. 
AUTHOR} SATTERFIELO, JANE, ANO OTHERS. 

CORPORATE author: SOUTH CAROLINA STATE OEPARTMENT OF EOUCATION. 

RELEVANT to: PREVOCATIONAL EOUCATION (18.01), CITIZENSHIP EOUCATION MR n-Ji 

orientation: teacher orienteo material which ma^be S wi?h s^e2ui^ nee?s*stuoents at 

SuIjFC?'rON?pM^'-'^^'-.'' CITIZENSHIP ANO PERSONAL OEVELSpMEi? CoSrSEs' 
SUBJECT content: self concept, rACiNQ PROBLEMS, MONEY AND CREOIT, RESPON<;tBTi TTv 
GOVERNMENTS, CONTEMPORARY AFFAIRS. CREOIT, RESPONSIBILITY, 

comment: each unit in this material contains a OESCRIPTION of content which Qunm n BIT 

^rTTSfJ^I^'T"'-"'"'^"^' ^""""^^ MATERIALS ANO sSgGESTiSns Sn PrJceS^RES ANO 

ACTIVITIES TO UTILIZE WITH STUOENTS. THERE ARE SECTIONS ON BEHAVIORAL OB IPr^lSpQ a 
fJ?oi°Sn*''"' * "-'ST. UNITS ARE OEVeCoPEO tS? IMPrSSe seJ^ CONCEP^: 

"llZ gSvernmen??'''"'' '° '"'^^ Re;p'SSs?b?lities°'ano":earn 

meoia: guioebook. 

source: MR. C. H. JOHNSON, JR., DIRECTOR, OFFICE OF VOCATIONAL EDUCATION. <;tate 
OEPARTMENT OF EOUCATION, 908 RUTLEOGE BUILDING, COLUMBIA, SCslsoStL^MI^ES 
AVAILABILITY. COPIES CAN BE KEOUESTEO BY STATE SUPERVISORS ONLY. TKESE^^N then be 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHErI. ^"^^^^ ""^ ^"sooILl 



SEE FEEDBflO^ 
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CONSERVATION-ENVIRONMENTAL EOUCATIONt 15»04 



THE STUOY OF RELATED PROBLEMS AND PROMISES OF THE NEW TECHNOLOGIES CONCERNED WITH NATURAL 
RESOURCES AND THEIR UTILIZATION. EMPHASIS IN INSTRUCTION IS ON DEVELOPING UNDERSTANDING AND 
APPRECIATION OF ONE»S NATURAL HERITAGE AND RESPONSIBILITIES. 



title: guide to films (16MM) about ecology^ adaptation and POLLUTION. 55 P. 1971. 
CORPORATE author: SERINA PRESS. 

RELEVANT TO: CCNSERVATION-ENVIRONMENTAL EDUCATION (15.04). 

orientation: a directory which may be used by STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY FILMS ABOUT ECOLOGY* ADAPTATION AND POLLUTION WHICH ARE AVAILABLE FDR SALE/ 
RENT OR LOAN. FILMS RANGE IN APPLICATION TO THE ELEMENTARY* SECONDARY AND 
POSTSECDNDARY LEVEL. 

SUBJECT content: GUIDE/ 16MM FILMS/ ECOLOGY/ ADAPTATION/ POLLUTION/ DESCRIPTIONS/ 

INDEX/ SALE/ RENT/ FREE. 
comment: this directory lists FILMS WHICH MAY BE OF USE TO PROGRAMS TRAINING FDR NEW 

careers related to ecology and pollution, 
media: directory. 

source: SERINA PRESS/ 70 KENNtOY STREET/ ALEXANDRIA/ VA 22305. CONTACT SOURCE FDR 

PRICE INFORMATION. Pnn949i 



CONSUMER education: X5«05 
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SmS";LSL°;ET!S%HrEC;NlM?c'w^LPrpS''nrT^^^ understanding, appreciations, AND 



title: basic science environmental skills. 100 p. NO DATE. 

author: linder, Alice, and others. 

K;:^;^sv^°sisuH%°^^^DS^:?^r.?^^ol,?^^*^;^^s^^c°^ l?yE^:^L°^^3.o., 

STUDENTS AT 

" vpPES-is ---^o^°;s^w^;H°^;:c^l^?^°?if:L?^^E^^^R^?ES^^'^"-?E^^^^ 

HED5ir"u!SE'B"oKr'° ENJOYABLE. PERFORMANCE OBjJcTms iScLujEOy''""' 

S°I^^E^' »JO"NSON, JR., DIRECTOR, OFFICE OF VOCATIONAL EDuCATinN. <;tatc 

DEPARTMENT OF EDUCATION, 908 RUTLEDGE BUILDING, COLUMBIA, SCZSZOirL^il^J^ 



SEEFEEDBfKK^ 
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economics: is«06 



THE STUDY OF MAN'S USE OF LIMITED RESOURCES TO SATISFY HIS WANTS«*RESOURCES TRANSFORMED BY 
PRODUCTION INTO GOODS AND SERVICES WHICH^ UPON DISTRIBUTION^ ARE TRANSFORMED BY CONSUMPTION 
TO YIELD THE SATISFACTION OF WANTS. THE STUDY OF ECONOMICS INCLUDES THE ANALYSIS OF THE 
IMPLICATIONS OF ALTERNATIVE CHOICES IN THE ALLOCATION OF RESOURCES. 



TITLE: ECONOMICS. 2h P. 09/69. 
author; LEXOX^ JAMES P. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF* 
RELEVANT TO: ECONOMICS (15»06)/ AUDITORY (I9.0c0l0l). 

orientation: student oriented material which may be USED WITH DEAF OR OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN ECONOMICS CLASSES. 
SUBJECT content; SELF»SuFFICIENT/ TRADE AND MONEY/ DEPENDENT PEOPLE^ QOODS AND 

SERVICES. 

comment; this is a very elementary unit in economics WHICH COULD SERVE AS AN 

introduction to the subject. some illustrat icns included. each unit has questions 

for students to answer, 
media: textbook* 

source: marie H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625. 201050X 



history: tstos 
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IS« JIo^ OF MAN'S PAST CONSIOEREO IN TERMS OF WHAT HAS BEEN INTERPRETEO ABOUT CHANGE OR 
^SS^!f^:,J"^ CONVENTIONAL CATEGORIES OF INQUIRY ARE: POLITICAL HIST0Ry/eC0N0m!^ Sis?ORY 
SOCIAL HISTORY, INTELLECTUAL HISTORY. CONSIOERATION IS ALSO GIVEN TO HoC HISTORIANS P-O^PPn 
RV;lNT"E'S;00""J"5rp:s?r'"""''°' interpreting EVIoJnCE c'SN^RH^r JJSJsSuC^TnS 
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TECHNICAL education: 16* 



TECHNICAL EDUCATION IS CONCERNED WITH THAT BODY OF KNOWLEDGE ORGANIZED IN A PLANNED SEQUENCE 
OF CLASSROOH AND LABORATORY EXPERIENCES/ USUALLY AT THE POSTSECONOaR Y LEVEL/ TO PREPARE 
PUPILS FDR A CLUSTER OF JOB OPPORTUNITIES IN A SPECIALIZED FIELD OF TECHNOLOGY* THE PROGRAM 
OF INSTRUCTION NORMALLY INCLUDES THE STUDY OF THE UNDERLYING SCIENCES AND SUPPORTING 
MATHEMATICS INHER^^NT IN A TECHNOLOGY/ AS HELL AS METHODS/ SKILLS/ MATERIALS/ AND PROCESSES 
COMMONLY USED AND SERVICES PERFORMED IN THE TECHNOLOGY* A PLANNED SEQUENCE OF STUDY AND 
EXTENSIVE KNDHLED6E IN A FIELD OF SPECIALIZATION IS REQUIRED IN T&CHNICAL EDUCATION/ 
INCLUDING COMPETENCY IN THE BASIC COMMUNICATION SKILLS AND RELATED GENERAL EDUCATION* 
TECHNICAL EDUCATION PREPARES FOR THE OCCUPATIONAL AREA BETWEEN THE SKILLED CRAFTSMAN AND THE 
PROFESSIONAL PERSON SUCH AS THE DOCTOR/ THE ENGINEER/ AND THE SCIENTIST* 



title: list of project activities* 3 P* 05/72* 
author: BARNES/ DENNIS* 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEaF* 
RELEVANT TO: TECHNICAL EDUCATION (16*)* 

orientation: curriculum developer oriented material which may be used to DEVELOP 
OCCUPATIONAL TRAINING INSTRUCTION FOR THE DEaF STUDENT AT THE SECONDARY AND 
POSTSECDNDARY LEVEL* 

SUBJECT CONTENT: ENGLISH GRAMMAR/ COMPUTER TERMINAL ORIENTATION/ BASIC MATHEMATICS/ 
CIRCUIT ANALYSES/ CIVIL ENGINEERING/ RULER/ BIOCHEMISTRY/ PHYSICS/ IONS/ MANUAL 
COMMUNICATION^ TECHNICAL ENGLISH/ CHEMICAL NAMES/ ACCOUNTING/ PREFIX/ KCTERS/ 
FACTORING^ UNIT CDNVERsSlON/ MATHEMATICS DIAGNOSTIC SYSTEM* 

comment: listing of computer assisted INSTRUCTION UNITS AVAILABLE IN THE nTIO CAI 
CENTER* DEVELOPED TO ASSIST DEaF STUDENTS WITH PARTICULARLY DIFFICULT SEGMENTS OF 
THEIR ACADEMIC AND TECHNICAL TRAINING* UTILIZES THE IBM X500 INSTRUCTIONAL SYSTEM 
USING AN X130 COMPUTER WITH SPECIAL ATTACHMENTS* TERMINAL HAS CATHODE RAV TUBE PLUS 
LIGHT PEN^ A RANDOM ACCESS REAR IMAGE PROJECTION SYSTEM/ RANDOM ACCESS AUDIO SYSTEM 
AND A COMPUTER CONTROLLED TYPEWRITER* THE VISUAL EMPHASIS IS PARTICULARLY SUITED TO 
EMPHASIZING DOMINANT LEARNING CHANNELS IN THE DEaF* ALL UNITS HAVE A PROGRAMED 
INSTRUCTION FORMAT* 

media: R£FERENCE*»B00K* 

source: this material is under development and not AVAILABLE* COMMUNICATION ABOuT 
ONGOING EFFORTS AND AVAILABILITY DATES IS INVITED* CONTACT: OR* ROSS STUCKLESS/ 
DIRECTOR/ OFFICE OF EDUCATIONAL EXTENSION/ NATIONAL TECHNICAL INSTITUTE F0<^ THE DEaF/ 
ONE LOMB MEMORIAL DRIVE/ ROCHESTER/ NY* 200X802 



TRADE ANO INDUSTRIAL OCCUPATIONS: 17. 
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TRADE ANO INOUSTRIAL OCCUPATIONS IS THE BRANCH OF VOCATIONAL EOUCATION WHICH IS CONCERNEO 
WITH PREPARING PERSONS FOR INITIAL EMPLOYMENT^ OR FOR UPQRAOINQ OR RETRAINING WORKERS IM A 
WIOE RANGE OF TRAOE ANO INOUSTRIAL OCCUPATIONS* SUCH OCCUPATIONS ARE SKIILEO OR 
SEMI-SKILLEO AND ARE CONCERNED WITH LAYOUT DESIGNING^ PRCOUClNGi PROCESSING^ ASSEMBLING^ 
TESTING^ MAINTAINING^ SERVICING^ OR REPAIRING ANY PRODUCT Ok COMMODITY^ INSTRUCTION IS 
PROVIDED (1) IN BASIC MANIPULATIVE SKILLS^ SAFETY JUDGMENT^ ANO RELATED OCCUPATIONAL 
INFORMATION IN MATHEMATICS^ DRAFTING^ AND SCIENCE REQUIRED TO PERFORM SUCCESSFULLY IN THE 
OCCUPATION^ AND (2J THROUGH A COMBINATION OF SHOP OR LABORATORY EXPERIENCES SIMULATING THOSE 
FOUNO IN INDUSTRY AND CLASSROOM LEARNING* INCLUDED IS INSTRUCTION FOR APPRENTICES IN 
APPRENTICEABLE OCCUPATIONS OR FOR JOURNEYMEN ALREADY ENGAGED IN A TRAOE OR INDUSTRIAL 
OCCUPATION. ALSO INCLUDED IS TRAINING FOR SERVICE AND CERTAIN SEMIPROFESSIONAL OCCUPATIONS 
CONSIDERED TO BE TRAOE AND INDUSTRIAL IN NATURE* 



title: guide to FREE«L0AN training films (16MMI* 205 P* 1970* 
CORPORATE author: SERINA PRgSS* 

RELEVANT TO: TRADE AND INDUSTRIAL OCCUPATIONS (17*1* 

orientation: a directory which may be used by students^ teachers ANO OTHER EDUCATORS TO 
IDENTIFY TRAINING FILMS AVAILABLE ON A LOAN BASIS WHICH HAVE APPLICATION TO A WIDE 
RANGE OF SUBJECtS IN THE AREAS OF VOCATIONAL EDUCATION^ INDUSTRIAL ARTSj SAFETYj 
OFFICE MANAGEMENT AND OTHER FIELDS* THESE FILMS RANGE IN APPLICATION TO THE 
ELEMENTARY^ SECONDARY AND POSTSECDNDARY LEvEL* 

SUBJECT content: guides training^ FiLMSi DESCRlPTlDNSi INOEXj FREEj LOAN. 

comment: excellent coverage of materials for TRAOE ANO inoustryj related information in 

ALL AREAS OF VOCATIONAL ANO TECHNICAL EDUCATION AND FIRST AID* CAREER RELATED 
MATERIALS IN ALL AREAS* 
media: DIRECTORY* 

source: SERINA PRESS> 70 KENNEDY STREET^ ALEXANDRIA j VA 22305* CONTACT SOURCE FOR 



PRICE INFORMATION. 
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AIR CONOITIONING: 17«01 



CLASSROOM ANO SHOP EXPERIENCES WHICH ENABLE THE STUOENT TO BECOME PROFICIENT IN THE 
INSTALLATION^ REPAIR ANO MAINTENANCE OF COMMERCIAL ANO OOMESTIC AIR CONOITIONING SYSTEMS* 
INCLUOEO IS INSTRUCTION IN THE THEORY ANO APPLICATION OF BASIC PRINCIPLES INVOLVEO IN 
CONOITIONING OF AIR-C00LING# HEATING^ FILTERING^ ANO CONTROLLING HUttlOlTY* THE O^^ERATINQ 
CHARACTERISTICS OF VARIOUS UNITS AND PARTS# BLUEPRINT REAOING# THE USE OF TECHNICAL 
REFERENCE MANUALS* THE OUGNOSXS OF MALFUNCT ICNS# THE OVERHAUL^ REPAIR^ ANO AOJUSTMENT OF 

^^^^^ SUCH AS PUMPS# COMPRESSORS^ VALVES* SPRINGS* ANO CONNECTIONS* ANO THE REPAIR 
OF ELECTRIC ANO PNEUMATIC CONTROL SYSTEMS. w " int «cr*iK 



cooling: 17.0101 

LEARNING EXPERIENCES SPECIFICALLY CONCERNEO WITH THE INSTALLATION* OPERATION* TESTING* ANO 
TROUBLESHOOTING OF VARIOUS TYPES OF AIR COOLING EQUIPMENT AND OF THE CONTROLS NEEDED cnR 
OPERATION* 



title: job corps training STANOAPD for air CONOITIONING INSTALLER. 15 P. OS/69. 
CORPORATE author: JOB CORPSt 
RELEVANT TO: COOLING ( 17.0101 )• 

orientation: teacher or EVAlUATOR ORIENTEO MATERIAL WHICH MAY BE USEO WITH ANY 

OISAOVANTAGEO OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONOARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIEO TO THE 0.0. T. CODE REQUIREMENTS. 

SUBJECT content: stanoaros/evaluation chart. 

comment: use as a curriculum Guioe. contains set of charts which evaluate trainee •s 

PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A AIR CONDITIONING INSTALLER. 
ALSO CONTAINS PERFORMANCE OBJECTIVES FDR RELATED BASIC EDUCATION. 

meoIa: guidebook. 

source: job CORPS^ development division* manpower ADMINISTRATION* U.S. DEPARTMENT OF 
LABOR* nil 18TH STREET* NtW.* WASHINGTON* DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR polCE INFORMATION. 2006151 

title: job corps training STANOARO FDR AIR CONDITIONING AND REFRIGERATION MECHANIC 
19 p. 08/69. 
CORPORATE author: JOB CORPSt 

RELEVANT TO: CODLING (17.01011* REFRIGERATION (170D)« 

orientation: teacher or EVALUATOR ORIENTEO MATERIAL WHICH MAY BE USEO WITH ANY 

OISAOVANTAGEO OR HANOICAPPEO PERSON AT THE SECONDARY OR POSTSECONOARY LEvEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIEO TO THE O.Q.T. COOE REQUIREMENTS. 

SUBJECT content: STANOAROS/EVALUATION CHART. 

comment: use as a curriculum GUIOE. contains set of CHARTS WHJCH EVALUATE TRAINEE«S 
PROGRESS IN MASTERING COMPETENCIES NE'^OEO TC BECOME A AlR CONOITIONING ANO 
REFRIGERATION MECHANIC. ALSO CONTAINS PERFORMANCE OBJECTIVES FOR RELATEO BASIC 
EDUCATION. 

MEOIA: GUIDEBOOK. 

source: job CORPb* development DIVISION* MANPOWER AOMINISTRATION* U.S DEPARTMENT OF 
LABOR* nil 18TH STREET* N.W.* WASHINGTON* DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006521 

title: air CONOITIONING. 68 P* 06/71. 

author: morgan* bobby. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 
RELEVANT TO: CODLING (17.0101). 

orientation: teacher oriented material WHICH MAY BE USED WITH SPECIAL NEEDS STUDENTS AT 
THE SECONDARY LEvEL iN PREVOCATIDNAL EXPlOR.^TION OF AIR CDNDlTIDNlNO CAREERS. 

SUBJECT content: rationale* activities* Materials^ 

comment: THIf, MATERIAL CONTAINS INFDRMAUDN ON JOB OPPORTUNITIES* INDUSTRY MANPOWER 
NEEDS AND TRAINING AVAILABLE* THERE ARE 27 LEARNING ACTIVITIES WHICH COVER DIFFERENT 
TASKS WHICH NEED TO BE LEARNED BY AN AIR CONDITIONING REPAIRMAN. LEARNING ACTIVITIES 
ARE WRITTEN TO INCLUDE PERFORMANCE OBJECTIVES* NEEDED TOOLS* EQUIPMENT* MATERIALS AND 
SUGGESTED PROCEDURES. THERE ARE VISUALS INCLUDED WHICH COULD BE USED AS TRANSPARENCY 
MASTERS. THIS IS A VERY HIGH QUALITY MATERIAL WHICH COULD BE USEO WITH SPECIAL 
EDUCATION AS WELL AS REGULAR VOCATIONAL STUDENTS. A REFERENCE SECTION IS INCLUDED. 

media: GUIDEBOOK. 

source: rflR. C. H. JOHNSON* JR.* DIRECTOR* OFFICE OF VOCATIONAL EDUCATION* STATE 
DEPARTMENT Of EDUCATIDW* 908 RUTLEOGE BUILDING* COLUMBIA* SC 29201. LIMITED 



cooling: i7*oioi 
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AVAILABILITY* COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008251 



heating: 17.0102 

LEARNING EXPERIENCES SPECIFICALLY CONCERNED WITH THE INSTALLATION^ OPERATION^ TESTING^ AND 
TROUBLESHOOTING OF VARIOUS TYPES OF HEATING EQUIPMENT/ INCLUDING THE CONTROLS NEEDED FOR 
OPERATION. 



title: job corps training standard for furnace repairman. 18 p. 08/69. 
CORPORATE author: JOB CORPSt 

relevant to: heating (17.0102). 

orientation: teacher or evaluator oriented material which may be used with any 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

subject content: standards/evaluation chart. 

comment: use as a curriculum guide, contains set of charts which evaluate traines^'s 

PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A FURNACE REPAIRMAN. ALSO 
CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: guidebook. 

source: job corps/ development division/ manpower administration/ u.s. department of 

LABOR/ llll 18TH STREET/ N.W./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006501 
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APPLIANCE repair: 17«02 



CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH THE THEORY OF ELECTRICAL CIRCUITRY/ SIMPLE 
GEARINGS, LINKAGES/ AND LUBRICATION IN THE OPERATION/ MAINTENANCE/ AND REPAIR OF COMPONENTS 
INCLUDING RELAYS/ TIME SWITCHES/ PUMPS.- AND AGITATORS USED IN APPLIANCES SUCH AS WASHERS/ 
DRYERSi VACUUM CLEANERS/ TOASTERS/ WATER HEATERS/ AND STOVES. RELATED TRAINING IS PROVIDED 
IN THE USES OF FAMlLlAR TOOLS/ TEST EQUIPMENT/ AND SERVICE MANUALS/ AND IN MAKING CASH 
ESTIMATES FOR REPAIRS. 



title: power mechanics. 97 Pt 06/71. 

author: SANDERS/ HARRY E. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

relevant to: appliance repair (x7.02). 

orientation: teacher oriented material which may be used with special needs students at 
the secondary level in power mechanics programs. 

SUBJECT content: ORIENTATION/ ACTIVITIES/ REFERENCES/ TOOL PRICES. 

COMMENT: THE OBJECTIVE OF THIS UNIT IS TO EXPOSE STUDENTS TO THE JOB OPPORTUNITIES/ 
WORKING CONDITIONS AND SALARY AND WORK TASKS. CONNECTED WITH CAREERS IN POWER 
MECHANlCSt THERE ARE 12 LEARNING ACTIVITIES OUTLINED. EACH ACTIVITY CONTAINS 
PERFORMANCE OBJECTIVES/ NEEDED TOCLS AND EQUIPMENT/ MATERIALS/ SUGGESTED PROCEDURES/ 
REFERENCES AND EXCELLENT ILLUSTRATIONS WHICH CAN BE USED AS TRANSPARENCY MASTERS. A 
POWER MECHANIC'S EQUIPMENT AND TOOLS LIST IS ATTACHED. A VERY HIGH QUALITY/ 

self-contained instructional unit, 
media: guidebook. 

source: MR. C. H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEOGE BUILDING/ COLUMBIA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008371 



ELECTRICAL APPLIANCES: 17»0201 

LEARNING EXPERIENCES SPECIFICALLY CONCERNED WITH THE REPAIR/ INSTALLATION/ AND SERVICING OF 
ELECTRICAL APPLIANCES. 



title: job corps training standard for electrical appliance repairman. 17 P, 08/69» 
CORPORATE author: JOB CORPS* 

relevant to: electrical appliances (17»0201)» 

orientation: teacher or evaluator orientedmaterial which may be used with any 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE RcQUlREMENTS. 
SUBJECT CONTENT: STANDARDS/EVALUATION CHART* 

comment: use as a curriculum guide. CONTAINS SET OF CHARTS WHICH EVALUATE TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME AN ELECTRICAL APPLIANCE REPAIRMAN. 

also contains performance objectives for related basic education, 
media: guidebook. 

source:, job CORPS/ development DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ nil 18TH STREET/ N.W./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006531 



GAS appliances: 17.0202 



LEARNING EXPERIENCES SPECIFICALLY CONCERNED WITH THE REPAIR/ INSTALLATION/ AND SERVICING OF 
QA8 APPLIANCES* 



title: JOB CORPS training standard F0R« gas appliance repair. 15 P. 08/69. 
CORPORATE author: JOB CORPS. 
RELEVANT, to: QAS APPLIANCES (17t0202). 

ORIENTAT20NJ TEACHER OR EVALUATOR ORIENTED MATERIAL WHICH MAY BE USED WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECOND ARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE 0.0. T. CODE REQUIREMENTS. 



QAS appliances: i7t0202 



113 



SUBJECT content: standards/evaluation chart. 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A OAS APPLIANCE REPAIR. ALSO 
CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: guidebook. 

SOURCE: JOB CORPSE DEVELOPMENT DIVISION/ MANPOWER ADMINISTRATION^ U.S. DEPARTMENT OF 
LABOR/ nil 18TH STREET/ N.W*/ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006461 



lU 



AUTOMOTIVE SERVICES: 17*03 



CLASSROOM ANO SHOP EXPERIENCES WHICH INCLUOE TRAINING IN ALL PHASES OF AUTOMOTIVE 
MAINTENANCE REPAIR WORK ON ALL TYPES OF AUTOMOTIVE VEHICLES. INCLUOEO IS TRAINING IN THE 

MANUALS ANO VARIETY OF HANO ANO POWER TOCLS. INSTRUCTION ANO PRACTICE IS 
o«. ircSci. nr^n'^2T^^°^ MALFUNCTIONS, OISASSEMBLY OF UNITS, PARTS INSPECTION, ANO REPAIR OR 
REPLACEMENT OF PARTS INVOLVING ENGINE CWERHAUL ANO REPAIR, IGNITION SYST MS, CARBURETION, 
BRAKES, TRANSMISSION, FRONT ENO ALIGNMENT, BOOY ANO FENOER REPAIR, ANO THE INSTALLATION OF A 
VARIETY OF ACtSSORiaS SUCH AS RAOIOS, HEATERS, MIRRCRS, ANO WINOSHIELO wIPERS. 



title: V.I. p. COMMUNICATIONS CURRICULUM FOR AUTO MECHANICS. 350 P. NO OATE. 
CORPORATE author: TENNESSEE STATE BOARO FOR VOCATION EOUCATION. 

RELEVANT TO: AUTOMOTIVE SERVICES (17.03), LANGUAGE SKILLS (05.01), COMPOSITION (05.04). 
orientation: STUOENT ORIENTEO material which may be USEO with OISAOVANTAGEO ANO 
HANDICAPPEO IN SECONOARY ANO POSTSECONOARY RELATEO EOUCATION PROGRAMS. 

SUBJECT content: auto mechanics orientation, speech, communication, grammar, 

PUNCTUATION. 

comment: this is a material that can be USEO INOEPENOENTLY BY SIGHTEO STUO^NTS. IT 
CONTAINS MANY EXERCISES IN OIFFERtNT AREAS OF STUOY ANO THE PROBLEMS WHICH STUOENTS 
WORK ARE RELATEO TO THE AREA OF AUTO MECHANICS. WOULO BE A GOOO MATERIAL FOR RELATEO 

eoucation classes, 
meoia: workbook. 

source: TENNESSEE STATE BOARO FOR VOCATIONAL EOUCATION, NASHVILLE, TN 37219. CONTACT 
SOURCE FOR PRICE INFORMATION. 2000921 

title: PREPARING ENGINE TO START. 5 P. 08/70. 
AUTHOR: SALEBRA, LOdlS. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: AUTOMOTIVE SERVICES (17.03). 

orientation: teacher ORIENTEO material WHICH MAY BE USEO WITH ANY OISAOVANTAGEO OR 
HANOICAPPEO PERSON AT THE SECONOARY OR POSTSECONOARY LEVEL IN A PREVOC ATIONAL SKILL 
BUILOING PROGRAM. 

SUBJECT content: materials, TOOLS, TASKS, PREREQUISITES. 

COMMENT: THIS MATERIAL WAS OEVELOPEO FOR USE WITH THE EOUCABLE MENTALLY RETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EOUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY OROERS TASKS TO BE EXECUTEO IN OOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THE OETAILING SHEET k/OULO BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 

it is in the training phaset 
meoia: printeo-matter, learning activity packet. 

source: MR. MARC HULL, VOTEX OEPARTMENT, UNIVERSITY OF VERMONT, BuRLlNGTON, VT 05if01. 

2002*01 



title: removing ANO replacing CYLINOER HEAO gasket. h p. 08/70. 
author: SALEBRA, LOUIS. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: AUTOMOTIVE SERVICES (17.03). 

orientation: teacher ORIENTEO material WHICH MAY BE USED WITH ANY OISAOVANTAGEO OR 
HANOICAPPEO PERSON AT THE SECONOARY OR POSTSECONOARY LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM. 

SUBJECT CONTENT: MATERIALS, TOOLS, TASKS, PREREQUISITES. 

comment: this material was developed for use with the EOUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IS IN THE TRAINING PHASEt 

media: printeo-matter, learning ACTIVITY PACKET. 

source: MR. MARC HULL, VOTEX DEPARTMENT, UNIVERSITY OF VERMONT, BURLINGTON, VT 05'fDl. 



title: removing and replacing PISTON RINGS. 3 Pt 08/70. 
author: SALEBRA, LOUIS. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: AUTOMOTIVE SERVICES (17.03). 

orientation: teacher ORIENTEO material which may be USEO WITH ANY OISAOVANTAGEO OR 
HANOICAPPEO PERSON AT THE SECONDARY OR POSTSECONOARY LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM. 

SUBJECT content: MATERIALS, TOOLS, TASKS, PREREQUISITES. 

comment: this material was DEVELOPED FOR USE WITH THE EOUCABLE MENTALLY RETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR - VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIf-IC 
THE DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
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it is in the training phaset 
media: printed»matter> learning activity packet. 

source: MR* MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05^01. 
FREEt 2002if2l 



title: 20^000 volts under the hood* cassette/slides* 

RELEVANT to: AUTOMOTIVE SERVICES (17.03)# 

Orientation: student oriented material which may be used with special needs students at 

the secondary and postsecondar y level in basic automotive mechanics instruction. 
SUBJECT content: ignition system. 

comment: a tape/slide presentation designed to be used by students in a 
self-instructional program. tape is clearly narrated and easily followed by special 
needs students. includes a study guide. 

media: MULTIMEDIA/ AUOIO-CASSETTE/SLIDES/ 1 CASSETTE/ STUDY GUIDE. 

SOURCEl W. J. HOPPES/ SUPT. OF SCHOOLS/ 1820 WASHINGTON ST./ FORT BENTONi MT 59442. 
CONTACT SOURCE FOR PRICE INFORMATION. 2004651 



title; job corps training standard for automotive service repairman. 19 Pt 08/69. 
CORPORATE author: JOB CORPSi 

relevant to; automotive services (17.03). 

orientation: teacher or evaluator oriented material which may be used with any 
disadvantaged or handicapped person at the secondary or postsecondary level in a job 
training program. performance objectives tied to the d.o.t. code requirements. 

SUBJECT content: standards/evaluation CHART^ 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A AUTOMOTIVE SERVICE REPAIRMAN. 
ALSO CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: GUIDEBOOK. 

source: job corps/ development division/ manpower ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ N,W./ WASHINGTON/ DC 20210. LIMITED AVAILAB I LITY r CONTACT 
SOURCE FOR PRICE INFORMATION. 2006161 



title: power mechanics. ?7 P. 06/71. 
author: SANDERS/ HARRY E. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

RELEVANT TO: DIESEL MECHANIC (17.12)/ AUTOMOTIVE SERVICES (17.03)/ MAINTENANCE 
(17.100301)/ SMALL ENGINE REPAIR (INTERNAL COMBUSTION) (17.31)/ POWER/ AUTOMOTIVE 
MECHANICS (10.16)/ SHIP AND BOAT OPERATION AND MAINTENANCE (17.0802). 

orientation: teacher oriented material which may be used WITH SPECIAL NEEDS STUDENTS AT 
THE' SECONDARY LEVEL IN POWER MECHANICS PROGRAMS. 

SUBJECT content: ORIENTATION/ ACTIVITIES/ REFERENCES/ TOOL PRICES. 

comment: the objective of this unit is to expose students to the job OPPORTUNITIES/ 
WORKING CONDITIONS AND SALARY AND WORK TASKS. CONNECTED WITH CAREERS IN POWER 
MECHANICS. THERE ARE 12 LEARNING ACTIVITIES OUTLINED. EACH ACTIVITY CONTAINS 
PERFORMANCE OBJECTIVES/ NEEDED TOOLS AND EQUIPMENT/ MATERIALS/ SUGGESTED PROCEDURES/ 
REFERENCES AND EXCELLENT ILLUSTRATIONS WHICH CAN BE USED AS TRANSPARENCY MASTERS. A 
POWER MECHANIC'S EQUIPMENT AND TOOLS LIST IS ATTACHED. A VERY HIGH QUALITY/ 

self-contained instructional unit, 
media: guidebook. 

source: MP. C. H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEDGE BUILDING/ COLUMBIA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESI CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008371 



BODY AND fender: 17.0301 

SPECIALIZED LEARNING EXPERIENCES CONCERNED WITH ALL PHASES OF THE REPAIR OF DAMAGED BODIES 
AND FENDERS/ INCLUDING METAL STRAIGHTENING BY HAMMERING: SMOOTHING AREAS BY FILING/ 
GTRINDING/ OR SANDING: CONCEALMENT OF IMPERFECTIONS: PAINTING: AND REPLACEMENT OF BODY 
COMPONENTS/ INCLUDING TRIM. 
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BODY AND fender: X7«0301 



title: job corps training standard for auto body repairman. 18 p. 08/69. 
CORPORATE author: JOB CORPS* 
RELEVANT TU: BODY AND FENDER a7«0301)t 

orientation: teacher or EVALUATOR oriented material which hAY BE USED WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECOND ARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

SUBJECT content: standards/evaluation chart. 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 

progress in mastering competencies needed to become a auto body repairman. also 
contains performance objectives for related basic education, 
media: guidebook* 

source: job corpse development DIVISION/ MANPOWER ADMINISTRATION/ U.S« DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ NtW^/ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006171 



title: auto body repair • l* 172 P. 01/62. 

author: radvany/ john e. 

CORPORATE author: MARIE H« KATZENBACH SCHOOL FOR THE DEAF. 

relevant to: body and fender (17.0301)/ auditory (19.020101). 

orientation: ^,tudent oriented material which may be used with deaf and other special 
needs students at the secondary and postsecond ary level in auto body repair courses. 

SUBJECT content: shop ORIENTATION/ CARE OF SHOP AND TOOLS/ MATERIALS AND PARTS OF THE 
AUTOMOBILE/ REMOVAL AND ASSEMBLY/ REFlNlNSHiNG/ CARE OF THE FINISH/ METAL REPAIR AND 
ACETYLENE WELDING. 

comment: each unit contains learning OBJECTIVES/ INFORMATION WHICH A STUDENT NEEDS 
BEFORE INITIATING AN ASSIGNMENT AND AN ASSIGNED TASK OR TASKS FOR THE STUDENT. IN 
THIS SENSE/ THE MATERIAL MIGHT BE TERMED A LEARNING ACTIVITY PACKET* POOR READERS 
WILL NEED SOME HELP WITH THE MATERIAL BUT IT IS ONE OF THE BETTER TREATMENTS OF THE 
SUBJECT IN AN EASY TO READ FORMAT. ILLUSTRATED. 

media: WORKBOOK. 

source: marie H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625. 2010ififl 



mechanics: 17.0302 

learning experiences concerned with the components of the vehicle/ including engine/ power 

TRANSMISSION/ STEERING/ BRAKES/ AND ELECTRICAL SYSTEMS. INCLUDED IS TRAINING IN THE USE OF 
DIAGNOSTIC AND TESTING EQUIPMENT AND TOOLS USED IN THE REPAIR PROCESS. 



title: handbook for learn and earn teachers. 84 P* NO DATE* 
CORPORATE author: FLORIDA DEPARTMENT OF EDUCATION. 

relevant to: mechanics (17.0302)/ food distribution (04.06)/ institutional and home 

management (09.0205)/ nursing assistance (aid) (07.0303)/ care and guidance of 

children (09.0201)/ cashiers (14.0103). 
orientation: teacher oriented material which may be used with migrant or other special 

needs students at the secondary level in work training programs, 
subject c0ntent5 mobile units/ auto tune^up/ supermarket checking/ housekeeping/ 

patient care/ head cashier/ body and child care* 

comment: the packet contains behavioral OBJECTIVES/ TASK ANALYSIS BREAKDOWNS/ 

CURRICULUM GUIDES AND IN GENERAL MANY HELPFUL IDEAS ON THINGS TO INCLUDE IN TRAINING 
PROGRAMS. 

media: GUIDEBOOK. 

source: MR. J* B. MURPHREE/ CURRICULUM COORDINATOR/ KNOTT BUILDING/ TALLAHASSEE/ FL 
32303* AVAILABLE IN LIMITED QUANTITY* CONTACT SOURCE FOR COST. 2003311 



title: auto TUNE»UP/ hospital-hotel housekeeping GUIDANCE. 27 P. NO DATE. 

CORPORATE author; FLORIDA MIGRATORY CHILD COMPENSATORY EDUCATION LEARN AND EARN 
PROGRAM. 

relevant to: institutional and home management (09.0205)/ mechanics (17.0302). 
orientation: teacher or work evaluator oriented material which could be used with any 
disadvantaged or handicapped students at secondary level in a work training program. 

SUBJECT content: auto TUNE-UP/ CLEANING HOTEL/MOTEL ROOMS/ HOUSEKEEPING/ EQUIPMENT/ 
MATERIALS/ JOB COUNSELING. 

comment: very excellent task LISTING SHEET WHICH COULD BE USED TO PREPARE A STUDENT FDR 
A WORK PLACEMENT AND COULD BE USED TO EVALUATE HIS ON THE JOB PERFORMANCE* MAY ALSO 
BE A GOOD- TOOL FOR A SUPERVISING EMPLOYER TO USE TO STRUCTURE HIS WORK WITH A SPECIAL 
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needs student. work experience programs for the retarded would find this a useful 
tool but it could be used equally well with other special needs groupst it was 
developed and used with mlqr^ant students in florida* 
media: guidebook* 

source: MR. J. B* MURPHREE/ CURRICULUM COORDINATOR/ KNOTT BUILDING/ TALLAHASSEE/ FL 
32303t A LIMITED QUANTITY OF THESE MATERIALS IS AVAILABLE* CONTACT SOURCE FOR COST* 

2003331 



title: learning objectives in MECHANICS OCCUPATICNS* 47 P. NO DATE* 
CORPORATE author: ALASKA SKILL CENTER* 

relevant to: maintenance {17.100301)/ mechanics (17*0302)* 

orientation: student and teacher omented material which may be used with special needs 
students at the secondary and postsecond ary level in mechanics cluster training 
programs* 

SUBJECT CONTENT: HEAVY EQUIPMENT MECHANIC HELPER/ AUTOMOTIVE MECHANIC HELPER/ GASOLINE 

engine repairman/ mechanic fundamentals* 
comment: performance objectives checklists to record the training of students in the 

MECHANICS CLUSTER OCCUPATIONS/ INCLUDING HEAVY EQUIPMENT MECHANIC HELPER/ AUTOMOTIVE 

mechanic helper/ gasoline engine repairman and mechanic fundamentals* 
media: printed-matter/ evaluation sheet* 

source: MR* R* D* BOOHER/ PROJECT DIRECTOR/ ALASKA SKILL CENTER/ BOX 615/ SEWARD/ AK 
99664>i CONTACT SOURCE FOR PRICE INFORMATION* 2004131 



title: charging ttrcuit* cassette/slides* 
relevant to: motor repairman (17*1403)/ mechanics (17*0302)* 

orientation: student oriented material which may be used with special needs students at 
the secondary and postsecondar y level in instruction on charging circit of the 
automobile* 

SUBJECT content: AUTOMOBILE/ CHARGING CIRCUIT* 

comment: a tape/slide presentation designed to be used by students in a 
self-instructional program* tape is clearly narrated and easily followed by special 
needs students* includes a study guide* 

media: MULTIMEDIA/ AUDIO-CASSETTE/SLIDES/ 1 CASSETTE/ STUDY GUIDE* 

source: W. J* HOPPES/ SUPT* OF SCHOOLS/ 1820 WASHINGTON ST*/ FORT BENTON/ MT 59442* 
CONTACT SOURCE FOR PRICE INFORMATION* 2010201 



title: power while you run* CASSETTE/SLIDES* 

relevant to: motor repairman (17*1403)/ mechanics (17*0302)* 

orientation: student orienteo material which may be used with special needs students at 
the secondary and postseconuary level in instruction on the electrical system of the 
automobile* 

subject content: electrical »ower/ automobile* 

comment: a TAPE/SLIDE PRESENTATION DESIGNED TO BE USED BY STUDENTS IN A 

SELF-INSTRUCTIONAL PROGRAM* TAPE IS CLEARLY NARRATED AND EASILY FOLLOWED BY SPECIAL 
NEEDS STUDENTS. INCLUDES A STUDY GUIDE* 

media: MULTIMEDIA/ AUDIO-CASSETTE/SLIOES/ 1 CASSETTE/ STUDY GUIDE. 

source: W. J. HOPPES/ SUPT* OF SCHOOLS/ 1820 WASHINGTON ST*/ FORT BENTON/ MT 59442* 

contact source for price information* 2010211 

title: cranking circuit* cassette/slides* 
relevant to: motor repairman (17*1403)/ mechanics (17*0302)* 

orientation: student oriented material which may be used WITH SPECIAL NEEDS STUDENTS AT 

the secondary and postsecond ary level in instruction on the electrical cranking 

circuit of the automobile* 
Subject content: electrical circuit/ cranking/ automobile* 
comment: a tape/slide presentation designed to be used by students in a 

self-instructional program* tape is clearly narrated and easily followed by special 

needs students* includes a study guide* 

media: MULTIMEDIA/ AUDIO-CASSETTE/SLlDES/ 1 CASSETTE/ STUDY GUIDE* 

source: W* J* HOPPES/ SUPT* OF SCHOOLS/ 1820 WASHINGTON ST*/ FORT BENTON/ MT 59442* 
CONTACT SOURCE FOR PRICE INFORMATION* 2010221 
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AUTOMOTIVE SERVICES/ OTHER: 17-0399 



INCLUDE HERE OTHER ORGANIZED SUBJECT «ATTEn AND LEARNING EXPERIENCES EMPHASIZED IN 
AUTOMOTIVE SERVICES WHICH ARE NOT LISTED 0*^ CLASSIFIABLE ABOVE. 



title: CAR WASHING ASSISTANT. 2 P. 1970. 
CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: AUTOMOTIVE SERVICES/ OTHER (17.0359). 

orientation: teacher oriented material WHICH MAY BE USED WITH THE EDUCABLE MENTALLY 
RETARDED OR OTHER STUDENTS REQUIRING VERY DETAILED WORK SUPERVISION IN SECONDARY 
PROGRAMS OF JOB EXPLORATION! MATERIAL IS A TASK ANALYSIS AND LISTING SHEET. 

SUBJECT content: ORIENTATION/ TASK SHEET. 

COMMENT: THIS MATERIAL CONTAINS A DETAILED AND SEQUENTIAL LISTING DF THE TASKS A WORKER 
MUST PERFORM TO BE A COMPETENT CAR WASHING ASSISTANT. FREQUENCE AND TYPE OF 
PERFORMANCE ARE RATED AS TO LEARNING DIFFICULTY. TYPE OF PERFORMANCE IS CLASSIFIED 
USING DESCRIPTORS SUCH AS RECALL/ DISCRIMINATION AND MANIPULATIVE. MATERIAL WOULD 
SEEM TO BE GENERALIZABLE TO ANY REHABILITATION WORK. THE MATERIAL WAS DEVELOPED UNDER 
A U.S.O.E. GRANT FROM THE BUREAU OF EDUCATIONALLY HANDICAPPED AND HAS BEEN USED IN 
REGULAR VOCATIONAL SKILL CENTERS IN VERMONT. 

media: printed-matteR/ task analysis. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05J>01. 

2002581 



BUSINESS MACHINE MAINTENANCE: 17«D6 



/ 

1X9 



CLASSROOM ANO SHOP EXPERIENCES CONCERNEO WITH MAINTAINING ANO REPAIRING A VARIETY OF OFFICE 
MACHINES SUCH AS TYPEWRITERS/ OICTATION MACHINES/ ANO CALCULATORS/ OATA PROCESSING EQUIPMENT 
USED FOR RECOROiNG ANO PROCESSING OATA/ AND OUPLICATINQ ANO MAILING MACHINES* INSTRUCTION 
XnCLUOES OXAGNOSTIC TECHNIQUES/ UNOERSTANO ING OF MECHANICAL PRINCIPLES SUCH AS THOSE 
INVOLVEO IN GEARS/ CAMS/ LEVERS AMO ECCENTRICS/ NOMENCLATURE/ USES ANO CARE OF SPECIAL HANO 
AND POWER TOOLS/ SOLOERiNG/ MECHANICAL ORAKiNG/ PRINCIPLES OF ELECTRICITY ANO ELECTRONICS/ 
USES OF TESTING OEVICES/ ANO BUSINESS PROCEDURES ANO CUSTOMER RELATIONS* 



title: job corps training STANDARO for office MACHINE REPAIRMAN* 16 P* 08/69* 
CORPORATE author: JOB CORPSt 

RELEVANT TO: BUSINESS MACHINE MAINTENANCE (17*06)* 

orientation: teacher or EVALUATOR ORIENTEO material which may be used WITH ANY 

DISADVANTAGED OR HANOICAPPEO PERSON AT THE SECONOARY OR POSTSECONOARY LEVEL IN A JOB 
TRAINING PROGRAM* PERFORMANCE OBJECTIVES TIED TO THE 0*0*T* CODE REQUIREMENTS* 

SUBJECT content: STANDARDS/EVALUATION CHART* 

comment) use as a curriculum guide* contains set of charts which evaluate tralnee^s 
progress in mastering competencies needed to become a office machine repairman* also 
contains performance objectives fdr related bask education* 

media: guidebook* 

source: job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ J*S* DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ N«W*/ WASHINGTON/ DC 20310* LIMITED AVAILABILITY. CONTACT 
SOURCE FDR PRICE INFORMATION* 2006391 
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COMMERCIAL ART DCCUPATICNS: 17.07 



LEARNING EXPERIENCES WHICH INCLUDE THEORY. LABORATORY, AND SHOPWORK AS 
THEY RELATE TD THE DESIGN AND EXECUTION OF LAYOUTS AND MAKING ILLUSTRATIONS FOR ADVERTISING, 
DISPLAY. AND INSTRUCTIONAL MANUALS. INSTRUCTION INCLUDES ADVERTISING THEORY AND PREPARATION 
2« ^P^i LETTERING, POSTER DESIGN, FASHION ILLUSTRATION, SILK SCREEN, AIR BRUSH AND 
TOUCH-UP, INKS AND COLOR DYNAMICS, PACKAGE AND PRODUCT DESIGN, DRAWINGS FOR LINE AND 
HALFTONE REPRODUCTION, AND OTHER DISPLAY DEVICES AND EXHIBITS. 



title: job corps training standard FOS' commercial and/or graphic artist. 17 p. 08/69. 
CORPORATE author: JOB CORPS* 

RELEVANT TO: COMMERCIAL ART OCCUPATIONS (17.07), GRAPHIC ARTS OCCUPATIONS (17.19). 

orientation: teacher or svaluator oriented material which may be used with any 

DISADVANTAGED DR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECOND ARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 
SUBJECT CONTENT: STANDARDS/EVALUATION CHART. 

comment: use as a curriculum guide. contains set of charts which EVALUATE TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A COMMERCIAL AND/OR GRAPHIC 
ARTIST. ALSO CONTAINS PERFORMANCE OBJECTIVES FDR RELATED BASIC EDUCATION. 

media: guidebook. 

source: job corps, development division, manpower administration, U.S. DEPARTMENT OF 
LABOR, UU 18TH STREET, NtW.# WASHINGTON, DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006361 
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COiinrRClAL FISHERY OCCUPATIONS! 17»08 ^21 

0RQANI2E0 SPECIALIZED LEARNING EXPERIENCES WHICH INCLUDE THEORY/ LAB(1raTDRY/ AND ShOPWDRK AS 
THEY RELATE TO SEAMANSHIP/ NAVIGATION/ AND COMMUNICATIONS: UTILIZATION OF RIQQInQ AND OTHER 
EQUIPMENT! MAINTENANCE ANO REPAIR OF BOATSI TECHNIQUES FOR FINDING rtSHJ SHIPBOARD 
PRESERVATION AND REFRIGERATION; PROCESSING CATCHES AFLOAT ANO ON SMORf: ANO OPERATION AND 
MAINTENANCE OF ALL FISHING GEAR AND POWER PLANTS* 



SHIP AND eOAT OPERATION AND MAINTENANCE! 17.0802 

ORGANIZED LEARNING EXPERIENCES CONCERNED WITH THE PLANNING AND SUPERVISION OF OPERATION/ 
MAINTENANCE/ AND SAFETY OF PASSENGER OR CARGO VESSELS. 



TITLE! LEARNING OBJECTIVES IN MARINE MAINTENANCE DIESEL ENGINE. 10 P. NO DATE. 
CORPORATE AUTHOR! ALASKA SKILL CENTER. 

RELEVANT TO! SHIP AND BOAT OPERATION AND MAINTENANCE (17.0802)/ MARITIME OCCUPATIONS 
( 17.22 ) . 

ORIENTATION! STUDENT AND TEACHER ORIENTED MATERIAL WHICH MAY BE USED WITH SPECIAL NEEDS 
STUDENTS AT THE SECONDARY AMD PDST3ECDND ARY LEVEL IN A DIESEL ENGINE MECHANIC HELPER 
COURSE * 

SUBJECT CONTENT! SAFETY/ WELDING/ HYDRAULICS/ NOMENCLATURE/ ENGINES/ TASKS. 

comment; performance OBJECTIVES CHECKLIST TO RECORD TRAINING OF DIESEL ENGINE MECHANIC 

HELPER STUDENTS. 
MEDIA! PRINTEO-MATTER/ EVALUATION SHEET. 

SOURCE! MR. R. 0. BOOHER/ PROJECT DIRECTOR/ ALASKA SKILL CENTER/ BOX 615/ SEWARD/ AK 
9966*. CONTACT SOURCE FOR PRICE INFORMATION. 200*151 

TITLE! POWER MECHANICS* 97 Pt 06/71. 
AUTHOR! SANDERS/ HARRY E. 

CORPORATE AUTHOR! SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

RELEVANT TO! DIESEL MECHANIC (17.12)/ AUTOMOTIVE SERVICES (17.03)/ MAINTENANCE 
(17.100301)/ SMALL ENGINE REPAIR (INTERNAL COMBUSTION) (17.31)/ POWER/AUTOMOTIVE 
MECHANICS (10.16)/ SHIP AND BOAT OPERATION ANO MAINTENANCE (17.0802). 

orientation: teacher oriented material which may BL used with special needs STUDENTS AT 
THE SECONDARY LEVEL IN POWER MECHANICS PROGRAMS. 

SUBJECT CONTENT! ORIENTATION/ ACTIVITIES/ REFERENCES/ TOOL PRICES. 

COMMENT! THE OBJECTIVE OF THIS UNIT IS TO EXPOSE STUOENTS TO THE JOB OPPORTUNITIES/ 
WORKING CONDITIONS AND SALARY ANO WORK TASKS. CONNECTED WITH CAREERS IN POWER 
MECHANICS. THERE ARE 12 LEARNING ACTIVITIES OUTLINED. EACH ACTIVITY CONTAINS 
PERFORMANCE OBJECTIVES/ NEEDED TOOLJv ANO EQUIPMENT/ MATERIALS/ SUGGESTED PROCEDURES/ 
REFERENCES ANO EXCELLENT ILLUSTRATIONS WHICH CAN BE USED AS TRANSPARENCY MASTERS. A 
POWER MECHANIC'S EQUIPMENT ANO TOOLS LIST IS ATTACHED. A VERY HIGH QUALITY/ 

self-contained instructional unit, 
media: Guidebook. 

SOURCE! MR. C. H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEOGE BUlLOiNG/ COLUMBIA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. TH«^SE CAN THEN BE 
DUPLICATED ANO DISTRIBUTED TO INDIVIDUAL TEACHERS. " 2008371 
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COMMERCIAL PHOTOGRAPHY OCCUPATIONS: 17*09 



ORGANIZED SPECIALIZED LEARHlf^Q EXPERIENCES WHICH INCLUDE THEQRY^ LABORATORY^ AND STUDIO WORK 
AS EACH RELATES TO ALL PHASES OF CAMERA USES AND PHOTOGRAPHIC PROCESSING. INSTRUCTION 
INCLUDES COMPOSITION AND COLOR DYNAMICS* CONTACT PRINTING* AND ENLARGING: DEVELOPING FILM: 
AIR BRUSH AND CAMERAS* METERS AND OTHER PHOTOGRAPHIC EQUIPMENT: PORTRAIT* COMMERCIAL* AND 
INDUSTRIAL photography: AND PROCESSES SUCH AS MICROFILMING AND PREPARING COPY TOR OTHER 
PRINTING AND GRAPHIC ARTS PROCESSING. INSTRUCTION ALSO EMPHASIZES THE DEVELOPMENT IN 
PLANNING/ DEVELOPING* AND PRODUCING IN SUCH AREAS AS AUDIOVISUAL MATERIALS AND TELECASTING* 



PHOTOGRAPHIC LABDRATOPY ANO DARKROOM OCCUPATIONS: 17.0901 

SUBJECT MATTER AND LEARNING EXPERIENCES CONCERNED PRIMARILY WITH DEVELOPING AND PRINTING 
PHOTOGRAPHIC STILL OR MOTION PICTURE FILM: CONTROLLING RESULTANT PRINTS: TOUCH UP OF 
negatives: and finishing* coloring* RESTORING* AND COPYING PRINTS. 



title: PHOTOFINISHING photographic printer* 3 p. 08/71* 
author: EVANS* WILLIAM H« 

CORPORATE author: UNIVERSITY OF VERMONT* 

RELEVANT TO: PHOTOGRAPHIC LABORATORY AND DARKROOM OCCUPATICNS (17*0901)* 

orientation: teacher oriented material which may be used with any disadvantaged or 

HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A PR£VOCAT I ONAL SKILL 
BUILDING PROGRAM* 
SUBJECT CONTENT} ORIENTATION* TASKS* 

comment: this material was developed FDR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 

receiving training in a regular vocational education center* the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite specific* 
the detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phasei 
media: printed»matter* learning activity packet* 

source: MR* MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401* 
CONTACT SOURCE FOR FURTHER INFORMATION* 2002^51 



CONSTRUCTION AND flAlNTtNANCE TRAOES: 17U0 
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CLASSROOM ANO SHOP EXPERIENCES CONCERNEO WITH THE ERECTION* INSTALLATION* MAINTENANCE* ANO 
REPAIR OF BUILOINQS* HIGHWAYS* AIRPORTS* MISSILE SITES* EARTH* ANO OTHER STRUCTURES USING 
A8S0RTEO MATERIALS SUCH AS HETAL* WOOO* STONE* BRICK* GLASS* CONCRETE* OR COMPOSITION 
SUBSTANCESt INSTRUCTION IS PROVIOEO IN A VARIETY OF ACTIVITIES SUCH AS COST ESTIMATING: 
CUTTING* FITTING* FASTENING* ANO FINISHING VARIOUS MATERIALS: THE USES OF A VARIETY OF HANO 
ANO POWER tools: ANO BLUEPRINT READING ANO FOLLOWING TECHNICAL SPECIFICATIONS* KNOWLEDGE 
CONCERNING THE PHYSICAL PROPERTIES OF MATERIALS ALSO IS EMPHASIZEO. 



TITLE: BUILOING CONSTRUCTION. 55 P« 06/71* 
author: WRIGHT* JAMES E<* AND OTHERS. 

CCRPOP*TE author: south CAROLINA STATt OEPARTMENT OF EOUCATION* 
RELCVANT to: CONSTRUCTION AND MAlNTuNANCE TRAOES (17.10)* 

orientation: teacher oriented material which may be used with SPECIAL ?;tEOS STUDENTS AT 

THE SECONDARY LEVEL IN PREVOCATIONAL BUILDING CONSTRUCTION pROGRAMSt 
SUBJECT content: rationale* activities* ANO MATERIALS' 

comment: this material is a SERIES OF 16 LEARNING ACTIVITIES IN THE AREAS OF: BUILDING 
.CONSTRUCTION OCCUPATIONS* CARPENTRY* PLUMBING* HOUSEWIRING ANO BRICKLAYING. A 
LEARNING ACTIVITY CONSISTS OF PERFORMANCE OBJECTIVES* NEEDED TOOLSi EQUIPMENT* 
MATERIALS ANO SUGGESTED PROCEDURES. VISUALS ARE INCLUDED WHICH WOULD MAKE EXCELLENT 
TRANSPARENCY MASTERS. THIS IS A VERY HIGH QUALITY MATERIAL WHICH COULD BE USED WITH 

special education as well as regular vocational education students. a reference 
section is included in case additional help is needed, 
hedia: guidebook^ 

source: mr. c. h. johnson* jr«* director* office of vocational education* state 

OEPARTMENT CF EDUCATION* 90« RUTlEDGE BUILDING* COLUMBIA* SC 29201. LIMHED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED ANO DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008261 



carpentry: 17.1001 



CLASSROOM AND SHOP EXPERIENCES INVOLVING LAYOUT* FABRICATION* ASSEMBLY* INSTALLATION* AND 
REPAIR OF STRUCTURAL UNITS. EMPHASIZED IN INSTRUCTION ARE THE CARE ANO USE OF HANO ANO 
POWER TOOLS* EQUIPMENT* ANO MATERIALS: COMMON SYSTEMS OF FRAME CONSTRUCTION ANO THE 
PRINCIPLES INVOLVED* AND DRAFTING, BLUEPRINT READING* APPLIED MATHEMATICS* AND MATERIALS 
ESTIHATlNQt 



title: LAB0.?AT0RY project in tile floor finishing. 4 p. 08/70t 

author: persico* alfred m. 

corporate author: university of verhcnt. 

relevant to: carpentry (17«1dd1). 

orientation: teacher oriented material which may be used with a 
handicapped person at the secondary or postsecdndary level in 
building program. 

SUBJECT content: materials* tools* tasks. 

COMMENT? THIS MATERIAL WAS DEVELOPED FDR USE WITH THE EDUCABLE 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CZtrZ^.r 

sequentially orders tasks to be executed in doing a job. eajth 
this detailing sheet would be as useful in the evaluation of a 
it 18 in the training phase* 
media: printed«matter* learning activity packet* 

source: MR. HARC HULL* VOTEX OEPARTMENT* UNIVERSITY OF VERMONT* 
FREEt 
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title: carpenter aid - small home construction* 3 p. 1970. 
CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT to: CARPENTRY (17.1001). 

orientation: teacher oriented material which may be used with the EDUCABLE MENTALLY 
RETARDED OR OTHER STUDENTS REQUIRING VERY DETAILED WORK SUPERVISION IN SECONDARY 
PROGRAMS OF jOB EXPLORATION. MATERIAL IS A TASK ANALYSIS AND LISTING SHEET. 

SUBJECT content: orientation, task sheet. 

comment: this material contains a detailed ANO SEQUENTIAL LISTING OF THE TASKS A WORKER 
MUST PERFORM TO BE A CARPENTER AID. FREQUFNCY ANO TYPE OF PERFORMANCE ARE RATED AS TO 
LEARING DIFFICULTY* TYPE OF PERFORMANCE IS CLASSIFIED USING DESCRIPTORS SUCH AS 
RECALL* DISCRIMINATION AND MANIPULATIVE. MATERIAL WOULD SEEM TO BE GENERALI ZABLE TO 
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carpentry: 17»XDDI 



ANY fiEHASJLITATION kOrK. ThE MATERIAL MAS OEvElOPEu UNDER A LfStD.E. GRANT FROM IhE 
BUREAU OF EDUCATIONALLY HANDICAPPED AND HAS BEEN USED IN REGULAR VOCATIONAL SKILL 

centers in vermont, 
media: printed-matter/ task analysis* 

source: MR. MARC HULLt VOTEX DErARlMENT/ UNIVERSITY OF VERMONT/ BURLINGTON^ VT D5#Dl* 

2002621 



TITLE: MOOOMORKlNGt 1# P^ ND DATE< 

CORPORATE author: MISSISSIPPI STATE DEPARTMENT OF EDUCATION. 
RELEVANT TO: HOODS {10*IS)m CARPENTRY a7.l001). 

orientation: teacher oriented material which may be used with disadvantaged and 

HANDICAPPED STUDENTS AT THE SECONDARY LEVEL IN OCCUPATIONAL TRAINING OR COOPERATIVE 
WORK EXPERIENCE PLACEMENTSt 
SUBJECT content: practical SKILLS/ CONCSPTS/ TOOLS/ MACHINES/ MERCHANDISING/ SAFETY/ 
WOODWORKING PROCESS. 

COMMENT: THIS UNIT IS PRESENTLY BEING USED WITH DISADVANTAGED AND HANDICAPPED STUDENTS 
IN VOCATIONAL TRAINING PROGRAMS IN MISSISSIPPI. IT IS A VERY GENERAL TASK AND 
MATERIALS LISTING SHEET THAT CONTAINS GENERAL AND SPECIFIC PERFORMANCE OBJECTIVES. A 

related education teacher might use such a unit to get a quick overview of the topics 
to which related instruction could be qeareot evaluation is currently being conducted 
on the materials. the copy received fdr annotating has difficult to read. other 
copies hay or way not have this reproduction defect, 
media: guidebook* 

SOURCE: BILL LOWERY/ ASSISTANT DIRECTOR/ HANDICAPPED PROGRAM/ ITJ. JUNIOR COLLEGE/ 

TUPPELD CENTER/ TUPPELO/ MS* LIMITED QUANTITIES AVAILABLE. 2003621 



title: job corps training standard FDR CARPENTER/ CONSTRUCTION. 17 P. 08/69. 
CORPORATE author: JOB CORPS* 
RELEVANT to: CARPENTRY «17«1D01)* 

orientation: teacher or evaluator oriented material which may be used with any 

DISADVANTAGED OK HANDICAPPED PERSON AT THE SECONDARY OR POSTSECDNOARY LEvEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D*0*T. CODE REQUIREMENTS. 
SUBJECT content: STANDARDS/EVALUATION CHART* 

CCMMENT: use as a curriculum guide. contains set of charts which EVALUATE TRAINCE^S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TD BECOME A CARPENTER/ CONSTRUCTION. ALSO 

contains performance objectives fdr rglated basic education, 
media: guidebook* 

source: job CDRPS/ development DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ nil 18TH STREET/ N*W./ WASHINGTON/ DC 20210* LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION* pnoAli 



maintenance: 17*1DD3D1 

SPECIALIZED CLASSROOM AND PRACTICAL WORK EXPERIENCES CONCERNED WITH (1) THE FIELD 
MAINTENANCE OF EARTHMDVING EQUIPMENT/ AND (2) THE GENERAL MAINTENANCE AND OVERHAUL SUCH 
EQUIPMENT* INSTRUCTION COVERS INSPECTION/ MAINTENANCE AND REPAIR OF TRACKS/ WHEELS/ AND 
BRAKES/ OPERATING CONTROLS/ ELECTRICAL CIRCUITS/ ENGINES/ AND TECHNIQUES IN WELDING AND 
BRAZING* 



title: learning objectives in mechanics OCCUPATIONS. 47 p. ND DATE. 
CORPORATE author: ALASKA SKILL CENTER* 

RELEVANT TD: MAINTENANCE <17ilOD3Dl)/ MECHANICS (17.0302). 

orientation: student and teacher ORIENTED MATERIAL WHICH MAY BE USEO WITH SPECIAL NEEDS 
STUDENTS AT THE SECONDARY AND POSTSECDNOARY LEvEL IN MECHANICS CLUSTER TRAINING 
PROGRAMS* 

SUBJECT content: heavy equipment MECHANIC HELPER/ AUTOMOTIVE MECHANIC HELPER/ GASOLINE 
ENGINE REPAIRMAN/ MECHANIC FUNDAMENTALS. 

comment: PERFORMANCE OBJECTIVES CHECKLISTS TD RECORD THE TRAINING OF STUDENTS IN THE 
MECHANICS CLUSTER OCCUPATIONS/ INCLUDING HEAVY EQUIPMENT MCCHANIC HELPER/ AUTOMOTIVE 
MECHANIC HELPER^ GASOLINE ENGINE REPAIRMAN AND MECHANIC FUNDAMENTALS. 

media: PRINTED»MATTER# evaluation SHEET* 

SOURCE: MR. R. 0* BODHER/ PROJECT DIRECTOR^ ALASKA SKILL CENTER/ BOX 615/ SEWARO/ AK 
99664t CONTACT SOURCE FDR PRICE INFORMATION. 2D0#131 



maintenance: 17 #100301 
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title: job corps training standard for farm truck and heavy equipment REPAIRf 19 p. 
C6/69* 

, corporate author: job CORPSi 
'RELEVANT TOJ MAINTENANCE (17»100301)/ FARM MECHANICS (01.0103). 

orientation; teacher or evaluator oriented material which may be used with any 
disadvantaged or handicapped person at the secondary or postsecondary level in a job 

TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

SUBJECT content: standards/evaluation chart. 

comment: use as a curriculum guide* contains set of charts which evaluate TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A FARM TRUCK AND HEAVY EQUIPMENT 
REPAIRMAN. ALSO CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: guidebook. 

source: job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABORi 1111 18TH STREET/ N,W./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 200&2 



title: power mechanics* 97 p. 06/71. 

author: SANDERS/ HARRY E. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

RELEVANT TO: DIESEL MECHANIC (17*12)/ AUTOMOTIVE SERVICES (17-03)/ MAINTENANCE 

(17.100301)/ small engine repair (internal combustion) (17.31)/ power/automotive 
mechanics (10.16)/ ship and scat operation and maintenance (17.0802). 
orientation: teacher oriented material which may be used with special needs students at 
the secondary level in power mechanics programs. 

SUBJECT content: ORIENTATION/ ACTIVITIES/ REFERENCES/ TOOL PRICES. 

comment: the objective of TWIS unit is to expose students to the job OPPORTUNITIES/ 
WORKING CONDITIONS AND SALARY AND WORK TASKS. CONNECTED WITH CAREERS IN POWER 
MECHANICS. THERE ARE 12 LEARNING ACTIVITIES OUTLINED. EACH ACTIVITY CONTAINS 
PERFORMANCE OBJECTIVES/ NEEDED TOOLS AND EQUIPMENT/ MATERIALS/ - SUGGESTED PROCEDURES/ 
REFERENCES AND EXCELLENT ILLUSTRATIONS KHICH CAN BE USED AS TRANSPARENCY MASTERS. A 
POWER MECHANIC'S EQUIPMENT AND TOOLS LIST IS ATTACHED. A VERY HIGH QUALITY/ 

self-contained instructional unit, 
media: guidebook. 

source: MR. C. H. JOHNSON/. JP./ DIRECTOR/ OFFICE OF VOCATIONAu EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEDGE BUILDING/ COLUMBIA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008371 



operation: 17»100302 

SPECIALIZED CLASSROOM AND PRACTICAL WORK EXPERIENCES CONCERNED KITH THE USES/ CARE/ AND 
OPERATION OF A VARIETY OF EARTHMOViNG EQUIPMENT SUCH AS CRAWLER TRACTORS/ MOTOR GRADERS/ AND 
MOTOR SCRAPERS/ SHOVELS/ INCLUDING DRAGLINE AND HOE/ AND CRANES. INSTRUCTION PROVIDES FOR 
EXPERIENCES IN DIGGING/ DITCHING, SLOPING/ STRIPPING/ GRADING/ BACK FILLING/ CLEARING/ AND 
FOUNDATION EXCAVATING. 



title: job corps training standard FOR HEAVY EQUIPMENT OPERATOR. 18 P. 08/69. 
CORPORATE author: JOB CORPS* 

relevant to: operation (17.100302). 

orientation: teacher or evaluator oriented material which may be used with any 
disadvantaged or handicapped person at the secondary or postsecondary level in a job 
training program. performance objectives tied to the d«o.t. code requirements. 

SUBJECT content: standards/evaluation chart* 

comment: use as a curriculum guide. contains set of- charts which evaluate TRAINEE'S 

progress in mastering competencies needed to become^a heavy equipment operator. also 
contains performance objectives for related education, 
media: guidebook. 

source: job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ N*W«/ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 200626 
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operation: 17»100302 



title: job corps training standard for FORKLIFT operator. 15 p. 08/69. 
CORPORATE author: JOB CORPS. 
RELEVANT to: OPERATION (17.100302). 

orientation: teacher or evaluator oriented material which may be used with any 

DISADVANTAGED OF HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

SUBJECT content: standards/evaluation chart. 

comment; use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 

progress in mastering competencies needed to become a forklift operator, also 
contains performance objectives for related basic education, 
media: guidebook. 

source: job corpse development division* manpower administration* U.S. DEPARTMENT OF 
LABOR* nil 18TH STREET* N*U.* WASHINGTON* DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. diui.t "-"^^^^^^^ 



masonry: . i7» 1004 

SPECIALIZED CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH THE CUTTING* CHIPPING* AND FIXING 
IN POSITION OF CONCRETE BLOCKS* 6RICK* AND GLASS BLOCKS USING BONDING MATERIALS AND HAND 
TOOLS. INCLUDED IS TRAlMiNG IKi READING ARCHITECTURAL PLANS* PLANNING* AND ESTIMATING. 

title: MASONts TENDER (HELPER). 3 P. 1970. 
CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: MASONRY (17.100*). 

orientation: teacher QRIENTED material which may be UStO WITH THE EDUCA8LE MENTALLY 
RETARDED OR OTHER STUDENTS REQUIRING VERY DETAILED WORK SUPERVISION IN SECONDARY 
PROGRAMS OF JOB EXPLORATION. MATERIAL IS A TASK LISTING SHEET. 

SUBJECT content: Tasks* orientation* task sheets. 

comment: this material contains a detailed and sequential listing of the tasks a worker 

MUST PERFORM TO BE A SERVICE STATION ATTENDANT. FREQUENCY AND TYPE OF PERFORMANCE ARF 
RATED AS TO LEARNING DIFFICULTY. TYPE OF PERFORMANCE IS CLASSIFIED USING DESCRIPTORS 
SUCH AS RECALL* DISCRIMINATION AND MANIPULATIVE. MATERIAL WOULD SFEM TO BE 
GENERALIZABLE TO ANY REHABILITATION WORK. THE MATERIAL WAS DEVELOPED UNDER A U.S-O.E. 
GRANT FROM THE BUREAU OF EDUCATIONALLY HANDICAPPED AND HAS BEEN USED IN REGUALR 

vocational skill centers in vermont, 
media: printeo-matter* task analysis. 

source: MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401. 

2002721 

title: job corps training standard for brick and stone mason. 17 p. 08/69. 
CORPORATE author: JOB CORPS. 

relevant to: masonry (17.1004). 

orientation: teacher or evaluator oriented material which may be used with any 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O*T. CODE REQUIREMENTS. 

SUBJECT content: standards/evaluation chart. 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A BRICK AND STONE MASON. ALSO 
CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: Guidebook* 

source: job corps* development division* manpower administration* U.S. DEPARTMENT OF 
LABOR/ nil 18TH STREET* N.W.* WASHINGTON* DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006191 

title: job corps training standard for cement HASON. 17 p. 08/69. 
CORPORATE author: JOB CORPS* 
RELEVANT TO: MASONRY (17.1004). 

orientation: teacher or evaluator oriented material which may be used WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

SUBJECT content: STANDARDS/EVALUATION CHART. 

COMMENT! USE AS A CURRICULUM GUIDE. CONTAINS SET OF CHARTS WHICH EVALUATE TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A CEMENT MASON. ALSO CONTAINS 
PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: guidebook. 



masonry: 17»1004 



source: job corpse OEVELOPMENT OIVISION/ manpower AOMINISTRATION/ U.S. OEPARTMENT OF 
LABORS 1111 18TH STREET/ NtWw WASHINGTON/ OC 20210. LIMITEO AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006201 



PAINTING ANO OECORATlNGt 17.1005 

SPECIALI2E0 CLASSROOM ANO SHOP EXPERIENCES CONCERNEO WITH THE PREPARATION ANO FINISHING OF 
EXTERIOR ANO INTERIOR SURFACES BY THE APPLICATION OF PROTECTIVE OR OECORATIVE COATING 
MATERIALS SUCH AS LACQUER/ PAiNT/ ANO WALLPAPER. INSTRUCTION INCLUOES EXPERIENCES IN 
SCRAPING/ BURNING/ OR SANOING SURFACES/ MAKING/ MIXING/ ANO MATCHING PAlNTS ANO COLORS/ ANO 
APPLYING COATING WITH BRUSH/ ROLLER/ OR SPRAY GUN/ OR BY CUTTING/ PASTING/ AND HANGING 
WALLPAPER. 



title: PAINTER'S HELPER, k P. 1970. 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: painting ano oecoratinq (17«1005)t 

orientation: teacher orienteo material which may be used with the educable mentally 

retarded or other students requiring very detailed work supervision in secondary 

programs of job exploratidnt material is a task listing sheet. 

SUBJECT content: ORIENTATION/ TASKS/ SAFETY^ PREPARATION/ CLEANING/MAINTENANCE 

equipment. 

comment: this material contains a detailed and sequential listing of the tasks a worker 
must perform to 8e a painter's helpert frequency ano type of performance are rated as 
to learning difficulty. type of performance is classified using descriptors such as 
refall/ discrimination ano manipulative. material would seem to be gene rali zable to 
any rehabilitation work. the material was developed under a u»s.d.e. grant from the 
bureau of educationally handicapped and has been us£d in regular vocational skill 
centers in vermont. 

media: PRINTFf^- TTER/ TASK ANALYSIS. 

SOURCE: MR. ' u.' . nULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 

2002731 



title: job corps training standard FDR PAINTER AND PAPER HANGER. 13 P. 08/69. 
CORPORATE author: JOB CORPS. 

relevant to: painting and decorating (17«1dd5). 

orientation: teacher or evaluator oriented material which may be used with any 
disadvantaged or handicapped person at the secondary or postsecdndary level in a job 
training program. performance objectives tied to the d«o.t# code requirements. 

subject content: standards/evaluation chart. 

comment: use as a curriculum guide. CONTAINS SET OF CHARTS WHICH EVALUATE TRAINEE'S 

progress in mastering competencies ^jeeoed to become a painter and paper hanger. also 
contains performance objectives fdr related basic education, 
media: guidebook. 

source: job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ U»Si DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ N.W./ W/^SHlNGTON/ OC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006301 



plastering: 17.1006 

specialized classroom ano shop experiences concerned with the application of plaster/ 
stucco/ and similar materials to interior ano exterior surfaces of structures. instruction 
incluoes the preparation of surfaces ano the smoothing ano finishing of them. 



title: GENERAL WELOER. 12 P. 08/71. 
author: WIDEAWAKE/ GHIL. 

CORPORATE author: UNIVERSITY OF VERMONT* 
RELEVANT TO: PLASTERING (17.1006). 

orientation: teacher orienteo material which may be USEO WITH ANY OISAOVANTAGEO OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECDNDARY LEVEL IN A PREVOCAT lONAL SKILL 

o 

ERLC 



128 



plastering: 17*1006 



BUILDING PROGRAM. 

SUBJECT content: orientation, tasks. 

comment: this material was developed for use with the educable mentally retarded person 

DECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 

it is in the training phasei 
media: printed«matter# learning activity packet. 

source: MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BuRLlNGTON* VT 05401. 

2002361 



title: laboratory project in welding. 3 p. 08/70. 

author: bertolini* g. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: PLASTERING (I7tl006j. 

orientation: teacher oriented material which may be used with any disadvantaged or 

HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A PREVOCATIONAL SKILL 

Building program. 

SUBJECT content: materials* tools* TASKSi 

comment: this material was developed for use with the educable mentally retarded person 

RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 

it is in the training phaset 
media: printed-matter* learning activity packet. 

source; MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401. 

20D2371 
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CLASSROOM ANO SHOP EXPERIENCES WHICH ARE CONCERNED WITH ALL PHASES OF THE CARE ANO r, fAntno 

JjNSM;^'f;ST;c'"?l^^ '''^^ 0r'l2lL0lNQSS?^.^lSRS ' 

LINOLEUM, PLASTIC, TERRAZZO, TILE, ANO WOOO FLOORS, RUGS, ANO PLASTIC, WOOO PANEl . P4TNT. 

TJ.lu'Vr''' "*"N6S. SKILLS ARE TAUGHT IN THE USE ANO CARE OF HAnS A^S POWER ^JSlS 

OP SUCH OPERATIONS AS OUSTING. OUST MOPPING, WET MOPPING, SCRUBBING, WAXING, ANO 

REFIN SHINQ, ANO THE CLEANING OF TOILET ROOMS, WINOOWS, ANO HALLS. AOOuJ^NA^ EMPHASIS IS 

ON (1) CHARACTERISTICS OF VARIOUS CLEANING AGENTS ANO PROTECTIVE COATINGS - INCLUO^NQTHpfR 

REACTIONS ON SURFACES - ANO PROCEOURES OF APPLYING THEM, (ilSANITAn^N ANO 5?S INFEC?aJ?L 

«3) SCHEOULING WORK, ANO (4) PURCHASING CUSTOOIAL SUPPLIES. DISINFECTANTS, 



title: HOUSEKEEPING AlOE. 3 Pt 1970. 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT to: INSTITUTIONAL ANO HOME MANAGEMENT (09.0205), CUSTOOIAL S'-PV'CES 117.111. 

orientation: teacher orienteo material which may be useo with the eoucable mentally 

RETAROEO OR OTHER STUOENTS REQUIRING VERY OETAILEO WORK SUPERiJiloS sIcSrY 
PROGRAMS OF JOB EXPLORATION. MATERIAL IS A TASK ANALYSIS ANO LISTING SHEET. 
SUBJECT content: orientation, task sheet. LlbllNH SHEET. 

comment: this material contains a oetaileo ano sequential listing of the tasks a worker 

MUST PERFORM TO BE A HOUSEKEEPING AIO. FREQUENCY ANO TYPE OF PERFORMANCE ARE RA^EO AS 
TO LEARNING OIFFICULTY. TYPE OF PERFORMANCE IS CLASSIFIEO USING DESCRIPTORS SUCH AS 
RECALL, DISCRIMINATION ANO MANIPULATIVE. MATERIAL WOULD SEEM TO BE QENERALIZABLE TO 
ANY REHABILITATION WORK. THE MATERIAL WAS OEVELOPEO UNOER A U.S.o!e? GRA^T f!Sm T^E 

Centers fN^ER^^i?^*'-'-' ''^^ ^"-^ "seo in regular vocational skill 

meoia: printeo-matter, task analysis. 

source: MR. MARC HULL, VOTEX DEPARTMENT, UNIVERSITY OF VERMONT, BURLINGTON, VT 05401. 

2002631 



title: school custodian. 3 p. 1970. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: CUSTODIAL SERVICES (17.11). 

°''o^l!l^«^^°'^' TEACHER ORIENTED MATERIAL WHICH MAY BE USEO WITH THE E0UCA8' E MENTALLY 
RETAROEO OR OTHER STuOENTS REQUIRING VERY OETAILEO WORK SUPERVISION IN ^ECONOARY 
PROGRAMS OF JOB EXPLORATION. MATERIAL IS A TASK LISTING SHEET. 

SUBJECT content: ORIENTATION/ TASK SHEET. 

COMMENT: This material contains a oetaileo ano sequential listing of the TASKS A WORKER 
?o\%ARNlSG^lFF?r„.\'v'"°°'" ^LSTOOIAN. FREQUENCY ANO TYPE OF PERFORMANCE !rE RA^Eo'aS 
TO LEARNING DIFFICULTY. TYPE OF PERFORMANCE IS CLASSIFIEO USING DESCRIPTORS SUCH AS 
... ^h*"' DISCRIMINATION AND MANIPULATIVE. MATERIAL WOULD SEE^1 TO BP GENERALI ZABLE TO 
SmI/^"'^^'"^^'^^^'' MATERIAL WAS DEVELOPED UNDER A U.S.qTe. GRANT FRO^^^ 

Centers ^N^vER^Ji?"^^ handicapped and has been used in regular vocational skill 

media: PRINTEO-MATTERi TASK ANALYSIS. 

source: MR. MARC HuLL> VOTEX DEPARTMENT. UNIVERSITY OF VERMONT. BuRLINGTON. VT 05401. 

2002681 

title: floor care, id p. 197D» 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: CUSfOOlAL SERVICES 117.11). 

^''iAN^trlpPrn IcocnM^ ORIENTED MATERIAL WHICH MAY BE USED WITH ANY DISADVANTAGED OR 
KoiSrPRDGRAM^^ SECONDARY OR POSTSECDNDARY LEVEL IN A PREVOC ATIDN AL SKILL 

SUBJECT content: floor scrubber. FLOOR STRIPPING. FLOOR FINISHING. SEALER. WAX. 
WET-DECK. CUSTODIAL. ^^^^^^ / haa. 

"D^^^y\ I"^^ MATERIAL WAS DEVELOPED FDR USE WITH THE EOUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTf R. THE LEARNING PACKAGE* 
?ke"oe?I?ltL°^^^^ ''''' '° ' ^^CH T^K irJu^E SPECIFIC. 

T? ifl^ Ti^TRMNlNG P^^^ ''^^^'''^ EVALUATION OF ACTUAL JOB PERFORMANCE AS 

media: workbook. 

^^rnNTlr/^'non^^no'-r^ DEPARTMENT. UNIVERSITY OF VERMONT. BuRLlNGTDN. VT 05401. 

CONTACT bC'IRCE FDR FURTHER INFORMATION. 2002751 

^^^*'o8/7o!^°^^^°''^ PROJECT FDR HOUSEKEEPING AIDE TRAINEE. CLEANING A BATHROOM. 6 P. 
AUTHOR: LEE. Rt 

CORPORATE author: UNIVERSITY OF VERMONT. 

noTCM^xirnS: ^^^Z^^^^*- SERVICES (17.11). INSTITUTIONAL ANO HOME MANAGEMENT (09-0205). 

orientation: teacher oriented material which may be useo with any disadvantaged or 



ERIC 



130 



CUSTODIAL services: 17*11 



HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM* 
SUBJECT content; TASKS/ MATERIALS/ PREREQUISITES/ SAFETY. 

COMMENT: THIS MATERIAL WAS DEVELOPED FOR USE WIT* THE EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IfJ A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKA'3E 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THE DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 
IT IJ IN THE TRAINING PHASEt 

media: KRlNTED-MATTERi LEARNING ACTIVITY PACKET. 

SOURCES MR. MARC HULL/ VOTEX DEPARTMENT-^ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
CONTACT SOURCE FOR FURTHER INFORMATION. 3003821 



title: custodial training, id p. no date. 

CORPORATE author: VOCATIONAL EDUCATION ARKANSAS CHlLDRENtS COLONY/ MCRAE UNIT. 
RELEV/MT to: CUSTODIAL SERVICES (17.11)/ MENTAL t 19.020103 ) 

orientation: teacher or work EVALUATOR ORIENTED MATERIAL WHICH CAN BE USED WITH 

TRAINABLE MENTALLY RETARDED CLIENTS IN AN INSTITUTIONAL OR SHELTERED WORKSHOP SETTING. 
SUBJECT content: ORIENTATION/ TRAINING/ WET MOPPING/ JANITORIAL ASSISTANT CHECK SHEET. 

comment: material has been evaluated by the state education department. this material 
contains an excellent descriptive breakdown of the tasks which a worker must perform 
in a custodian's job. the task listing sheets could be used by any work evaluator. 

media: printeo-matter/ course guide. 

source: MR. J.E. MCCURRY/ DIRECTOR OF VOCATIONAL EDUCATION/ ARKANSAS CHILDREN'S COLONY/ 
MCRAE UNIT/ ALEXANDER/ AR. NOMINAL CHARGE TO COVER DUPLICATION AND MAILING. 3003101 



title: BUILDING AND GROUNDS MAINTENANCE. 37 P. NO DATE. 
CORPORATE author: MISSISSIPPI STATE DEPT. OF EDUCATION. 

RELEVANT TO: LANDSCAPING (OltOSOif)/ TURF MANAGEMENT (01.0506)/ CUSTODIAL SERVICES 
(17.11 ) . 

orientation: student and teacher oriented material which may be used wtth disadvantaged 
and handicapped students at the secondary level in occupational training or 
cooperative experience placements. 

SUBJECT content: MATERIALS/ BUILDING MAINTENANCE/ SKILLS INVOLVED/ GROUNDS MAINTENANCE/ 

evaluation/ questionnaire. 

comment: this unit is presently being used with disadvantaged and handicapped students 
in vocational training programs in mississippi. the materials require sixth grade 
reading level for independent student use but could be used by lower readers with some 
assistance. units are very thorough and contain specific performance objectives/ 
materials for student use/ teaching methods suggestions/ task analysis/ skills 
evaluations/ units on checking accounts/ budgeting and a bibliography of other 
materials and references. good visuals included. evaluation is currently being 
conducted. 

media: guidebook. 

source: bill LOWERY/ assistant DIRECTOR/ HANDICAPPED PROGRAM/ ITJ. JUNIOR COLLEGE/ 

TUPPELO CENTER/ TUPPELO/ MS. LIMITED QUANTITIES AVAILABLE. 3003531 



title: learning objectives in building maintenance occupations. 50 p. NO DATE. 
CORPORATE author: ALASKA SKILL CENTER. 

relevant to: custodial services (17.11). 

orientation: student and teacher oriented material which. may be used with special needs 
students at the secondary and postsecondary level in building maintenance occupations 

PROGRAMS. 

SUBJECT content: EVALUATION CHART/ PORTER 1/ MAINTENANCE MAN HELPER/ POWER PLANT 
GENERATION FUNDAMENTALS. 

comment: performance objectives checklists to record training of students i^ building 
maintenance occupations programs. 

media: PRINTEO-MATTER/ EVALUATION SHEET. 

source: MR. R. D. BOOHER/ PROJECT DIRECTOR/ ALASKA SKILL CENTER/ BOX 615/ SEWARD/ AK 
99664. CONTACT SOURCE FOR PRICE INFORMATION. 3004161 



title: job corps training standard for custodial maintenance. 30 p. 08/69. 
CORPORATE author: JOB CORPS. 
RELEVANT TO: CUSTODIAL SERVICES (17.11). 

orientation: teacher or EVALUATOR oriented MATERIAL WHICH MAY BE USED WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

SUBJECT content: STANDARDS/EVALUATION CHART. 

comment: use as a curriculum GUIDE. CONTAINS SET OF CHARTS WHICH EVALUATE TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A CUSTODIAL MAINTENANCE. ALSO 
CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 
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media: guidebook* 

^^LARno ;'??i^?STu'c2or^b°''"^''^ DIVISION, MANPOWER ADMINISTRATION, U.S. DEPARTMENT OF 
LABOR, nil 18TH STREET, N.W, WASHINGTON, DC 20210. LIMITED AVAILABILITY. COMTA 't 
SOURCE FOR PRICE INFORMATION. '^VAi UAbl LI TY . CONTAC T 
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DIESEL mechanic: 17«12 



CLASSROOM AND SHOP EXPERIENCES WHICH ARE CONCERNED WITH ALL PHASES OF REPAIR WORK ON DIESEL 
ENGINES USED TO POWER BUSES/ SHIPS/ TRUCKS/ RAILROAD TRAINS/ ELECTRIC GENERATORS/ 
CONSTRUCTION MACHINERY/ AND SIMILAR EQUIPMENT. INSTRUCTION AND PRACTICE ARE PROVIDED IN THE 
DIAGNOSES OF MALFUNCTION/ DISASSEMBLY OF ENGINES AND EXAMINATION OF PARTS/ RECONDITIONING 
AND REPLACEMENT OF PARTS/ REPAIR AND ADJUSTMENT OF FUEL INJECTION SYSTEMS/ OIL AND WATER 
PUMPS/ GENERATORS/ GOVERNORS/ AUXILIARY AND ACCOMPANYING POWER. UNITS/ CONTROLS/ AND 
TRANSMISSIONS* THE USES OF TECHNICAL MANUALS/ A VARIETY OF HAND AND POWER TOOLS/ AND 
TESTING AND OI AGNOSTIC EQUIPMENT ARE ALSO STUDIED* 



title: power mechanics. 97 P» 06/71. 
author: SANDERS/ HARRY E. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION^ 

RELEVANT TO: DIESEL MECHANIC (17.12)/ AUTOMOTIVE SERVICES (17.03)/ MAINTENANCE 
(17.100301)/ SMALL ENGINE REPAIR (INTERNAL COMBUSTION) (17*31)/ POWER/AUTOMOTIVE 
MECHANICS (10fl6)/ SHIP AND BOAT OPERATION AND MAINTENANCE (17.0802). 

orientation: teacher oriented material which may be used with special needs STUr'-NTO AT 
THE SECONDARY LEVEL IN POWER MECHANICS PROGRAMS. 

SUBJECT content: ORIENTATION/ ACTIVITIES/ REFERENCES/ TOOL PRICES. 

comment: the objective of this UNIT IS TO EXPOSE STUDENTS TO THE JOB OPPORTUNITIES/ 

working conditions and salary and work tasks. connected with careers in power 
mechanics. there are 12 learning activities outlined. each activity contains 
performance objectives/ needed tools and equipment/ materials/ suggested procedures/ 
references and excellent illustrations which can be used as transparency masters. a 
power mechanic's equipment and tools list is attached. a very high quality/ 
self-contained instructional unit, 
media: guidebook. 

SOURCE: MR. C. H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEDGE BUILDING/ COLUMBIA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN MEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008371 
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ORQANIZEO SPECUlIZEO LEARNING EXPERIENCES WHICH EMPHASIZE THFDRY. iiqc nr r^r rsr>.r-^. ^ 
«J!FrTP??^?:S^: ^'^C" RELATES TO GA^SerS'L^ TRA^ T '""^ 

USE OF REPRODUCTION MATERIALS, EQUIPMENT, AND PROCESSeL THE PREMRAT^n^nr 2co^ 

8MEETS FOR WRITING SPECIFICATIONS, THE DEVELOPMENT OF P^^ LD PRSrp«°ru2»TQ^^2^ S*" 

AND THE DEVELOPMENT OF MODELS. INSTRUCTION FMPh*.;t7cq tuc nrw-ri^SS ! CHARTS AND DRAWINGS, 



title: screw thread representation. 15 p. NO DATE. 

USED AS TRANSPARENCY MASTERS. v.uu«at. tXCELLENT VISUALS WHICH CAN BE 

SUBJECT content; SCREW THREAD REPRESENTATION. 

media: study-prints. 

"SfSEoi;j-.sj;E";s^S"Ej;s[?p"ri„:sE;'i??;ipis5Tf'iE5S^^??!''^'""° zilu 

title: MECHANICAL DRAWING. U P. 06/71. 

author; steadman, jerry. 

oc-^cw^^I^x*"^"""* CAROLINA STATE DEPARTMENT OF EDUCATION. 

ORI^T^S Sc*^"^' D''*"ING OCCUPATIONS ,17 13 . 

"J^e"JIJS^DARv"^E^^E^J ;N'^R^^?iN"rp%^5^^AM"^!^" ^ ^ STUDENTS AT 

SUBJECT content: PREVOCATIONALi ACTIVITIES. 

APP^irim °°°° TRANSPARENCY MASTERS. ^Hts uNI^WOULD BE 

V*ERv'SJGHM2Li?v":^ERfAfr'°' ^-^^ VOCATIONAL EDUCATION DRA^JinTc'SasIeS. A 

media; guidebook.. 

^J"' JOHNSON, JR., DIRECTOR, OFFICE OF VOCATIONAL EDUCATton QT*Tr 

^w^JTar^y ""CATION, 908 RUTLEDGE BUILDING, COlUMBU, sj 292o5! l^MI^eS 
r,up!)tVr'-.U'' REQUESTED BY STATE SUPERV SORS ONLY? thEs" JaS THEN BE 

DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. ^""^ fJo83*l 
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ELECTRICAL OCCUPATIONS: 



ORGANIZED SUBJECT MATTER AND EXPERIENCES V«HICH INCLUDE THEORY^ LABORATORY^ AND SHOPWORK AS 
EACH RELATES TO PLANNING FUNCTIONS^ GENERATING AND TRANSMITTING ELECTRICITY^ INSTALLING AND 
MAINTAINING ELECTRICAL AND COMMUNICATIONS SYSTEMS^ AND EQUIPMENT AND COMPONENTS. 
INSTRUCTION EMPHASIZES PRACTICAL APPLICATIONS OF MATHEMATICS^ THE SCIENCES^ CIRCUIT DIAGRAMS 
AND BLUEPRINT READING/ SKETCHING, AND OTHER SUBJECTS ESSENTIAL TO PREPARATION FOR EMPLOYMENT 
IN THE ELECTRICAL OCCUPATIONS. 



title; guide for course of study for electronic mechanic. 40 p. 04/66. 

CORPORATE author: TENNESSEE DEPARTMENT OF EDUCATION, DIVISION OF VOCATIONAL EDUCATION. 

relevant to: electronics occupations (17tl5), electrical occupations (17.14). 
orientation: teacher oriented material which may be used with all handicapped and 

disadvantaged at the secondary or postsecondary level in training for entry level 

electronic mechanics. 

subject content: course outlint.t electricity, electronics, industrial applications, 
shop program, math, glossary. 

comment; publication written on a- very practical basic level. CONTAINS A SERIES OF 
LESSON PLANS WHICH STRESS NEEDED SKILLS IN ELECTRONIC MECHANICAL WORK. CONTAINS A 
RELATED BASIC EDUCATION SECTION AS WELL AS A GLOSSARY OF NEEDED VOCABULARY. COULD BE 
USED WITH LIMITED VOCABULARY STUDEf^^S SUCCESSFULLY. NOT APPROPRIATE FOR THE MENTALLY 

retarded, 
media: guidebook. 

source; vocational curriculum laboratory, box 1114, MURFREESBORO, TN 37130. CONTACT 
SOURCE FOR PRICE INFORMATION. 2000051 



title: job corps training standard for ELECTRICIAN. 17 P. 08/69. 
CORPORATE author: JOB CORPSi 

relevant to: electrical occupations (17.14). 

orientation: teacher or evaluator oriented material which may be used with any 
disadvantaged or handicapped person at the secondary or postsecondary level in a job 
training program. performance objectives tied to the o.q.t. code requirements. 

subject contenti stanoards/evas^uat i on chart. 

comment; use as a curriculum guide. contains set of charts WHICH EVALUATE TRAINEE'S 

progress in mastering competencies needed to become an electrician. also contains 
performance objectives for related basic education, 
media: guidebook. 

source: job corps, development division, manpower administration, U.S. DEPARTMENT OF 
LABOR, nil 18TH STREET, NtW., WASHINGTON, DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006381 



title; electricity. 49 p. 06/71. 

author: hicks, bill. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

RELEVANT to: ELECTRICAL OCCUPATIONS (17.14), ELECTRICITY/ELECTRONICS (10.04). 

orientation: teacher oriented material WHICH MAY BE USED WITH SPECIAL NEEDS STUDENTS AT 

THE SECONDARY LEVEL IN PREVOCATIONAL ELECTRONICS PflOGRAHS. 
SUBJECT content; PREVOCATIONAL, ACTIVITIES, MATERIALS. 

COMMENT; THIS MATERIAL IS A SERIES OF LEARNING ACTIVITIES DESIGNED TO INTRODUCE 

STUDENTS TO DIFFERENT ASPECTS OF ELECTRONICS. SAMPLE AREAS WHICH LEARNING ACTIVITIES 
COVER ARF; CONCEPTS, SPLICING WIRES AND USE OF BASIC TOOLS, FUSE PANEL AND VOLTAGE 

distrubution, converting electricity to sound, converting electricity to light, seires 
and parallel lighting circuits and information relating to training opportunities, 
employment condition's and opportunities. learning activities consist of performance 
objectives, needed toc(,s, equipment, suggested procedures and a reference section. a 
very high quality unit, 
media: guidebook. 

source: MR. C. H. JOHNSON, Jk», DIRECTOR, OFFICE OF VOCATIONAL EDUCATION, STATE 
DEPARTMENT OF EDUCATION, 908 M^TLEDGE BUlLDlNQi COLUMBIA, SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008301 
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SPECIALIZED CLASSROOM AND PRACTICAL EXPERIENCES CONCERNED WITH THE ASSEMBLY^ INSTALLATION/ 
TESTlNGi MAINTENANCE* AND REPAIR OF ELECTRIC MOTORS* GENERATORS.* TRANSFORMERS* AND RELATED 
EQUIPMENT. 



title: CHARGING CIRCUIT. CASSETTE/SLIDES- 

RELEVANT to: motor REPAIRMAN (17.1403)* MECHANICS (17-0302)* 

orientation; student oriented material which may be used with special needs students at 

THE SECONDARY AND POSTSECONDAR Y LEvEL IN INSTRUCTION ON CHARGING CIRCIT OF THE 
AUTOMOBILE. 

SUBJECT content: AUTOMOBILE* CHARGING CIRCUIT. 

comment: a tape/slide presentation designed to be used by students in a 
self»instructional program* tape is clearly narrated and Easily followed by special 
needs students* includes a study guide* 

media: MULTIMEDIA/ AuDIO»CASSETTE/SLlDES* 1 CASSETTE* STUDY GUIDE. 

source: W. J. HOPPES, SUPT. OF SCHOOLS* 1820 WASHINGTON ST.* FORT BENTON* MT 59442* 
CONTACT SOURCE FOR PRICE INFORMATION* 2010201 



title: power while you run. cassette/slides, 
relevant to: motor repairman (17.1403)* mechanics (17*0302). 

orientation: student oriented material which may be used with special needs students at 
the secondary and postsecondar y level in instruction on the electrical system of the 
automobile. 

SUBJECT content: electrical power* AUTOMOBILE. 

comment: a tape/slide presentation designed to be used by students in a 
self»instructional program* tape is clearly narrated and easily followed by special 

needs students* includes a STUDY GUIDE* 
media: multimedia, AUDXO-CASSETTE/SLIDES* 1 CASSETTE* STUDY GUIDE. 

source: W. J. HOPPES* SUPT. OF SCHOOLS* 1820 WASHINGTON ST.* FORT BENTON* MT 59442. 
CONTACT SOURCE FOR PRICE INFORMATION. 2010211 



title: cranking circuit, cassette/slides* 
relevant to: motor repairman (17*1403)* mechanics (17*0302)* 

orientation: .student oriented material which may be used with special needs students at 
the secondary and postsecondar y level in instruction on the electrical cranking 
circuit of the automobile* 

SUBJECT content: electrical CIRCUIT/ CRANKING* AUTOMOBILE* 

comment: a tape/slide presentation designed to used by students in a 
self-instructional program* tape is clearly narrated and easily followed by special 
needs students* includes a study guide* 

media: multimedia* AUDIO-CASSETTE/SLIDES* 1 CASSETTE* STUDY GUIDE* 

source: W* J. HOPPES* SUPT* OF SCHOOLS* 1820 WASHINGTON ST./ FORT BENTON* MT 59442. 
CONTACT SOURCE FOR PRICE INFORMATION. 2010221 
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ELECTRONICS OCCUPATIONS: 17«15 



ORGANIZED SPECIALIZED LEaRNINU EXPERIENCES WHICH INCLUDE THEORY, LABORATORY, AND SHOPWORK AS 
EACH IS RELATED TO PLANNING, PRODUCING, TESTING, ASSEMBLING, INSTALLING, AND MAINTAINING 
ELECTRONIC COMMUNICATIONS EQUIPMENT SUCH AS RADIO, RADAR, AND TELEVISION, INDUSTRIAL 
ELECTRONIC EQUIPMENT, INCLUDING DIGITAL COMPUTERS, NEW ELECTRONIC SYSTEMS, COMPONENTS, AND 
EQUIPMENT, AND CONTROL DEVICES. EMPHASIS IS ON SOLID-STATE DEVICES AND COMPONENTS, ELECTRON 
TUBE CHARACTERISTICS, LOW FREQUENCY AMPLIFIERS, LC AND RC DSriLLATORS, TRANSISTORS, AND 
AMPLITUDE AND FREQUENCY MODULATION. INSTRUCTION JS DESIGNED TO DEVELOP KNOWLEDGE, 
UNDERSTANDING, AND SKILLS ESSENTIAL FOR EMPLOYMENT IN COMMUNICATIONS, INDUSTRIAL 
ELECTRONICS, RADIO/TELEVISION, AND OTHER ELECTRONICS OCCUPATIONS. 

title: guide for course of study for ELECTRONIC MECHANIC. ^0 P. 0^/66. 

CORPORATE author: TENNESSEE DEPARTME * OF EDUCATION, DIVISION OF VOCATIONAL EDUCATION-* 
RELEVANT TO: ELECTRONICS OCCUPATIONS (17. lb), ELECTRICAL OCCUPATIONS (17.1^). 

orientation: teacher oriented material which may be used with all handicapped and 

DISADVANTAGED AT THE SECONDARY OR POSTSECDNOAR Y LEVEL IN TRAINING FOR ENTRY LEVEL 

electronic mechanics. 

SUBJECT content: course outline, electricity, electronics, industrial applications* 

shop program, math, glossary, 
comment: publication written on a very practical basic level, contains a series of 

LESSON PLANS WHICH STRESS NEEDED SKILLS IN ELECTRONIC MECHANICAL WORK. CONTAINS A 
RELATED BASIC EDUCATION SECTION AS WELL AS A GLOSSARY OF NEEDED VOCABULARY. COULD BE 
USED WITH LIMITED VOCABULARY STUDENTS SUCCESSFULLY. NOT APPROPRIATE FOR THE MENTALLY 
RETARDED. 

media: Guidebook. 

source: vocational curriculum laboratory, box 1114, MURFREESBORO, TN 37130. CONTACT 
SOURCE FDR PRICE INFORMATION. o/*^u. 

title: 0HM»S law, a programmed instructional unit. 21 p. NO DATE. 
author: OSBORNE, HOWARD. 

CORPORATE author: IOWA SCHOOL FDR THE DEAF. 

RELEVANT TCi ELECTRONICS OCCUPATIONS (17.15), ELECTRICITY/ELECTRONICS (10*04). 
orientation: student oriented material which may be used with deaf and other SIGHTED 

SPECIAL NEEDS STUDENTS AT THE SECONDARY LEVEL IN ELECTRONICS TRAINING. 
SUBJECT content: pretest, OHM^S law, post TESTi 

comment: ANSMER key is included. this UNIT IS DESIGNED IN A PROGRAMED INSTRUCTION 
FORMAT AHD KAS BEEN USED SUCCESSFULLY AT THE DEVELOPING INSTITUTION. IT IS DESIGNED 

fdr independent student use* minimal reading is required, 
media: workbook. 

source: MR* 0. 0. DRAKE, VOCATIONAL TECHNICAL PRINCIPAL, lOWA SCHOOL FOR THE DEAF, 

COUNCIL BLUFFS, lA 51501. AVAILABLE WHILE SUPPLY LASTS FOR COSTS OF DUPLICATION AND 

2003861 

title: an instructional program on the use of graphic plotter TN CONJUNCTION WITH THE 
HEWLETT PACKARD 9810 PROGRAMMABLE CALCULATOR • ELECTRONICS. 12 P. 1970. 

author: fant>jzzd, DOHINICK. 

CORPORATE A" HOR: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF. 

RELEVANT TO: DRAFTING (10.03), AUDITORY (19.020101), BUSINESS DATA PROCESSING SYSTEMS 

OCCUPATIONS (14.02), ELECTRONICS OCCUPATIONS (17.15). 
orientation: teacher oriented MATERIA!, WHICH MAY BE USED WITH SPECIAL NEEDS STUDENTS AT 

THE POSTSECONDARY LEVEL IN DRAFTING COURSESt 
SUBJECT content: graphics REPRODUCTION, USE OF CALCULATOR. 

comment: graphically oriented self instructional unit which was used successfully with 

the deaf at ntio. 
media: p-i-book. 

source: this material is under development and not available, communication aSOUT 
ongoing efforts and availability Dates is invited, contact: dr. ross stuckless, 

DIRECTOR, OFFICE OF EDUCATIONAL EXTENSION, NATIONAL TECHNICAL INSTITUTE FOR THE DEAF, 
ONE LOMB MEMORIAL DRIVE, ROCHESTER, NY. 2001832 



INDUSTRIAL ELECTRONICS: X7.X502 



137 



PRINCIPLES AND SERVICING PROCEDUREs! "'fIJlD TR°?Ps'"e%RMUeS?^ 'em;^^^'^^ ' "''""^^ 



title: a learning activity packet in ELErrnnNTrc acccmdi V r, 

CORPORATE author: ALBUQUERQUE skill CEnJer? ASSEMBLY. 180 P. NO DATE. 
RELEVANT to: INDUSTRIAL ELECTRONICS (17.1502). 

comment: a very comprehensive learning activity package on ELECTRnNirQ *c-Fmb,v 
INCLUDES A GOOD STUDENT STUDY GUIDC WORKBOOK^^JelL ?LLuiTjA?E5'!NS'£*s?'-?o 



FOLLOW. 

media: workbook* 



RELEVANT TO: INDUSTRIAL ELECTRONICS ( 17.1502) • 

orientation; teacher or EVALUATOR ORIENTED MATERIAL WHICH MAY BE U<?Fn uttw amv 
SUBJECT COOTENTI ST.NMBDS/iilLufj.'oS ^i!!,!'" " "EOUIREWNTS. 



2006221 



radio/television: 17.1503 



REp'A"R'-0?SA;;Os'':NrfEL%";fs!oN SeJs? ^^RAST.^^^J^p'Sr' "'^^^''"CTION, MAINTENANCE, AND 



"Jor^or)!?? AsrH^Rr^jsr^oR'^s^""" ^« 

RELEVANT TO: RADIO/TELEVISION (17.1503). 

°"J!s:j;is?;cE;=jr£:.sfc52;^rjE°Ls;-5r?SE"jEis^i.f5S",„"i;.i^„si!s,"ji:Err...„» 

^"i^ABnl DEVELOPMENT DIVISION, MANPOWER ADMINISTRATION, U.S. DEPARTHCNT OF 

soTck ^^^^js uniiirTo::' ^i"iTE5°Aj.^:!siLf?^!"c"o^;:;Ac°^ 

2006311 



FABRIC MAINTENANCE SERVICES: 17.16 



CLASSROOM AND LABORATORY EXPERIENCES WHICH ARE CONCERNED WITH ALL PHASES OF MAINTENANCE 
SERVlCe ON ALL TYPES OF FABRICS. INSTRUCTION EMPHASIZES IDENTIFYING/ MARKING AND ENTERING/ 
SORTING/ ASSEMBLING/ WRAPPING/ AND BAGGING CLOTHING AND OTHER FABRICS/ A WIDE RANGE OF 
INFORMATION DEALING WITH DRYCLEANING AND SPOTTING AGENTS, DETERGENTS/ BLEAChtS/ AND DYES/ 
EFFECTS ON HEAT ON VARIOUS FABRICS/ SKILLS INVOLVED IN THE USE OF HAND TOOLS AND POWER 
PRESSES FOR FLAT WORK/ ROLLER PRESSES/ WASHERS/ EXTRACTORS/ AND DRYERS/ AND ALTERATION AND 
REPAIR OF FABRICS. 



title: job opportunities in the laundry industry. iO P. NO DATE. 
CORPORATE author: AMERICAN INSTITUTE OF LAUNDERING. 
RELEVANT TO: FABRIC MAINTENANCE SERVICES il7.16). 

orientation: teacher or student ORIENTED MATFRlAL WHICH MAY BE USED WITH TMt 

DISADVANTAGED OR HANDICAPPED SECONDARY OR POST SECONDARY STUDENT IN JOB EXPLORATION OR 
OCCUPATIONAL TRAINING PROGRAMS. 

SUBJECT content: laundry industry ORIENTATION/ DEFINITIONS/ SPECIFIC JOBS/ ADVANCEMENT/ 
EDUCATION/ TRAINING. 

COMMENT: THE MATERIAL DISCUSSES EIGHTEEN DIFFERNT LAUNDRY OR RELATED OCCUPATIONS IN 
TERMS OF NECESSARY QUALIFICATIONS AND TRAINING REQUIRED. THE READING LEVEL WILL NOT 
BE APPROPRIATE FOR STUDENTS WITH BELOW EIGHTH GRADE READING LEVEL* SCwEVER/ THE 
INFORMATION MAY BE USEFUL ENOUGH TO WARRANT TEACHER MODIFICATION INTO AN AUDIO FORMAT. 

media: printed*matter/ job specification. 

source: MR. R. B. DOLHOF/ DIRECTOR OF EDUCATION AND PERSONNEL/ AMERICAN INSTITUTE OF 
LAUNDERING/ JOLIET/ IL 6043<»» CONTACT SOURCE FOR PRICE INFORMATION. 2000521 



title: JOB CORPS TRAINING STANDARD FOR LAUNDRY WORKER/MACHINE PRESSER. 16 P. 08/69. 
CORPORATE author: JOB CORPS* 

RELEVANT TO: FABRIC MAINTENANCE SERVICES (17.16). 

orientation: teacher or EVALUATOR ORIENTED MATERIAL WHICH MAY BE USED WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSOM AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

SUBJECT content: standards/evaluation Chart. 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 

progress in mastering competencies needed to bcco^e a laundry worker/machine presser. 
also contains performance objectives for related basic education, 
media: guidebook. 

source: job CORPS/ DEVi-LOPMENT DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ nil 18TH STREET/ NtW./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006391 



laundering: 17.1602 

si;AGESL^**NVp^^^'L%*^s!''?s^^ss"^ ^-^^ laundering plan? 

FABRICS, spotting; IRONING InD PRESs!ng! DYP?Nr ^l^'lln^T """^NTS, INSPECTING, WASHING 
WRAPPING HEARING APPARErAND HOUSEHOLD iNnniu.o ^^EACHlNG, SORTING, AND FOLDING AND 
EMPHASIZED ARE EXPERIENCE^CDnJerNeS Si^h vaIthmc .^^^^ ^""""^ CONSTRUCTION. ALSO 

TYPES OF FABRICS, AND USeI o"'hL'S"nS ^'SwE^ JSoLs'^l^^rESuiPMEN;! '''^'^^""'^^ DETERGENTS,, 



TITLEt^^OPERATOR OF A MACHINE PRESS AND AUTOMATIC SHIRT FOLDING MACHINE IN A LAUNDRY. 2 o. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO! LAUNOERING 1X7.1602). 

JthEr'stSdEN^^^eSSIrJJ^vER^'^DF^I^L.^' "^NTALLV 
PROGRAMS OF JOB EXPLORATION^ MA^ER^A. ?I .^1.1^^°, """^ SUPERVISION IN SECONDARY 

SUBJECT content: 0RiEN?AnSN; taSI sJeet! 5"^"- 

"Muir^ERF^s^^ ?s%'r:^orE'?^^? ^SN^'S{iSR^^R°.=^^^i2:^N^Y^i^5'f * 

RATED AS TO LEARNING DIFFICULTY. TYPE OF PPRPOBm^m^c ^""^^ PERFORMANCE ;RE 

SUCH AS RECALL, DISCRIMINATION AND ^ANIpSLAnVE^ MATFRfAr'-in^^^^ DESCRIPTORS 
6ENERALIZABLE TO ANY REHABILITATION WORK. ^iEMATPR^f.^Ae^n^'"^ ^° 
GRANT FROM THE BUREAU OF EDUCATIONAI i v uI„„I"Ln^I^" DEVELOPED UNDER A U.S.O.E. 

VOCATIONAL SKILL CENTERS VEr"Snt' BEEN USED IN REGULAR 

media: printed-matter, task analysis. 

source: MR. MARC HULL, VOTEX DEPARTMENT, UNIVERSITY OF VERMONT, BURLINGTON, VT OB^Ol". 

2002591 



T 



1*0 FOREMANSHIP^ SUPERV ISIO.W/ AND MANAGEMENT DEVELOPMENT: l7.^7 



PLANNED LEARNING EXPERIENCES DESIGNED TO ASSIST THE SUPERVISOR IN EFFECTIVELY UTILIZING THE 
«EN# MACHINES/ AND MATERIALS UNDER HIS SUPERVISION BY BROADENING HIS BACKGROUND KNOWLEGE AND 
DEVELOPING HIS LEADERSHIP ABILITIES* INCLUDED IS THE STUDY OF HUMAN BEHAVIOR/ ORGANIZATION 
AND MANAGEMENT/ ORAL COMMUNICATION/ LABOR LAWS/ PERSONNEL PROCEDURES/ JOB ANALYSIS/ WORK 
SIMPLIFICATION/ EMPLOYEE UTILIZATION/ AND THE DEVELOPMENT OF WRITING TECHNIQUES AS APPLIED 
TO THE PREPARATION OF LETTERS/ MEMOS/ AND TECHNICAL REPORTS/ SPEEDREAD ING/ AND SAFETY AND 
FIRST-AID PRACTICES. 




GRAPHIC ARTS OCCUPATIONS! 17»19 
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0RQANI2EO SPECIALIZED LEARNING EXPERIENCES WHICH INCLUDE THEORY/ LABORATORY/ ANO SHOPWORK AS 
THEY RELATE TO ALL PHASES OF HOT ANO COLD TYPESETTING/ LAYOUT/ COMPOSITION/ PRESSWORK/ AND 

binding/ including flexography/ lithography/ photoengraving/ and other graphic arts related 
to the printing ludustry. emphasis is on typographical layouts and design/ hand and machine 
Typesetting^ camera and plate work/ imposition/ typecasting/ offset and platen press makeup 
and operattqn/ p apercutt i ng/ ink and color preparation/ binding/ and production by 

SIlXSCREEN process. INSTRUCTION LEADS TO PREPARATION FOR VARIOUS TYPES OF EMPLOYMENT SUCH 
AS TYPESETTER/ COMPOSITOR/ CAMERAMAN/ PLATEMAKER/ COST ANALYST/ EXPEDITER/ ANO PRODUCTION 
PLANNER* 



title: graphic arts job evaluation SHEETSi 6 P. 197l« 
RELEVANT TO: GRAPHIC ARTS OCCUPATIONS 117.19) t 

orientation: teacher oriented material which may BE USED WITH EDUCABLE MENTALLY 

RETARDED PERSONS AT THE SECONDARY LEVEL IN GRAPHIC ARTS PROGRAMS. 
SUBJECT content: EQUIPMENT/ PRACTICE FORMS* 

comment: this series of sheets provides a means to record teacher assessments of 
student progress by recording successful completion of behavioral objectives. a 
series of skills are given and a column is provided for date of approval and the 
supervisor's initials. a good idea for work experience programs. 

media: WORKBOOK. 

source: special needs program COORDINATOR/ DIVERSIFIED OCCUPATIONS/ BARRE VOC- TECH. 
CENTER/ BARRE/ VT. 2004881 



title: job corps training standard for commercial ANO/OR graphic artist. 17 p. 08/69* 
CORPORATE author: JOB CORPS* 

RELEVANT TO : COMMERCIAL ART OCCUPATIONS (17*07)/ GRAPHIC ARTS OCCUPATIONS (17.19). 

orientation: teacher or EVALUATOR oriented material which may be used with ANY 

DISADVANTAGED OR HANDICAPPED "^ERSON AT THE SECONDARY OR POSTSECOND ARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

SUBJECT content: standaros/evaluation chart. 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 

progress in mastering competencies needed to become a commercial and/or graphic 
artist. also contains performance objectives for related basic education, 
media: guidebook. 

source: job corps/ development DIVISION/ manpower ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ NtW./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY* CONTACT 
SOURCE FOR PRICE INFORMATION* * 2006361 



title: graphic arts. 36 P. 06/71. 
author: STABLER/ NICK. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

relevant to: graphic arts occupations t 17.19) • 

orientation: teacher oriented material which may be used with special needs students at 

THE secondary LEVEL IN GRAPHIC ARTS PROGRAMS. 
SUBJECT CONTENT; PREVOCAT lONAL/ ACTIVITIES/ TOCLS/ EQUIPMENT. 

COMMENT: THIS MATERIAL IS AN INTRODUCTORY OVERVIEW OF DIFFERENT ACTIVITIES WHICH ARE A 
PART OF THE GRAPHIC ARTIST'S JOB. THE MATERIAL CONSISTS OF 16 LEARNING ACTIVITIES 
WHICH ARE DESCRIBED lU TERMS OF PERFORMANCE OBJECTIVES/ NEEDED TOOLS AND EQUIPMENT/ 

materials/ suggested procedures/ references and visuals. these visuals are very high 
quality and would make good transparency masters. this unit would be applicable to 
special education as well as regul/r vocational programs, 
media: guidebook. 

source: MR* C. H. JOHNSON/ JR*/ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTlEDGE BUILDING/ COLUMBIA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008321 



title: LINECASTING keyboard operation II# 99 P. 09/70. 
AUTHOR: CURRY/ HAROLD A. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF. 

relevant to: auditory (19«020101)/ graphic arts occupations (17.19). 
orientation: student orienteo material which may be used with deaf as well as other 
special needs students at the secondary level in printing trades programs. 

SUBJECT content: double slug or multi-slug COMPOSITION/ LEADERS/ TABULAR COMPOSITION/ 
VARIABLE COLUMNS/ CONSTITUTION AND BY-LAWS/ POETRY/ HENUS/ PROGRAMS/ ROMAN NUMERALS/ 
BRACE WORK. 

comment: this material is a series of units with LEARNING OBJECTIVES/ INFORMATION ANO 
STUDENT ASSIGNMENTS* THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT PROBLEM 
READERS MAY STILL NEED SOME HELP* A SECTION ON TRADE NAMES IN INCLUDED WHICH WOULD BE 



GRAPHIC ARTS OCCUPATIONS; 17*19 



THE BASIS FOR A GOOD RELATED EDUCATION UNIT* ACHIEVEMENT TESTS ARE APPENDED TD END OF 
TEXT. MATERIAL WAS DEVELOPED FOR USE WITH THE DEAF* 

media: workbook* 

source: marie H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625. 2010321 

title: LINECASTING keyboard operation I. 99 p. 0l/66t 
author: CURRY/ HAROLD A. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF. 

RELEVANT TO: AUDITORY (19.020101)/ GRAPHIC ARTS OCCUPATIONS (17.19). 

orientation: student oriented material which may be used with SPSCIAL needs and DEAF 
STUDENTS AT THE SECONDARY LEVEL IN PRINTING TRADES TRAINING PROGRAMS. 

SUBJECT content: keyboard OPERATION/ FINGERING SYSTEM/ WORD PRACTICE/ KEYBOARD 

PRACTICE/ SENTENCE PRACTICE/ PUNCTUATION MARKS/ CAPITAL LETTERS/ PROOFREADING/ ITALIC 
AND BOLDFACE TYPE FIGUES/ DIVISION OF WORDS^ STRAIGHT MATTER^ CAPS AND SMALL CAPS/ 
CARE OF THE MACHINE. 

comment: this material is a series of units with learning OBJECTIVES/ INFORMATION AND 
STUDENT ASSIGNMENTS. THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT PROBLEM 
READERS MAY STILL NEED SOME HELP. A SECTION ON TRADE NAMES IN INCLUDED WHICH WOULD BE 
THE BASIS FOR A GOOD RELATED EDUCATION UNIT. ACHIEVEMENT TESTS ARE APPENDED TD END OF 
THE TEXT. MATERIAL WAS DEVELOPED FOR USE WITH THE DEAF. 

media: WORKBOOK. 

source: marie H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625. 20103ifl 



PRINTING PRESS OCCUPATIONS: 17.1902 

ORGANIZED LEARNING EXPERIENCES CONCERNED WITH MAKING READY/ OPERATING/ AND MAINTAINING 
PRINTING PRESSESt 



title: job corps training stand 

CORPORATE author: JOB CORPSi 

relevant to: printing press 0 
orientation: teacher or evalu 
disadvantaged or handicapped 
training program. performan 
SUBJECT content: STANDARDS/EV 
comment: use as a curriculum 
progress in mastering compet 
performance objectives for r 
mepia: guidebook, 
source: job corps/ developmen 

LABOR/ 1111 18TH STREET/ NtW 
SOURCE FOR PRICE INFORMATION 



ARD FOR OFFSET PRINTER. 18 P# 08/69. 
CCUPATIONS (17.1902)» 

ATOR ORIENTED MATERIAL WHICH MAY BE USED WITH ANY 

PERSON AT THE SECONDARY OR POSTSECONDAR Y LEVEL IN A JOB 
CE OBJECTIVES TIED TO THE DtOtT. CODE REQUIREMENTS. 
ALUATION CHART. 

GUIDE. CONTAINS SET OF CHARTS WHICH EVALUATE TRAINEE'S 
ENCIFS NEEDED TO BECOME AN OFFSET PRINTER. ALSO CONTAINS 
ELATED BASIC EDUCATION. 

T DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
•/ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
• 2006411 



LITHOGRAPHY/ PHOTOGRAPHY/ AND PLATEMAKING: 17.1903 

LEARNING EXPERIENCES CONCERNED WITH LITHOGRAPHY. LITHOGRAPHIC PHOTOGRAPHY/ 
STRIPPING/ AND RELATED PLATEMAKlNtJ PROCESSES. 



ERLC 



A PROGRAMMED INSTRUCTIONAL UNIT. 



title; COPY MEASUREMENT AND USE OF PROPORTIONING SCALE. 
32 P, 01/72. 
author: OSBORNE/ HOWARD. 

CORPORATE author; IOWA SCHOOL FOR THE DEAF. 

RELEVANT to: LITHOGRAPHY/ PHOTOGRAPHY/ AND PLATEMAKING (17.1903). 

STUDENT ORIENTED MATERIAL WHICH MAY BE USED WITH OEAF AND OTHER SIQHTEO 
SPECIAL NEEDS STUDENTS AT THE SECONDARY LEVEL IN LITHOGRAPHY TRAINING. EXTENSIVE USE 
OF PHOTOGRAPHS AND ILLUSTRATIONS. i cimoi vc uat 

SUBJECT content; PRETEST/ PROPORTION SCALE/ TERMINOLOGY/ POSTTEST. 

COMMENT? THIS UNl.T IS DESIGNED IN A PROGRAMED INSTRUCTION FORMAT AND HAS BEEN USED 
SUCCESSFULLY AT THE DEVELOPING INSTITUTION. IT IS DESIGNED FOR INDEPENDENT STUDENT 



LiTHCQRAPHYi PH0T0GRAPHY> AND PLATEMAKING: 17*1903 
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use. minimal reading is required. v£ry good illustrations* 
media: workbook* 

SOURCE: MR* D« Q* DRAKEi VOCATIONAL TECHNICAL PRINCIPAL^ IOWA SCHOOL FOR THE DEAFj 

COUNCIL BLUFFSj IA 51501* AVAILABLE FOR C0S7S OF DUPLICATION AND MAILING. 2003871 



photoengraving: 17*1904 

ORGANIZED LEARNING EXPERIENCE CONCERNED WITH PHOTOGRAPHING ILLUSTRATIONS AND OTHER COPY THAT 
CANNOT BE SET UP IN TYPE> DEVELOPING NEGATIVESj AND PREPARING PHOTOSENSITIZED METAL PLATES 
FOR USE IN PRINTING* 



title: an INTRODUCTIO T0***THE art of photoengraving* 151 P* 09/69* 

author: benze> Alexander* 

corporate author: marie h* katzenbach school for the deaf* 
relevant to: photoengraving ;i7*1904)j auditory (19*020101)* 

orientation: student oriented MATERIAL WHICH MAY BE USED WITH DEAF AND OTHER SPECIAL 
NEEDS STUDENTS AT THE SECONDARY LEVEL IN PRINTING TRADES TRAINING PROGRAMS. 

SUBJECT content: general informtionj types of engravinGj tools and equipment^ copy and 

ART W0RK> THE PROCESS CAMERAj FUNDAMENTALS OF PHOTOENGRAVING^ FORMULAS AND CHARTS* 

commehjt: this material is a series of units with learning objectives^ information and 
student assignments. the assignments are written in simple language but problem 
readers may still need some help. a section on trade names is included which would be 
the basis for a good related education unit* achievement tests are appended to the 
end of this material. well illustrated* could be used as transparency masters* 
excellent brief two paragraph definition of some jobs in printing trades. material 
was developed for use with deaf students* 

media: workbook* 

source: marie H* katzenbach school for the DEAFj west TRENTONj NJ 08625. 2010331 



title: an introduction T0*.*THE art of PHOTENQRAVING* VOLUME TWO* 234 P* NO DATE. 
AUTHOR: BENZEi ALEXANDER* 

CORPORATE author: MARIE H* KATZENBACH ^SCHOOL FOR THE DEAF* 
RELEVANT to: PHOTOENGRAVING (17*1904)> AUDITORY (19*020101)* 

orientation: student oriented material which may be used with deaf or other special 
needs students at the secondary or pos tsecondary level in vocational training* 

SUBJECT content: PASTEUP/ PROCESS PHOTOGRAPHY/ PLATEMAKING AND ETCHING/ FINISHING* 

comment: the second of a series of two volumes/ the student is taught some of the more 
advanced techniques of photoengraving* a large glossary of technical terms is 
provided at the end of the text* extensive teacher modification is needed for use 
with the mentally retarded student* 

media: textBo:)k* 

source: MARIL H* katzenbach school for the DEAF/ WEST TRENTON/ NJ 08625* 2010351 



SILK SCREEN MAKING AND PRINTING: 17.1905 



ORGANIZED LEARNING EXPERIENCES CONCERNED WITH THE PREPARATION OF SILK SCREENS AND THE 
OPERATIONS OF SILK SCREEN PRINTING* 



title: SERIGRAPHY study guide. 8 P* 1971* 

relevant to: silk screen making and printing (17*1905)* 

orientation: student and teacher oriented material which may be used with special needs 
students at the secondary and postsecondary level in shop or art courses* 

SUBJECT content: silk screen FRAME/ MATERIALS* 

comment: describes procedures to make a frame to use in silk screening and also 

describes material and methods for making a silk screen print* this material could be 
used independently by proficient readers* 

media: guidebook* 

source: W* J* HOPPES/ SUPT* OF SCHOOLS/ 1820 WASHINGTON ST*/ FORT BENTON/ MT 59442* 
CONTACT SOURCE FOR PRICE INFORMATION. 2004742 



144 



MARITIME occupations: 17.22 



CLASSROOM^ LABORATORY/ THEORY/ ANO PRACTICAL EXPERIENCES CONCERNEO WITH PREPARATION ANO 
SEAGOING SHIPS/ TUGBOATS/ BARGES/ FLOATING ORYOOCKS/ ANO OTHER MARINE CRAFT ANO FLOATING 
STRUCTURES/ AS WELL AS RELATEO HARBOR ANO OOCK MACHINERY ANO EQUIPMENT. F IRE-FIGHTING/ 
LIFEBOAT WORK/ ANO SWIMMING ARE TAUGHT TO ALL PUPILS. EMPHASIS IS ON FIBER ANO WIRE ROPE 
HANOLING ANO SPLICING/ CHIPPING ANO PAINTING THE HULL/ CARGO HANOLING GEAR ANO GROUNO 
TACKEL/ ANO WATCHSTANOING ANO LOOKOUT IN THE OECK OEPARTMENT/ MAINTENANCE/ OPERATION/ 
REPAIR/ ANO SERVICING MAIN ENGINES ANO AUXILIARY STEAM/ REFRIGERATION/ WATER/ ANO 
OEPARTMENT. INSTRUCTION LEAOS TO PREPARATION FOR VARIOUS TYPES OF EMPLOYMENT/ SUCH AS 
ABLEBOOIEO SEAMAN/ SHiPtS CARPENTER/ OECK-MA INTENANCE MAN/ QUARTERMASTER ANO BOATSWAIN. 
OILER/ FIREMAN-WATERTENOER/ ELECTRICIAN/ JUNIOR ENGINEER/ COOK/ CHIEF STEWARO/ ANO WIPER 
(ENGINEROOM)/ AS WELL AS EMPLOYMENT ASHORE/ E.G./ STATIONARY ENGINEER/ CARGO HANOLING OR 
RIGGING OPERATIONS. 



title: oocuments kit. 1966. 
author: l* shulman/ ano son* 

RELEVANT TO: MARITIME OCCUPATIONS (17.22)/ EOUCATIONAL (19.0102). 

orientation: stuoent orienteo material which may be useo with oisaovantageo stuoents, 

ESPECIALLY BILINGUAL/ AT A SECONOARY LEVEL IN OCCUPATIONAL EOUCATION TRAINING PROGRAM. 
SUBJECT content: packing LIST/ SHIPPER'S EXPORT OECLARATION/ OOCK RECEIPT/ OCEAN BILL 
OF LAOING/ AIRWAY BILL/ RAILWAY BILL OF LAOING/ FORMS FOR INTERNATIONAL MAIL/ CONSULAR 
INVOICE/ CERTIFICATE OF ORIGIN/ COMMERCIAL INVOICE/ INSURANCE CERTIFICATE/ BANK GRAFT/ 
GLOSSARY/ CONSULATE LIST/ GUMMEO L BELS. 

comment: this material is INTENOEO to offer some SPECIALIZEO training in COMMERCIAL 
SP ANISH . 

meoia: ktt. 

source: L. shulman ano HIJO/ specialists in SPANISH/ 736 WEST 173 STREET/ NEW YORK/ NY 
10032. $3.25. 2001131 



title: LEARNING OBJECTIVES IN MARINE MAINTENANCE OIESEL ENGINE. 10 P. NO GATE. 
CORPORATE author: ALASKA SKILL CENTER. 

RELEVANT TO: SHIP ANO BOAT OPERATION ANO MAINTENANCE (17.0802)/ MARITIME OCCUPATIONS 
( 17.22 ) . 

orientation: stuoent and teacher orienteo material which may be useo with special neeos 

STUDENTS AT THE SECONOARY ANO POSTSECONO AR Y LEVEL IN A OIESEL ENGINE MECHANIC HELPER 
COURSE. 

SUBJECT content: SAFETY/ WELOING/ HYORAULICS/ NOMENCLATURE/ ENGINES/ TASKS. 

^°HELPER STUOENTS^^^^ OBJECTIVES CHECKLIST TO RECORO TRAINING OF OIESEL ENGINE MECHANIC 

meoia: printeo-matteR/ evaluation sheet. 

source: MR. R. 0. BOOHER/ PROJECT OIRECTOR/ ALASKA SKILL CENTER/ BOX 615/ SEWARO/ AK 
99^64. CONTACT SOURCE FOR PRICE INFORMATION. 2004151 



METALWORKING OCCUPATIONS: X7.23 
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ORGANIZED SPECIALIZED LEARNING EXPERIENCES WHICH INCLUDE THEORY, LABORATORY/ AND SHOPWORK AS 
THEY RELATE TO THE PLANNING, MANUFACTURING/ ASSEMBLING/ TESTING/ AND REPAIRING OF PARTS/ 
MECHANISMS/ MACHINES/ AND STRUCTURES IN WHICH MATERIALS ARE CAST/ FORMED/ SHAPED/ MOLDED/ 
HEAT TREATED/ CUT/ TWISTED/ BENT/ PRESSED/ STAMPED/ FUSED/ MARKED/ OR OTHERWISE WORKED UPON. 
INSTRUCTION EMPHASIZES THE ACQUISITION OF KNOWLEDGE/ SKILLS/ AND UNDERSTANDING WHICH LEAD TO 
PREPARATION FOR VARIOUS TYPES OF SKILLED AND SEMISKILLED EMPLOYMENT SUCH AS SHEETMETAL MAN/ 
TOOLMAKER/ FOUNDRYMAN/ WELDER/ MILLWRIGHT/ PRODUCTION MACHINE-TOOL OPERATOR, PRODUCTION 
MOLOER/ METAL-STAMPING OPERATOR/ AND METAL PATTERNMAKER/ AS WELL AS HELPER-TYPE JOBS SUCH AS 
MATERIALS HANDLER/ AND MACHINE CLEANUP MAN. 



title: how to use the vernier caliper. a programmed INSTUCTIONAL UNIT. 31 P. NO DATE. 

author: SCHULZE/ robert allen. 

CORPORATE author: IOWA SCHOOL FOR THE DEAF. 
RELEVANT to: METALWORKING OCCUPATIONS (17.23) • 

orientation: student oriented material which may be used with deaf and other sighted 

SPECIAL NEEDS STUDENTS AT THE SECONDARY LEVEL IN MACHINISTS TRAINING. EXTENSIVE USE 

OF LINE DRAWN ILLUSTRATIONSt 
SUBJECT CONTENT: PRETEST/ PDSTTEST/ CALIPER ORIENTATION. ^ 
comment: answer key included. THIS UNIT IS DESIGNED IN A PROGRAMED INSTRUCTION FORMAT 

AND HAS BEEN USED SUCCESSFULLY AT THE DEVELOPING INSTITUTION. IT IS DESIGNED FOR 

INDEPENDENT STUDENT USE. MINIMAL READING IS REQUIRED. VERY GOOD ILLUSTRATIONS. 

media: workbook. 

source: MR. D. Q. DRAKE, VOCATIONAL-TECHNICAL PRINCIPAL/ IOWA SCHOOL FOR THE DEAF/ 

COUNCIL BLUFFS/ lA 51501. AVAILABLE FOR COSTS OF DUPLICATION AND MAILING. 2003881 



title: metal work. 46 P. 06/71. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

relevant to: metals (10.14), metalworking occupations (17.23). 

orientation: teacher oriented material which may be used with special needs students at 

THE SECONDARY LEVEL IN METAL WORKING PROGRAMS. OUTSTANDING ILLUSTRATIONS. 
SUBJECT CONTENT: MATliRIALS/ EQUIPMENT/. ACTIVITIES. 

COMMENT: THE OBJECTIVE OF THE UNIT IS TO EXPOSE STUDENTS TO DIFFERENT METALWORKING 

OCCUPATIONS AND TO TAKE THEM THROUGH A SIMPLE METALWORKING PROJECT TO FAMILIARIZE THEM 
WITH BASIC TOOLS/ MATERIALS AND PROCEDURES. THERE ARE 21 LEARNING ACTIVITIES 
OUTLINED. EACH ACTIVITY CONTAINS PERFORMANCE OBJECTIVES, NEEDED TOOLS, AND EQUIPMENT 
MATERIALS, SUGGESTED PROCEDURES, REFERENCES AND EXCELLENT ILLUSTRATIONS WHICH CAN BE 
USED AS TRANSPARENCY MASTERS. THIS UNIT WOULD BE APPLICABLE TO SPECIAL EDUCATION AND 

regular vocational education metals classes. a very high quality material, 
media: guidebook. 

source: MR. C. H. JOHNSON. JR., DIRECTOR, OFFICE OF VOCATIONAL EDUCATION, STATE 
DEPARTMENT OF EDUCATION, 908 RUTLEDGE BUILDING, COLUMBIA, SC 292D1 . LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008351 



MACHINE TOOL OPERATION: 17.2303 

SPECIALIZED LEARNING EXPERIENCES DESIGNED TO PREPARE A SEMISKILLED WORKER TO RUN ONLY ONE 
MACHINE, E.G., LATHE, GRINDER, DRILL PRESS, MILLING MACHINE, OR SHAPER. 



title: basics of metal lathe, cassette/slipes. 
relevant to: machine tool operation (17.2303). 

orientation: student oriented material WHICH MAY BE USED WITH SPECIAL NEEDS STUDENTS AT 
THE SECONDARY AND POSTSECONDARY LEVEL IN INSTRUCTION ON THE METAL LATHE. 

SUBJECT content: metal lathe. 

comment: a TAPE/SLIDE PRESENTATION DESIGNED TO BE USED BY STUDENTS IN A 

SELF-INSTRUCTIONAL PROGRAM. TAPE IS CLEARLY NARRATED AND EASILY FOLLOWED BY SPECIAL 
NEEDS STUDENTS. INCLUDES A STUDY GUIDE. 

media: multimedia, AUOIO-CASSETTE/SLIDES. 1 CASSETTE, STUDY GUIDE. 

source: W. J. HOPPES, SUPT. OF SCHOOLS, 1820 WASHINGTON ST., FORT BENTON, MT 59442. 
CONTACT SOURCE FOR PRICE INFORMATION. 201D181 
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MACHINE TOOL OPERATION: 17«2303 



title: machine tools operation* 19 P. 1970« 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE OEAF. 
RELEVANT TO: AUOITORY (IS^OSOlOl)/ MACHINE TOOL OPERATION (17.2303). 

orientation: teacher oriented material which may be useo with special neeos stuoents at 

THE SECONOARY AND POSTSECONO ARY LEVEL IN MACHINE TOOLS TRAINING PROGRAMS. 
subject content: operations ANO construction of machine TOCLS/ SAFETY/ SINGLE ANO 

multiple point cutting tools/ project evaluating/ manpower neeos in machine tool 

occupations/ current industry practices, 
comment: series of lesson plans stressing behaviorf ano knowledge to be acquired. 

outline could be useo with any group, 
media: guidebook. 

source: this material is under development ANO NOT AVAILABLE. COMMUNICATION ABOUT 
ONGOING EFFORTS AND AVAILABILITY DATES IS INVITED. CONTACT: DR. ROSS STUCKLESS/ 
DIRECTOR/ OFFICE OF EDUCATIONAL EXTENSION/ NATIONAL TECHNICAL INSTITUTE FOR THE DEAF/ 
ONE LOMB MEMORIAL DRIVE/ ROCHESTER/ NY. 2001822 



METAL trades: 17.230if 

SPECIALIZED LEARNING EXPERIENCES DESIGNED TO PREPARE AN ALL-ROUND METALWORKER CAPABLE OF 
FABRICATING AND ASSEMBLING A VARIETY OF PRODUCTS IN MANY INDUSTRIES. INSTRUCTION INCLUDES 
LAYOUT/ SEQUENCE OF OPERATIONS/ SETTING UP AND OPERATING FABRICATING MACHINES/ POSITIONING/ 
ALIGNING/ FITTING/ AND WELDING PARTS TOGETHER/ ANO DESIGNING ANO CONSTRUCTING TEMPLATES ANO 



title: job corps training standard FDR MACHINE OPERATOR/MACHINE SETUP MAN. 18 P« 08/69. 
CORPORATE author: JOB CORPS* 
RELEVANT TO: METAL TRADES (l7«23D'f). 

orientation: teacher or evaluator oriented material which may be useo with any 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONOARY LEVEL IN A JOB 

training program. performance objectives tied to the 0.0. t. code requirements. 
Subject content: standards/evaluation chart. 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A MACHINE OPERATOR/MACHINE SETUP 

man. also contains performance objectives fdr related basic education, 
media: guidebook. 

source: job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTME-NT OF 
LABOR/ 1111 18TH STREET/ N*W./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FDR PRICE INFORMATION. P006P81 



SHEET metal: 17.2305 

SPECIALIZED CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH THE LAYOUT/ FABRICATION/ ERECTION 
OR INSTALLATION/ AND MAINTENANCE OF ITEMS MADE OF STEEL/ COPPER/ STAINLESS STEEL/ AND 
ALUMINUM SUCH AS VENTILATING/ AIR CONDITIONING/ ANO HEATING DUCTS/ KITCHEN EQUIPMENT/ SIGNS/ 
FURNITURE/ AND SKYLIGHTS. INSTRUCTION EMPHASIZES THE USE OF HANOTODLS ANO MACHINES SUCH AS 
THE CORNICE BRAKE/ FORMING ROLLS/ AND SQUARING SHEARS/ DRAFTING/ ANO BLUEPRINT READING. 



title: sheet metal job evaluation sheets* 6 P. 1971. 
RELEVANT TO: SHEET METAL (17*2305). 

orientation: teacher oriented material WHICH MAY BE USEO WITH EDUCABLE MENTALLY 

RETARDED PERSONS AT THE SECONDARY LEVEL IN METAL SHOP PROGRAMS. 
SUBJECT content: practice FORM. 

COMMENT! THIS SERIES OF SHEETS PROVIDES A MEANS TO RECORD TEACHER ASSESSMENTS OF 
STUDENT PROGRESS BY RECORDING SUCCESSFUL COMPLETION OF BEHAVIORAL OBJECTIVES. A 
SERIES OF SKILLS ARE GIVEN AND A COLUMN IS PROVIDED FOR DATE OF APPROV^^D PERFORMANCE 
ANO THE SUPERVISOR'S INITIALS* A GOOD IDEA FOR WORK EXPERIENCE PROGRAHS. 

media; workbook. 

SOURCEJ SPECIAL NEEOS PROGRAM COORDINATOR/ DIVERSIFIED OCCUPATIONS/ BARRE VOC* TECH. 
CENTER/ BARRE/ VT. 20048 



SHEET METALS 17«2305 
RELEVANT TO! SHEET METAL (17.2305) • 

COMMENTI USE AS A CURRICULUM GUIDE. CONTAINS SET OF CHARTS uuTru cwa. ..atc x«.t...-.-.^ 

PROGRESS IN MASTERING COMPETENCIES NEEDED TO bIJoSe "SSeET mJ5al JSrKeJ! A^SO 

me"UI guiSeK?*""" oB'Jectives for related basic educa?io^. 

source: job corps, development division, manpower administration, U.S. DEPAOTMCMT nc 
LABOR, nil 18TH STREET, N.W., WASHINQTON, DC 20210. LIMITEnCAlLABlL ^Tv! rnM^A^T 

source for Price information. Liniito availability, contact 

2006511 



WELDING AND CUTTING; 17.2306 



fo!3J^I;^^^° CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH ALL TYPES OF METAL UFLHTMn 



TITLE; JOB CORPS TRAINING STANDARD FOR WELDER, 19 P. 08/69. 
CORPORATE AUTHOR! JOB CORPSt 

RELEVANT TO! WELDING AND CUTTING ( 17.3306) • 

orientation; teacher or EVALUATOR oriented material which may be USED UTTH AMV 

DISADVANTAGED OK HANDICAPPED PERSON AT THE SECONDARrOR POSTSECoSv . Jvp. a .no 

TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.0°?! cSSe^^^ 

SUBJECT CONTENT! STANDARDS/EVALUATION CHART. REQUIREMENTS. 

COMMENT! USE AS A CURRICULUM GUIDE. CONTAINS SET OF CHARTS WHICH FvAi iiatc toatmcc.o 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A WELDEr" AL S^^^ 
PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATIOnI "^^^ CONTAINS 

MEDIA! GUIDEBOOK. 

^°y!ani CORPS. DEVELOPMENT DIVISION., MANPOWER ADMINISTRATION. U.S. DEPARTMPMT np 

LABOR, nil 18TH STREET. N.W.. WASHINGTON. DC 20210. LIMITED aCaIl!btl?^^ 
SOURCE FOR PRICE INFORMATION. LIMITED AVAILABILITY. CONTACT 

2006351 



OAS WELDING! 17.230601 



TITLE! GAS WELDING. CASSETTE/SLIDES. 
RELEVANT TO! GAS WELDING (17.230601). 

ORIENTATION! STUDENT 0RIE;NTED MATERIAL WHICH MAY BE USED WITH SPECIAL kipphq qtuhcmtc at 

comment: a tape/slide presentation designed to be uc^d by students in a 

S^c. """-^'"E"!*' AUDIO-CASSETTE/SLIDES. 1 CASSETTE, STUDY GUIDE. 

2010191 



PERSONAL services: 17.26 



PLANNED LEARNING EXPERIENCES CONCERNED WITH RENDERING A VARIETY OF PERSONAL SERVICES RELATED 
TO THE PHYSICAL APPEARANCE OF INDIVIDUALS, THESE EXPERIENCES INCLUDE GIVING VARIOUS KINDS 
OF BEAUTY TREATMENT, APPLYING MAKEUP TO FACES OF STUDIO AND STAGE PERFORMERS, ATTENDING 
CLIENTS TAKING BATHS, ADMINISTERING ELEMENTARY MASSAGE, AND FITTING WIGS. 



cosmetology: 17.2602 

CLASSROOM AND PRACTICAL EXPERIENCES CONCERNED WITH A VARIETY OF BEAUTY TREATMENTS^ INCLUDING 
THE CARE AND BEA UTIF I CATION OF THE HAIR, COMPLEXION, AND HANDS. INSTRUCTION INCLUDES 
TRAINING IN GIVING SHAMPOOS/ RINSES, AND SCALP TREATMENTS, HAIR STYLING, SETTING, CUTTING, 
DYEING, TINTING, AND BLEACHING, PERMANENT WAVING, FACIALS, AND MANICURING AND HAND AND ARM 
MASSAGING. BACTERIOLOGY, ANATOMY/ HYGIENE/ SANITATION, SALON MANAGEMENT (INCLUDING KEEPING 
RECORDS), AND CUSTOMER RELATIONS ARE ALSO EMPHASIZED. INSTRUCTION IS DESIGNED TO QUALIFY 
PUPILS FOR THE LICENSING EXAMINATION. uuALihY 

title: the DELSO sisters, beauticians. 96 P. 1965t 
AUTHOR: LERNER, LILLIAN, AND MARGARET MOLLERt 
CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 
RELEVANT to: COSMETOLOGY (17.2602). 

orientation: student oriented material which may be used by sighted special needs 

STUDENTS AT THE SECONDARY LEVEL IN PREVOCA T I ONAL AND VOCATIONAL TRAINING. 
SUBJECT CONTENT: COMPREHENSION CHECKS, VOCABULARY, ORIENTATION. 

COMMENT? THIS MATERIAL WAS SENT TO NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELErTEO 
FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETADLY WERE NOT INCLUDED DUE TO LACK 
OF SAMPLE COPY. GEARED TO APPROXIMATELY FOURTH • SIXTH GRADE READING LEVELS. BOOKLET 
IN STORY FORM WITH COMPREHENSION CHECKS AT THE CONCLUSION OF EACH CHAPTER. GIVES A 
GOOD OVERVIEW OF THE BEAUTICIAN»S JOB. A TEACHER'S GUIDE AND ANSWER KEY BY THE SAME 
PUBLISHER ACCOMPANIES THIS WORKBOOK. 

media: textbook. 

source: educational opportunities division, division of FOLLETT PUBLISHING CO., 1010 
WEST WASHINGTON BLVD., CHICAGO, IL 60607. 2007681 

title: cosmetology. 47 p. 06/71. 

author: finley, june c» 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

relevant to: cosmetology (17.2602). 

orientatiom: teacher oriented material which may be used with special needs students at 

THE SECONDARY LEVEL IN PREVOCAT*ONAL COSMETOLOGY. :>iuutiiMi:> ai 

SUBJECT CONTENT: PREVOCATIONAL/ ACTIVITIES, MATERIALS. 

CCMMENTl THIS MATERIAL IS A SERIES OF LEARNING ACTIVITIES DESIGNED TO INTRODUCE 
STUDENTS TO DIFFERENT ASPECTS OF ELECTRONICS. EACH OF THE 29 LEARNING ACTIVITIES 
CONTAIN PERFORMANCE OBJECTIVES, WEEDED TOOLS, EQUIPMENT, SUGGESTED PR0CEDURE<5/ 
MATERIALS AND A REFERENCE SECTION. SOME VISUALS INCLUDED WHICH COULD BE USED AS 
TRANSPARENCY MASTERS. VERY COMPREHENSIVE TREATMENT FOR A PREVOCAT lONAL MATERIAL. 
USEFUL WITH SPECIAL AS WELL AS REGULAR VOCATIONAL EDUCATION STUDENTS. CONTAINS 
MANPOWER FORECASTS AND INFORMATION ON NEEDED TRAINING AND POTENTIAL EARNINGS. 

media: guidebook. 

source: MR. C. H. JOHNSON, JR., DIRECTOR, OFFICE OF VOCATIONAL EDUCATION, STATE 
DEPARTMENT OF EDUCATION, 908 RUTLEDQE BUILDING, COLUMBIA, SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008291 



PUBLIC SERVICE OCCUPATIONS: X7f28 
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PLANNEO LEARNING EXPERIENCES CONCERNEO WITH TRAINING FOR THE PERFORMANCE OF OCCUPATIONS IN 
LOCALS STATEj and FEOERAL GOVERNMENT AGENCIES* THESE OCCUPATIONS USUALLY ARE CONCERNEO WITH 
SPECIALIZEO ACTIVITIES LIMITEO TO LOCALj COUNTYj STATEj ANO FEOERAL GOVERNMENTS^ ANO 00 NOT 
OCCUR ELSEWHERE IN THE ECONOMY* TYPICAL ACTIVITIES INCLUOE POLICE ANO FIRE PROTECTION^ 
EMERGENCY AND RESCUE SQUAO WORKj SAFETY^ SANITATION^ TRANSPORTATION^ ANO SCHOOL BUS ORIVING* 




ERIC 
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QUANTITY FOOD OCCUPATIONS: 17.29 



ORGANIZED SPECIALIZED LEARNING EXPERIENCES WHICH INCLUDE THEORY/ LABORATORY/ AND SHOPHORK AS 
THEY RELATE TO PLANNING/ SELECTING/ PURCHASING/ PRESERVING/ PREPARING/ AND SERVING FOOD ANO 
FOOD PRODUCTS. INCLUDED IS THE STUDY OF A VARIETY OF FOODS AND THEIR NUTRITIONAL VALUES/ 
FOOD PROCESSING/ QUANTITY COOKING/ STORING EQUIPMENT/ ANO SANITATION IN FOOD HANDLING AND 
MANAGEMENT, INSTRUCTION EMP»'ASIZES QUANTITY FOOD SERVICE OCCUPATIONS IN COMMERCIAL FOOD 
SERVICE ESTABLISHMENTS SUCH AS RESTAURANTS/ CAFETERIAS/ ORIVE-INS/ TEAROOMS/ BAKERIES/ AND 
MEAT/ FISH/ ANO POULTRY MARKETS/ IN OTHER RETAIL FOOD SHOPS WHICH ARE OPERATED INDEPENDENTLY 
OR ARE LOCATED IN ENTERPRISES SUCH AS HOTELS/ TRAVEL TERMINALS/ INDUSTRIAL PLANTS/ 
HOSPITALS/ OR CLUBHOUSES/ AND IN SPECIAL FOOD SERVICES SUCH AS THOSE ASSOCIATED WITH AIRLINE 
CATERING OR WITH '^KEOUT FOOD ESTABLISHMENTS. INSTRUCTION IS DESIGNED TO PREPARE PUPILS FOR 
OCCUPATIONS SUCH AS BAKER/ COOK/ CHEF/ AND MEATCUTTER/ OR IN PLANNING/ PURCHASING/ 
PREPARING/ STORING/ AND PRESERVING FOODS/ OR FOR SERVICES SUCH AS BUSBOY/ WAITER/ OR 
WAITRESS. 



title: PREPARE/ USE ANO CLEAN GRILL» 4 Pt 08/70# 

author: ouinlan/ robert. 

CORPORATE author: UNIVERSITY OF VERMONT* 

RELEVANT TO: FOOD SERVICES {04#07)/ QUANTITY FOOD OCCUPATICNS « 17.29)/ FOOD MANAGEMENT/ 

PRODUCTION/ ANO SERVICES (09.0203). 
orientation: teacher oriented material WHICH MAY BE USED WITH ANY DISADVANTAGED OR 

HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A PREVOCAT I DNAl SKILL 

BUILDING PROGRAM. 
SUBJECT content: TASKS/ TOOLS/ MATERIALS/ PREREQUISITES. 

comment: this material was developed for use with the educable mentally retarded person 
receiving training in a regular vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job. each task is quite specific 
the detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phaset 

media.: printeo«matter/ learning activity packet. 

source: mr. marc hull/ vdtex department/ university of vermont/ burlington/ vt 05401* 
contact sourcf^ for further information. 2002831 



title: food services* 30 p* no date* 

CORPORATE author: MISSISSIPPI STATE OEPT* OF EDUCATION* 
RELEVANT to: QUANTITY FOOD OCCUPATIONS {17*29)» 

orientation: student and teacher oriented material which may Be: used with disadvantaged 

AND HANDICAPPED STUDENTS AT THE SECONDARY LEVEL IN OCCUPATIONAL TRAINING OR 
COOPERATIVE WORK EXPERIENCE PLACEMENTS* 
SUBJECT content: orientation^ TERMINOLOGY/ MATERIALS/ COOKING PROCEDURES/ KITCHEN 
PROCEDURES/ APPLIANCES/ STORING/ SANITATION/ SAFETY/ MEAL PLANNING/ TABLE SETTING/ 
SERVING* 

COMMENT: THIS UNIT IS PRESENTLY BEING USED WITH DISADVANTAGED AND HANDICAPPED STUDENTS 
IN VOCATIONAL TRAINING PROGRAMS IN MISSISSIPPI* THIS IS A COURSE OUTLINE THAT LISTS 
SPECIFIC PERFORMANCE OBJECTIVES/ ACTIVITIES/ FOOD SERVICE TERMINOLOGY/ KITCHEN 
MANAGEMENT/ SANITATION/ ANO TABLE SETTING AND SERVING* EVALUATION IS CURRENTLY BEING 
CONDUCTED ON THE MATERIALS. 

HEDIA: GUIDEBOOK* 

SOU.*lCEJ BILL LDWERY/ ASSISTANT DiRECTOR/ HANDICAPPED PROGRAM/ ITJ* JUNIOR COLLEGE/ 

TUPPELO CENTER/ TUPPELO/ h^St LIMITED QUANTITIES AVAILABLE. 2003561 



title: learning objectives in food PREPARATION OCCUPATIONS* 80 P* NO DATE. 
CORPORATE author: ALASKA SKILL CENTER. 

relevant to: quantity food occupations (17*29)/ food management/ production/ ano 
services (09*0203)* 

orientation: student and teacher oriented material which may be used with special needs 
students at the secondary and postsecondary level in food preparation occupations 

PROGRAMS* 

Subject content: pie maker (hotel and restaurant)/ baker helper/ cook/ cook <hotel an 

RESTAURANT )i SHORT ORDER COOK/ BULL COOK* 
comment: performance objectives CHECKLISTS TO RECORD TRAINING OF STUDENTS XN FOOD 

PREPARATION OCCUPATIONS PROGRAMS* 
media: PRINTE0-»MATTER/ evaluation CHART- 
SOURCE: MR. R, 0* BOOHER/ PROJECT DIRECTOR/ ALASKA SKILL CENTER/ BOX 615/ SEWARD/ AK 

99664. CONTACT SOURCE FOR PRICE INFORMATION* 2004171 



QUANTITY FOOD OCCUPATIONS; 17.29 
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TITLEJ FOOD SERVICE. 32 Pt 06/71. 
author: HASTY/ LISHAt 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

RELEVANT TO: QUANTITY FOOD OCCUPATIONS (17t29)/ FOOD MANAGEMENT/ PRODUCTION/ AND 
SERVICES (09*0203). 

orientation: teacher oriented MATERIAL WHICH MAY BE USED WITH SPECIAL N5EDS STUDENTS AT 

THE SECONDARY LEVEL IN FOOD SERVICES TRAINING PROGRAMS. 
SUBJECT CONTENT: RATIONALE/ MATERIALS/ TOOLS/ EQUIPMENT/ AND ACTlVlTlESt 
comment: T.^TS material is an OVERVIEW OF DIFFERENT ASPECTS OF THE FOOD SERVICE 

INDUSTRY. 1H£RE ARE LEARNING ACTIVITIES ON SCOPE OF THE INDUSTRY/ TYPES OF FOOD 

service operations and terminology. also/ there are learning activities on how to 
perform different duties as a food service worker and lessons on waqes/ deductions/ 
benefits/ training opportunities and aptitudes. this is an outstanding material which 
utilizes performance objectives/ needed tools and equipment/ materials/ suggested 
procedures and a reference section to assist the teacher in planning* material is 
appropriate fdr special or regular vocational education. 
»iedia: guidebook. 

source: MR. Ct H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEDGE BUILDING/ COLUMBIA/ SC 29201» LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY* THESE CAN THEN BE 
DUPLICATED A'nD DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008311 



TITLE: FOOD SERVICE. 197 P* 07/71. 
AUTHOr^: FURNEISEN/ BARBARA Kt 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF. 

RELEVANT TO: QUANTITY FOOD OCCUPATIONS (17»29)/ AUDITORY (19.020101). 

orientation: student oriented material WHICH MAY BE USED WITH DEAF OR SPECIAL NEEDS 

STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN FOOD SERVICE TRAINING. 
SUBJECT content: food service ORIENTATION/ DINING ROOM PROCEDURES/ KITCHEN PROCEDURES/ 

safety/ food portioning, 
comment: illustrated text For teaching deaf students food service occupations, 
vocabulary relevant to the food service industry is stressed. teacher modification is 

NEEDED FOR USE WITH MENTALLY RETARDED STUDENTS. 

media: workbook. 

source: HARIE H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625. 2010421 



baker: 17.2901 

SPECIALIZED CLASSROOM AND PRACTICAL WORK EXPERIENCES ASSOCIATED WITH THE PREPARATION OF 
BREAD/ CRACKERS/ CAKES/ PIES/ PASTRIES/ AND OTHER BAKERY PRODUCTS FOR RETAIL DISTRIBUTION OR 
FOR CONSUMPTION IN A COMMERCIAL FOOD SERVICE ESTABLISHMENT. INSTRUCTION INCLUDES MAKING/ 
FREEZING/ AND HANDLING OF BAKE PRODUCTS/ DECORATING/ COUNTER DISPLAY/ AND PACKAGING OF 
MERCHANDISE. TRAINING PREPARES THE PUPIL A3 AN ALL-ROUND BAKER/ ALTHOUGH HE MAY BE EMPLOYED 
IN THE PRODUCTION OF ANY ONE TYPE OF GOODS SUCH AS PASTRIES. 



title: job corps training standard for baker. 16 P. 08/69. 
CORPORATE author: JOO CORPSt 

relevant to: baker 117.2901)* 

orientation: teachcr or evaluator oriented material which hay be used with any 
disadvantaged or handicapped person at the secondary or postsecondary level in a job 
training program. performance objectives tied to the d.o.t. c00£ requirements. 

SUBJECT content: standards/evaluation chart. 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A BAKER. ALSO CONTAINS 
PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: GUIDEBOOK. 

SOURCE: JOB CORPS> DEVELOPMENT DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ N.W./ WASHINGTON/ DC 20210. LIMITED 4V AILABILITY. CONTACT 
SOURCE FDR PRICE INFORMATION. 2006^41 



title: the MILLERS AND WILLIE B./ BUTCHER/ BAKER/ CHEF. 96 P. 1965. 

author; lerner/ lillian/ and margaret holler. 

CORPORATE author: fOLLETT PUBLISHING COMPANY. 

RELEVANT TO: BAKER (17.2901)/ CODK/CHEF (17.2902)/ MEAT CUTTER (17.2903). 

orientation: student oriented material which may be used by sighted special needs 
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baker: 17*29C1 



STUDENTS AT THE SECONDARY LEVEL IN PREVOCATI 0>4AL AND VOCATIONS rpxiHlHt^* 
SUBJECT content: STORlESi C0HPR2HENSI0N OUESTICNS. 

COMMENT: THIS MATERIAL WAS SEN'i TO NHREL AS A PUBLISHERS SAMPLE AnO HAS BEEN SELECTEO 
FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETAeVY WERE NOT INCLUOEO OUE TO LACK 
OF SAMPLE COPY. GEARED TP APPROXIMATELY FOURTH • SIXTH GRADE READING LEVELS. GIVES A 
GOOD OVERVIEW OF THE POSITIONS OF BUTCHSRi BAKER AND CHEF. A TEACHERtS GUIDE AND 
ANSWER KEY BY THE SAflE PUBLISHER ACCOMPAIHES THIS WORK&OOi;. 

media: workbook. 

source: EDUCATIONAL OPPORTUNITIES 0?VISIDN> DIVISION OF FOLLETT PUBLISHING CO; 1010 
WEST WASHINGTON BLVC/ CHICAGO/ IL 60607. 2007691 



CODK/CHEF: 17.2902 

SPECIALIZED CLASSROOM AND PRACTICAL WORK EXPERIENCES CONCERNED WITH THE PREPARATION AND 
^^^.^l^^r.^^ ^ VARIETY OF FOODS. INCLUDED IS STUDY OF THE USE AND CARE OF EQUIPMENT/ FOOD 
STANDARDS SUCH AS THE SELECTION AND PREPARATION OF FOOD AND THE DETERMINATION OF SIZE OF 
SERVlNGSi SANITATION PROCEOUHESi INCLUDING FOOD HANDLING/ COOKING METHODS SUCH AS BROILING 

Mloi"i^''°t ^""^ PREPARATION OF SPECIAL DIShES SUCH AS SOUPS/ SALADS/ GARNISHES/ SOUFFLES/ 
AND MERINGUES. ALTHOUGH THE PUPIL QUALIFIES AS AN ALL-AROUND WORKER/ HE MAY/ DEPENDING ON 
;EATS^''vEGETIBL^^^ SPECIALIZE IN PREPARATION OF SPECIFIC TYPES OF FOODS/ E.G./ 



title: guide for course of study FDR COOK. (HOTEL AND RESTAURANT). 118 P. NO DATE. 
CORPORATE author: TENNESSEE STATE BOARD FDR VOCATIONAL EDUCATION. 
RELEVANT TO: COOK/CHEF (17.2902). 

orientation: teacher ORIENTED MATERIAL WHICH MAY BE USED WITH ALL HANDICAPPED AND 
DISADVANTAQED AT THE SECONDARY OR POSTSECDNDARY LEVEL IN CHEF OR CHEPtS HELPER 
TRAINING. NO ILLUSTRAT lONSt 

SUBJECT content: COURSE OUTLINE, NUTRITION/ SAFETY/ EQUIPMENT/ FOOD PREPARATION/ FOOD 
PRODUCTS/ MATHEMATICS/ COMMUNICATIONS/ GLOSSARY. 

COMMENT: PUBLICATION WRITTEN ON A VEFY BASIC PRACTICAL LEVEL. CONTAINS A SERIES OF 
LESSON PLANS IN ALL PHASES OF FOOD PREPARATION AND COMMERCIAL KITCHEN PRACTICES. USE 
OF QUANTITY COOKING EQUIPMENT AND METHODS STRESSED. MUCH OF THE MATERIAL SEEMS VERY 
^TMri^ii^wn la '""^^^'^ENT AL HOME ECONOMICS AND THE BOOK COULD BE USED WITH STUDENTS WITH 
LIMITED VOCABULARY. USE OF KITCHEN INSPECTION SHEET COULD BE MOST USEFUL TO COMMUNITY 

media: GUIDEBOOK. 

SOURCE: MRS. FRANCES S. MC DONOUGH/ SUPERVISOR OF CURRICULUM DEVELOPMENT/ MDTA/ 5«8 
JAMES ROBERTSON PARkWAY/ NASHVILLE/ TN 37219. CONTACT SOURCE FOR PRICE INFORMATION. 

2000021 

title: ORIVE-IN restaurant short ORDER COOK, k P. 1970. 
CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: COOK/CHEF (17.2902). 

TEACHER ORIENTED MATERIAL WHICH MAY BE USED WITH THE EDUCABLE MENTALLY 
RETARDED OR OTHER STUDENTS REOuniiNG VERY DETAILED WORK SUPERVISION IN SECONDARY 
PROGRAMS OF JOB EXPLORATION. MATERIAL IS A TASK LISTING SHEET. ^^^LDNDARY 
SUBJECT content: ORIENTATION/ TASK SHEET. 

COMMENT: THIS MATERIAL CONTAINS A DETAILED AND SEQUENTIAL ( ISTINQ OF THE TASKS A WORKcR 
MUST PERFORM TO BE A DRlVE-IN RESTAURANT SHORT ORDER COOK. FREQUENCY AND TYPE OF 
PERFORMANCE ARE RATED AS TO LEARNING DIFFICULTY. TYPE OF PERFORMANCE IS CLASSIFIED 
USING DESCRIPTORS SUCH AS RECALL/ DISCRIMINATION AND MANIPULATIVE. MATERIAL WOULD 
!^MVn ?^ GENERALIZABLE TO ANY REHABILITATION WORK. THE MATERIAL WAS DEVELOPED UNDER 
A U.8.O.E. GRANT FROM THE BUREAU OF EDUCATIONALLY HANDICAPPED AND HAS BEEN USED IN 
REGULAR VOCATIONAL SKILL CENTERS IN VERMONT. ^ 

media: PRINTED-MATTER/ TASK ANALYSIS. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURlINOTON/ VT 05^01. 

2002671 

title: job corps training standard for cook. 16 p. 08/69. 
CORPORATE author: JOB CORPS* 
relevant to: COOK/CHEr (17.2f02). 

^''^T«^^^^°^^• ^^^cher or evaluatdr oriented material which may be used with any 

disadvantaged or handicapped person at the secondary or POSTSECDNDARY LEVEL IN A JOB 



ERLC 
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TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

SUBJECT content: standards/Evaluation chart. 

comment: use as a curriculum guide, contains set of charts which evaluate trainee«s 

PROGRESS in mastering COMPETENCIES NEEDED TO BECOME A COOK. ALSO CONTAINS PERFORMANCE 

objectives for related basic education^ 
media: guidebook. 

source: job corps/ development division/ manpower administration/ u.s. department of 
labor/ 1111 18th street/ ntw./ washington/ dc 20210. limited availability. contact 

SOURCE FOR PRICE INFORMATION. 2006211 



title: the millers and WILLIE B*/ BUTCHER/ BAKER/ CHEF. ^6 P* 1965* 

author: lerner/ lillian/ and margaret holler. 

CORPORATE author: FDLLETT publishing COMPAhY. 

relevant to: baker (17.2901)/ cook/chef (17.2902)/ meat cutter (17.2903). 
orientation: student oriented material which may be used by sighted special needs 
students at the secondary level in prevocational and vocational training. 

SUBJECT content: STORIES/ COMPREHENSION QUESTIONS. 

comment: this f^ATERIAL WAS SENT TO NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTED 
FOR LISTING. MATERIALS FROM OTHER PUHuISHERS REGRETABLV WERE NOT INCLUDED DUE TO LACK 

of sample copy* geared to approximately fourth - sixth grade reading tevels. gives a 
good overview of the positions of butcher/ baker and chef. a tcacher^s guide and 
answer key by the same publisher accompanies this workbook, 
media: workbook* 

source: educational opportunities DIVISION/ DIVISION OF FDLLETT PUBLISHING CO./ 1010 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607. 2007691 



MEAT cutter: 17.2903 

SPECIALIZED CLASSROOM AND PRACTICAL WORK EXPERIENCES CONCERNED WITH THE CUTTING/ TRIMMING/ 
AND PREPARATION OF CARCASSES AND CONSUMER-SIZE PORTIONS FOR SALE BY WHOLESALE OR RETAIL 
ESTABLISHMENTS/ OR FOR COOKING IN A FOOD SERVICE ESTABLISHMENT. INSTRUCTION IS PROVIDED IN 
THE USE OF CERTAIN MEATCUTTING TOOLS/ IDENTIFICATION OF AND TECHNIQUES USED IN CUTTING 
DIFFERENT CUTS OF MEATS/ DRESSING POULTRY/ PROCESSING FISH/ COUNTER DISPLAY/ AND 
REFRIGERATION OF MEATS/ POULTRY/ AND FISH. 



title: job corps training standard for meat cutter. 16 P. 08/69. 
CORPORATE author: JOB CORPS. 
RELEVANT TO: MEAT CUTTER (17t2903)» 

orientation; teacher or EVALUATOR oriented material which may be used WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONOARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

SUBJECT CONTENT: STANDARDS/EVALUATION CHART. 

comment: use as a curriculum guide* contains set of charts which evaluate TRAINEE'S 

progress in mastering competencies needed to become a meat cutter. also contains 
performance objectives for related basic education, 
media: guidebook. 

source: job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ N.W*/ WASHINGTON/ DC 20210* LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION* 2006491 



title: the millers and WILLIE B*/ BUTCHER/ BAKER/ CHEF* 96 P* 1965* 
AUTHOR: LERNERi LILLIAN/ AND MARGARET MOLLER* 
CORPORATE author: FDLLETT PUBLISHING COMPANY* 

RELEVANT TO: BAKER (17.2901)> COOK/CHEF (17*2902)/ MEAT CUTTER (17*2903)* 

orientation: student oriented material which may be used by sighted special needs 

students at the secondary level in prevdcatidnal and vocational training* 
subject content: stories/ comprehension questicns* 

comment: this material was sent to nk.^el as a publishers sampce and has been selected 

FOR LISTING* MATERIALS FROM OTHER PUBLISHERS REGRETaBLY WERE NOT INCLUDED DUE TO LACK 

of sample copy* geared to approximately fourth - sixth grade reading levels* gives a 
good overview of the positions of butcher/ baker and chef* a teacheris guide and 
answer key by the same publisher accompanies this workbook* 
media: workbook* 

source; educational opportunities division/ division of fdllett publishing co*/ 1010 

WEST WASHINGTON BLVD*/ CHICAGO/ IL 60607* 2007691 
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waiter/waitress: 17 •2904 



SPECIALIZEO CLASSROOM ANO PRACTICAL WORK EXPERIENCES IN TA3LE PREPARATION* FOOD HANDLING^ 
AND SERVING. INSTRUCTION IS PROVIDED IN PERSONAL CLEANLI^ESS AND APPEARANCE^ SANITARY 
HANDLING DF FOOD AND EQUIPMENT^ SETTING A TABLE# RECElVlN^i AND SEATING QUESTS^ TAKING ORDERS 
ANO INTERPRETING THE MENU# CARRYING THE TRAY AND 0ISHES# PLACING ORDERS IN THE KITCHEN* 
SERVING PROCEDURES^ MAKING OUT CHECKS* ACCEPTING MONEY AND MAKING CHANGE FOR CHECKS* AND 
PROPER RELATIONS WITH FELLOW EMPLOYEES AND CUSTOMERS* 



title: taking an order. 2 P* 1970. 

author: gutheil# Barbara. 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: waiter/waitress (37.2904). 

orientation: teacher oriented material which may be used with any disadvantaged or 
handicapped person at the secondary or postseconoary level in a prevocational skill 
building program* 

SUBJECT content: tools* tasks* PREQUISITES. 

comment: this material was developed for use with the EOUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB* EACH TASK IS QUITE SPECIFIC 

This detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phaset 
media: printeo-matter* learning activity packet. 

source: MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BuRLlNGTON* VT 05401. 

2002181 



title: laboratory project in serving noon meal* 4 p. 1970. 
author: FAULKNER* M. 

CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO: WAlTER/WAlTRESS (17.2904). 

orientation: teacher oriented material which may be used with any disadvantaged or 
handicapped person at the secondary or postseconoary level in a prevocational sikill 
building program. 

SUBJECT content: TASKS* PREREQUISITIES. 

comment: this material was developed for use with the EOUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC 
THIS DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE AS 

it is in the training phaset 

media: printeO'Matter* learning activity packet. 

source: MR. MARC HULL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401. 
FREE. 2002191 



title: DINING ROOM WAITER OR i.AlTRESS. 3 P. 1970. 
CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: waiter/waitress (17.2904). 

orientation: teacher oriented material Which hay be used with the educable mentally 

RETARDED OR OThCR STUDENTS REQUIRING VERY DETAILED WORK SUPERVISION IN SECONDARY 
PROGRAMS OF JOB EXPLORATION. MATERIAL IS A TASK ANALYSIS AND LISTING SHEET. 

SUBJECT content: orientation* task sheet. 

COHMENT: this material contains a detailed ANO SEQUENTIAL LISTING OP THE TASKS A WORKER 
MUST PERFORM TO BE A COMPETENT DINING ROOM WAITER OR WAITRESS. FREQUENCY ANO TYPE OF 
PERFORMANCE ARE RATED AS TO LEARNING DIFFICULTY. TYPE OF PERFORMANCE IS CLASSIFIED 
USING DESCRIPTORS SUCH AS RECALL# DISCRIMINATION ANO MANIPULATIVE. MATERIAL WOULD 

seem to be generalizable to any rehabilitation work. the material was developed under 
a u.s.o.e. grant from the bureau of educationally handicapped ano has been used in 
regular vocational skill centers in vermont, 
media: printeo-matter* task analysis. 

source: MR. MARC HUJLL* VOTEX DEPARTMENT* UNIVERSITY OF VERMONT* BURLINGTON* VT 05401. 

2002571 



title: job corps training standard fop waiter. 15 P. 08/69. 
CORPORATE author: JOB CORPS. 

relevant to: waiter/waitress (17.2904). 

orientation: teacher or evaluator oriented material which may be used with any 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONOARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D^O-T. CODE REQUIREMENTS. 

SUBJECT content: stanoaros/evaluation chart. 

COMMENT! USE AS A CURRICULUM GUIDE. CONTAINS SET OF CHARTS WHICH EVALUATE TRAlNEE^S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A WAITER. ALSO CONTAINS 
^ PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

ERIC 
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HEoi a: guidebook* 



^Tonl "o''^' OEVELOPMENT OIVISION, MANPOWER AOMIN I STRAT ION, U.S. OEPARTMENT OF 

's'oTck 'fiiv.Vc'. ?N^^^R^^;T?^N^•' avax.abil;t;!"Jo'jJac°? 



2006341 



OTHER QUANTITY FOOO OCCUPATIONS: 17.2999 
^2So'"SLu""TIO°NTSH?c°H\^''So?"?il?E'o\*;j^E'/'^° '''''''' EXPERIENCES EMPHASIZED IN QUANTITY 

title: commercial OISHWASHER. 2 p. 08/71. 
CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT to: OTHER QUANTITY FOOO OCCUPATIONS (17.2999). 

orientation: teacher orienteo material which may be useo with any oisaovantageo or 

bSJS'prOGRAM?' SECONDARY OR POSTSECONOARY LEVE^L JnTprevS?!? iJSaL sS^LL 

Subject content: orientation* tasks. 

COMMENT! THIS MATERIAL HAS OEVELOPEO FOR USE KITH THE EOUCABLE MENTALLY RETAROEO PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EOUCATION CENTER. THE LEARNING PaCKAgE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN OOING A JOB. EACH TASK IS QUITE SPECIFIC. 
n'ls"N*'T;E%RA!NlNG°PHA°sl! " '''''' EVALUATION OF ACTUAl'jSb PERFORmS" S 

meoia: printeo-matter, learning activity packet. 

^°c"oS^TlcT"^OuSc1^o"R"^^iR?SEl^S^SR^:?^ON^: SU....,.0.. VT 05.0X. 

cOO c4o 1 

TITLE: HOW TO BE A OISHWASHER, NO OATE. 

CORPORATE author: MISSISSIPPI STATE OEPT. OF EOUCATION. 
RELEVANT TO: OTHER QUANTITY FOOO OCCUPATIONS (17t2999). 

orientation: stuoent ano teacher orienteo material which may be useo with OISAOVANTAGEO 

ANO HANOICAPPEO STUOENTS AT THE SECONDARY LEVEL IN OCCUPATIONAL TRAINING 
COOPMA-IVE WORK EXPERIENCE PLACEMENTS. IXAINING OR 

SUBJECT content: OEVELOPMENT* SAFETY* ARTp/CRAFTS* PROMOTION, MATERIALS. 

comment: this unit is presently being used with oisadvantageo ano hanoicappep stuoents 

IN VOCATIONAL TRAINING PROGRAMS IN MISSISSIPPI. THIS IS A COURSE OUTLINE THAT LiItS 
specific PERFORMANCE OBJECTIVES, TEACHING MATERIALS, SKILL aSo piRSO^iJ OEVE^JpMEN^ 
EVALUATION SHEETS FOR STUOENTS ANO A REFERENCE SECTION. EVALUATION IS CURRENTLY BEING 
CONDUCTED ON THE MATERIALS. THE COPY RECEIVEO FOR ANNOTATING WAS OF QUITE POOR 
REPR00UC7 ON QUALITY ANO DIFFICULT TO REAO. THIS MAY OR MAY NOT BE TRUE OF S?hER 

^'EOIa': guidebook* 

^^^^.^V r.^^^^ LOHERY, ASSISTANT DIRECTOR, HANDICAPPED PROGRAM, ITJ. JUNIOR COLLEGE, 

TUPPELO CENTER, TUPPELD, MS. LIMITED QUANTITIES AVAILABLE. 2003551 

^^Ihoi „\CDURSE OF INSTRUCTION FDR THE TRAINING OF DISHMACHINE OPERATORS. 6 P. 01/72. 
CORPORATE author: CORPUS CHRISTI STATE SCHOOL. 01/72. 
RELEVANT to: OTHER QUANTITY FOOO OCCUPATIONS (17.2999). 

orientation: teacher or work supervisor orienteo material which can be used with 

rn^S^S!^^ POSTSECONOARY SPECIAL NEEOS STUOENTS IN OCCUPATIONAL TRAINING OR 
COOPERATIVE WORK EXPERIENCE PROGRAMS. *i"ii>i« uk 

SUBJECT content: oishwashing, ware-washing, sanitation, safety. 

"^^NTO^i JpuL^tlF'^icT nc".^ THOROUGHLY BREAKS OGWN THE JOB OF A OISHWASHER OPERATOR 
INTO A SEQUENTIAL SET OF LEARNING ACTIVITIES. STANOAROS OF PERFORMANCE FOR EACH 
ACTIVITY ARE GIVEN ANO lNbT^<uCTIONAL TECHNIQUES ARE SUGGESTED. 

meoia: guidebook. 



source: MR. T. BOAZ/ D£aN, TECHNI CAl-VOCATI OK/ L EDUCATION, DEL MAR COLLEGE, 101 

BALDWIN, CORPUS CHRISTI, TX 78404. AVAILABLE FDR COST OF DUPLICATION AND MAILING. 



2003641 



156 refrigeration: 17O0 

CLASSROOM AND SHOP EXPERIENCES CONCERNED UlTH COMMERCIAL CHILLING AND FREEZING SYSTEMS/ 
INCLUDING THEORY^ APPLICATION/ AND OPERATION OF COMPRESSORS/ EXPANSION AND FLOAT VALVES/ 
THERMOSTATS/ AND PRESSURE CONTROLS/ DIAGNOSING/ OVERHAULING/ AND TESTING METHODS AND 
PROCEDURES/ CHARGING AND DISCHARGING SYSTEMS WITH REFRIGERANTS/ AND TESTING HERMETIC UNITS/ 
RELAYS/ ANO OVERLOAD DEVICES. 

title: job corps training standard for AIR CONDITIONING AND REFRIGERATION MECHANIC 
19 Pt 08/69. 
CORPORATE author: JOB CORPSt 

RELEVANT TO: COOLING (17.0101)/ REFRIGERATION (17.30). 

orientation: teacher or EVALUATOR oriented material which MAY BE USED WITH ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SLCONDARY OR POSTSECOnD ARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.O.T. CODE REQUIREMENTS. 

SUBJECT CONTENT: STANDARDS/EVALUATION CHART. 

comment: .use as a curriculum guide. contains 3ET OF CHARTS WHICH EVALUATE TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A AIR CONDITIONING AND 

refrigeration mechanic. also contains performance objectives for related basic 
education, 
media: guidebook. 

SOURCE: JOB CORPS/ DEVELOPMENT DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ NtW./ WASHINGTON/ DC 202X0# LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006521 



SMALL ENGINE REPAIR (INTERNAL COMBUSTION): 17.31 
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CLASSROOM ANO SHOP EXPERIENCES CONCERNEO WITH MAINTAINING AND REPAIRING A VARIETY OF SMALL 
ENGINES USEO ON PORTABLE POWER EQUIPMENT, E.Qo LAWNMOWERS, OUTBOARO MOTORBOATS, CHAIN SAWS, 
nr?n?°I°^^^'-^T^' INSTRUCTION INCLUDES PRINCIPLES OF INTERNAL-COMBUSTION ENGINE OPERATION, 
READING TECHNICAL MANUALS, ANO CUSTOMER RELATIONS. 



title: laboratory project in setting up a lawn mower. 5 p. 08/70. 
author: FRENCH, BYRONt 

CORPORATE author: UNIVERSITY OF VERMONT* 

RELEVANT TO: SMALL ENGINE REPAIR (INTERNAL COMBUSTION) (17.31). 

orientation: teacher oriented material which may be USEO WITH ANY DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONOARV LEVEL IN A PREVOCATIONAL SKILL 
BUILDING PROGRAM. uuMiiunAL ^RiUL 

SUBJECT content: MATERIALS, TOOLS, TASKS, PREREQUISITES. 

^°o^^^?T\ I"^^ MATERIAL WAS DEVELOPED FOR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 
RECEIVING TRAINING IN A REGULAR VOCATIONAL EDUCATION CENTER. THE LEARNING PACKAGE 
SEQUENTIALLY ORDERS TASKS TO BE EXECUTED IN DOING A JOB. EACH TASK IS QUITE SPECIFIC. 
THE DETAILING SHEET WOULD BE AS USEFUL IN THE EVALUATION OF ACTUAL JOB PERFORMANCE A'3 
IT IS IN THE TRAINING PHASE* rcr^r ur^nMnuc a, 

media: PRINTEO-MATTER, LEARNING ACTIVITY PACKET. 

source: MR. MARC HULL, VOTEX DEPARTMENT, UNIVERSITY OF VERMONT, BURLINGTON, VT 05401. 

2002431 

title: small engine repair job evaluation sheets. 6 p. 1971. 
RELEVANT TO: SMALL ENGINE REPAIR (INTERNAL COMBUSTION) (17.31). 

orientation: teacher oriented MATERIAL WHICH MAY BE USEO WITH EDUCABLE MENTALLY 
RETARDED PERSONS AT THE SECONDARY LEVEL IN SMALL ENGINE REPAIR PROGRAMS. 

SUBJECT content: valves, connecting rod bearings, pistons/rings, cylinder, EQUIPMENT, 
PRACTICE FORMS. i-*niuiLr%# c«uirncni, 

comment: THIS SERIES OF SHEETS PROVIOES A MEANS TO RECORD TEACHER ASSESSMENTS OF 
STUDENT PROGRESS BY RECORDING SUCCESSFUL COMPLETION OF BEHAVIORAL OBJECTIVES. 
DIFFERENT ITEMS ARE ASKED STUDENTS TO TEST THEIR KNOWLEDGE. STUDENTS ARE ALLOWED TO 
REPLY VERBALLY OR DEMONSTRATE. A GOOD IDEA FOR WORK EXPERIENCE PROGRAMS. 

media: workbook. 

source: special needs program coordinator, diversified occupations, BARRE VOC. TECH. 
CENTER, BARRE, VT. looisei 

title: job corps training standard for small gas engine repair. 18 p. 08/69. 
CORPORATE author; JOB CORPS. 

RELEVANT TO: SMALL ENGINE REPAIR (INTERNAL COMBUSTION) (17.31). 

orientation: teacher or EVALUATOR oriented material which may be USEO WITH ANY 

DISADVANTAGED OR HANOICAPPEO PERSON AT THE SECONDARY OR POSTSECONO ARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE Q.D.T. CODE REQUIREMENTS. 

SUBJECT CONTENT: STANDARDS/EVALUATION CHART. 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES nEEOEO TO BECOME A SMALL GAS ENGINE REPAIRMAN. 
ALSO CONTAINS PERFORMANCE OBJECTIVES FOR RELATED BASIC EDUCATION. 

media: guidebook. 

source; JOB CORPS, DEVELOPMENT DIVISION, MANPOWER AOMiN I STRAT ION* U.!*. DEPARTMENT OF 
LABOR, nil 18TH STREET, N.W., WASHINGTON, DC 20210. LIMITED AVAlLr.BlLITY. CONTACT 
SOURCE FDR PRICE INFORMATION. 2(D06541 

title: power mechanics. 97 Pt 06/71. 
author: sanoers, harry e. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

RELEVANT TO: OIESEL MECHANIC (17.12), AUTOMOiIVE SERVICES (17.03), MAINTENANCE 
(17.100301), SMALL ENGINE REPAIR (INTERNAL COMBUSTION) (17.31), POWER/ AUTOMOT I VE 
MECHANICS (10.16), SHIP ANO BOAT OPERATION ANO MAINTENANCE (17.0802). 

orientation: teacher oriented material which may be USEO WITH SPECIAL NEEDS STUDENTS AT 
THE SECONDARY LEVEL IN POWER MECHANICS PROGRAMSt 

SUBJECT content: orientation, activities, references, tool prices. 

comment: the objective of this unit is to expose stuoents to the job opportunities, 

WORKING CONOITIONS ANO SALARY ANO WORK TASKS. CONNECTED WITH CAREERS IN POWER 
MECHANICS. THERE ARE 12 LEARNING ACTIVITIES OUTLINED. EACH ACTIVITY CONTAINS 
PERFORMANCE OBJECTIVES, NEEOEO TOOLS ANO EQUIPMENT, MATERIALS, SUGGESTED Pr'oCEOURES, 
REFERENCES ANO EXCELLENT ILLUSTRATIONS WHICH CAN BE USEO AS TRANSPARENCY MASTERS. A 
POWER MECHANIC'S EQUIPMENT ANO TOOLS LIST IS ATTACHED. A YE/^Y HIGH QUALITY, 
SELF-CONTAINED INSTRUCTIONAL UNIT. 

media: guidebook. 

source; MR. C. H. JOHNSON, JR., DIRECTOR, OFFICE OF VOCATIONAL EDUCATION, STATE 



SMALL ENGINE REPAIR (INTERNAL COMBUSTION); 17.31 



?»!t^Ioff^I,°'^ EDUCATION, 908 RUTLEDQE BUILDING, COLUMBIA, SC 29201. LIMITED 

m.D. t™^''* REQUESTED BY STATE SUPERVISORS ONLY. THeIe Jan THEN BE 

DUPLICATED AND DISTRIBUTED TO INCIVIDUAL TEACHERS. ^ ISoIsyi 



TEXTILE PROOUCTION ANO FABRICATION: 17.33 
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CLASSROOM ANO SHOP EXPERIENCES CONCERNEO WITK ALL ASPECTS OF THE FABRICATION OF TEXTILES ANO 
KINDREO MATERIALS. INSTRUCTION EMPHASIZES THE FABRICATION ANO REPAIR OF GARMENTS ' 
CONSTRUCTED OF COTTON. WOOL. SYNTHETIC FIBERS. OR FUR. APPAREL ACCESSORIES. E.G,. HAN0BAG8. 
BELTS. SHOES. ANO GLOVES. WHITE GOOOS SUCH AS SHEETS ANO PILLOWCASES ANO FURNISHINGS. SUCH 
AS SLIPCOVERS. ORAPES* 



title; textiles. 30 P. 06/7lt 
AUTHOR? TAYLOR. W.C. 

CORPORATE author: SOUTH CAROLINA STATE OEPARTMENT OF EOUCATION. 

RELEVANT TO: TEXTILE PROOUCTION ANO FABRICATION (17.33). CLOTHING MANAGEMENT. 

PROOUCTION. ANO SERVICES (09-0202). 
orientation: program OEVELOPER ORIENTEO material which may BE USEO WITH SECONOARY ANO 

P0ST8EC0N0ARY SPECIAL NEEOS STUOENTS IN PREVOC AT lONAL PROGRAMMING. 
SUBJECT content: PREVOCATIONAL. textile safety, transparency list, training 

REQUIREMENTS. PERSONNEL SPECIFICATIONS. WAGE SCALES. TERMINOLOGY. SUMMARY. 
comment: material contains a world of work unit ALONG WITH A LISTING OF RESOURCES WHICH 

ARE NECESSARY TO TEACH DIFFERENT VOCATIONAL PROGRAMS. A MATERIALS AND EQUIPMENT LIST 

IS ATTACHED. cwu*rncni uxoi 

media: guidebook. 

source: MR. C. H. JOHNSON. JR.. DIRECTOR. OFFICE OF VOCATIONAL EDUCATION. STATE 
DEPARTMENT OF EDUCATION. 908 RUTLEOGE BUILDING. COLUMBIA^ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008441 



OTHER TEXTILE PRODUCTION ANO FABRICATION: 17-3399 

INCLUDE HERE OTHER ORGANIZED SUBJECT MATTER AND LEARNING EXPERIENCES EMPHASIZED IN TEXTILE 
PRODUCTION AND FABRICATION WHICH ARE NOT LISTED ABOVE. 

title: drapery making - 1. 196 P« 04/70. 
author; KANE. CATHERI^*^. 

CORPORATE author: MA H. KATZENBACH SCHOOL FOR THE DEAF. 

RELEVANT TO: OTHER TEXTILE PRODUCTION ANO FABRICATION (17.3399). AUDITORY (19.020101). 
orientation: student oriented material which may be USEO WITH DEAF AND OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY AND POST SECOND AR Y LEVEL IN DRAPERY MAKING COURSES. 
SUBJECT content: drapery making orientation, work ANO SAFETY HABITS. TOOLS ANO 

EQUIPMENT. FABRICS. 

comment: illustrated text FDR TEACHING DEAF STUOENTS DRAPERY MAKING. VOCABULARY AND 
ARITHMETIC SKILLS ARE ALSO STRESSED DURING THE COURSE OF WORK. TEACHER MUOIFICATION 

needed fdr use with mentally retarded stuoents. 
media; workbook. 

source: marie H. KATZENBACH school for the deaf, west TRENTON. NJ 08625. 2010431 
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upholstering: 17«35 



CLASSROOM ANO SHOP EXPERIENCES CONCERNEO WiTH ALL ASPECTS OF UPHOLSTERING/ InCLUOING 
FURNITURE/ AUTOMOBILE SEATS/ CASKETS/ MATTRESSES/ ANO BEDSPRINGS. INSTRUCTION INCLUDES 
HISTORY AND STYLES OF FURNITURE/ INSTALLING/ REPAIRING. ARRANGING ANO SECURING SPRINGS/ 
FILLER/ PADDING/ AND COVERING MATERIAL/ PATTERNMAK ING/ CUTTING/ SEWING/ AND TRIMMING/ 
OUTSIDE COVERINGS/ CUSHION FILLING/ STYLING AND DESIGNING TUFTING AND BUTTONING/ AND WOOD 



title: guide for course of study for upholsterer. 55 ?• NO DATE. 

CORPORATE author: TENNESSEE DEPARTMENT OF EDUCATION/ DIVISION OF VOCATIONAL TECHNICAL 

EDUCATION. 
RELEVANT TO: UPHOLSTERING (17.35). 

orientation: teacher oriented material WHICH MAY BE USED WITH ALL HANDICAPPED AND 
DISADVANTAGED AT THE SECONDARY OR POSTSECOND AR Y LEVEL IN UPHOLSTERER TRAINING. NO 
iLLUSTRATIONSt 

SUBJECT CONTENT! COURSE OUTLINE/ ORIENTATION/ SHOP PROCEDURES/ EMPLOYMENT/ UPHOLSTERING 

basics/ color/ glossary, 
comment: publication written on a very practical basic level, contains a series of 

LESSON plans WHICH STRESS NEEDED SKILLS IN UPHOLSTERY. CONTAINS A RELATED BASIC 
EDUCATION SECTION AS KHLL AS A GLOSSARY OF NEEDED VOCABULARY. COULD BE USED WITH 
LIMITED VOCABULARY STUDENTS SUCCESSFULLY. MAY BE OF INTEREST TO SHELTERED WORKSHOP 
PERSONNEL AS WELL AS THOSE TRAINING FOR COMMERCIAL PLACEMENT. 
media: GUIDEBOOK* 

source: VOCATIONAL CURRICULUM LABORATORY/ BOX 1114/ MURFREESBORO/ TN 37130. CONTACT 
SOURCE FOR PRICE INFORMATION. Pnnnn4l 



title: job corps training standard for FURNITURH upholsterer. 15 p. 08/69- 
CORPORATE author: JOB CORPSt 
RELEVANT TO: UPHOLSTERING (17.35). 

orientation: teacher or EVALUATOR oriented material which may be used with ANY 

DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY OR POSTSECONDARY LEVEL IN A JOB 
TRAINING PROGRAM. PERFORMANCE OBJECTIVES TIED TO THE D.OrT. CODE REQUIREMENTS. 

comment: use as a curriculum guide. contains set of charts which evaluate TRAINEE'S 
PROGRESS IN MASTERING COMPETENCIES NEEDED TO BECOME A FURNITURE UPHOLSTERER. ALSO 

contains performance objectives for related basic education, 
media: guidebook. 

source: job corps/ development DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ 1111 18TH STREET/ NtW./ WASHINGTON/ DC 20210. LIMITED AVAILABILITY. CONTACT 
SOURCE FOR PRICE INFORMATION. 2006251 
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CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH WOODWORK INQ OCCUPATIONS OTHER THAN 
CONSTRUCTION CARPENTRY. INSTRUCTION EMPHASIZEO LAYING OUT ANO SHAPING STOCK/ ASSEMBLING 
COMPLETE WOODEN ARTICLES OR SUB-ASSEMBLIES/ MARKING/ BINOING/ SAWING/ CARVING/ ANO SANDING 
WOOD PRODUCTS/ AND REPAIRING WOODEN ARTICLES. ALSO EMPHASIZED ARE VARIOUS HAND AND POWER 
TOOLS AND THEIR USES* 



title: WODDSHOP tools use job evaluation sheets. 7 p. 1971. 

relevant to: woods (10.19)/ woodworking occupations (17.36). 
orientation: teacher oriented material which may be used with educable mentally 
f retarded persons at the secondary level in wdcoshop courses, 
subject content: equipment/ practice forms. 

comment: this series of snt^rs provides a means to record teacher assessments of 

STUDENT PROGRESS BY RECORDING SUCCESSFUL COMPLETION OF BEHAVIORAL DSJECTIVES. A 
SERIES OF SKILLS ARE GIVEN AND A COLUMN IS PROVIDED FDR DATE OF APPROVED PERFORMANCE 

and the supervi3dris initials. a good idea fdr work experience programs, 
media: workbook. 

source: special needs program COORDINATOR/ DIVERSIFIED OCCUPATIONS/ BARRE VOC TECH. 
CENTER/ BARRE/ VT. pnnjtH 



MILLWDRK AND CABINET MAKING: 17.3601 

SPECIALIZED CLASS AND PRACTICAL WORK EXPERIENCES CONCERNED WITH MASS PRODUCTION CF PRODUCTS 
SUCH AS WINDOW FRAMES/ MOLDINGS/ TRIM/ AND PANELS; AND WITH MAKING SUCH PRODUCTS AS 
FURNITURE/ STORE FIXTURES/ KITCHEN CABINETS/ ANO OFFICE EQUIPMENT. INSTRUCTION INCLUDES 
TRAINING IN CUTTING/ SHAPING/ AND ASSEMBLING PARTS BY MEANS OF KAnDTDOLS AND WOODWORKING 
MACHINES/ REFINISHING FURNITURE/ INSTALLING HARDWARE/ E.G./ HINGES/ CATCHES/ AND DRAWER 
PULLS/ PLANNING LAYOUTS/ BLUEPRINT READING/ DRAFTING/ AND FEATURES OF VARIOUS KINDS OF 
WOODS. 



title: cabinetmaker. 3 p. 197D. 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: millwdrk and cabinet making (17.3601). 

orientation: teacher oriented material which may be used with the educable mentally 
retarded or other students requiring very detailed work supervision in secondary 
programs of job exploration. material is a task analysis listing sheet. 

subject content: orientation/ task sheet. 

comment: this material CONTAINS A DETAILED AND SEQUENTIAL LISTING OF THE TASKS A WORKER 
MUST PERFORM TO BE A CABINETMAKER. FREQUENCY AND TYPE OF PERFORMANCE ARE RATED AS TO 
LEARNING DIFFICULTY. TYPE OF PERFORMANCE IS CLASSIFIED USING DESCRIPTORS SUCH AS 
RECALL^ DISCRIMINATION AND MANIPULATIVE. MATERIAL WOULD SEEM TO BE GENERALI ZABLE TO 
ANY REHABILITATION WORK THE MATERIAL WAS DEVELOPED UNDER A U.S.D.E. GRANT FROM THE 
BUREAU FDR EDUCATIONALLY HANDICAPPED AND HAS BEEN USED IN REGULAR VOCATIONAL SKILL 

centers in vermont, 
media: printed-matter/ task analysis. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 

2002661 
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GENERAL CAREER EDUCATION: 18* 



THIS CATEGORY INCLUDES LEARNING EXPERIENCES THAT ARE CONCERNED WITH THE KNOWLEDQESi SKILLS^ 
APPRECIATIONS^ ATTITUDES^ AND BEHAVIORAL CHARACTERISTICS CONSIDERED TO BE NEEDED BY ALL 
PUPILS IN TERMS Or THE BROAD EDUCATIONAL OUTCOMES WHICH SHOULD BE ACHIEVED BY ALL PUPILS TO 
TH£ LIMITS OF THEIR CAPACITIES DURING THEIR SCHOOL YEARS. * 
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LEAr^NlNQ EXPERIENCES CONCERNED WITH CAREER AWARENESS ACTIVITIES. 

title: CHARLES LIVES AND WORKS« 32 P. NO DATEt 

CORPORATE author: TENNESSEE STATE BOARD FOR VOCATIONAL EDL^CATION* 
RELEVANT TO: PREVOCATIONAL EDUCATION (18»0l)« 

orientation: student oriented material which may be used with DISADVANTAGED OR 

HANDICAPPED STUDENTS AT THE SECONDARY LEVEL IN PREVOCATIONAL OR WORLD OF WORK AND 
DAILY LIVING PROGRAMSt 

SUBJECT content: job HUNTING/ BANKING/ BUDGETlNGt 

comment: this workbook features reading selections in STORY FORM WITH STUDENT PROBLEMS 
ON EACH SECTION. STORIES HAVE THEMES SUCH AS SELECTING A JOB/ APPLYING FOR A JOB/ 
SOCIAL SECURITY/ JOB APPLICATIONS/ PAY CHECKS/ APARTMENTS/ CARS/ CHECKS/ BUDGETING. 
COULD BE USED BY STUDENTS WITH SIXTH GRADE READING LEVEL WITH LITTLE TEACHER 

assistance* 
media: workbook. 

source: vocational curriculum LABORATORY/ BOX IIU/ MURFREESBORO/ TN 37130. CONTACT 
SOURCE FOR PRICE INFORMATION. 2001001 

title: career education transparencies for teaching hearing impaired children. 200 p. 

1 1 /71 . 

author: wyman/ raymond/ and others. 

CORPORATE author: THE NORTHEAST REGIONAL MEDIA CENTER FOR THE DEAF. 
RELEVANT TO: AUDITORY (19.020101)/ PREVOCATIONAL EDUCATION (18.01). 

orientation: curriculum developer oriented material which may be used especially with 

THE DEAF IN SCHOOLS OF TRAINING. 
SUBJECT content: DEAF/ LESSON PLANS/ REHABILITATION/ HOW TO KEEP YOUR JOB/ V0CA3ULARY 

list/ role-playing. 

comment: this set of 200 transparencies on career education was designed for use in 

SCHOOL FOR THE DEAF/ BUT MANY OF THE LESSONS OR INDIVIDUAL TRANSPARENCIES COULD ALSO 
BE USED BY REHABILITATION AGENCIES/ OR BY PARENTS* ORGANIZATIONS TO AID IN DEVELOPING 
AN AWARENESS OF THE SKILLS AND KNOWLEDGE NEEDED BY HEARING-IMPAIRED PEOPLE IN THE 
WORLD OF WORK. THIS SERltS ENTITLED/ »HOW TO KEEP YOUR JOB»/ DEALS IN TOPICS WHICH 
YOUNG DEAF PEOPLE SHOULD KMOW IN ORDER TO ADJUST TO THE HEARING WORLD OF WORK. 
media: MULTIMEDIA/ TRANSPARENCIES/ WORKBOOK. 

source: media services and captioned FILMS/ DEPARTMENT OF HEALTH/ EDUCATION/ AND 

WELFARE/ WASHINGTON/ DC 20201* CONTACT SOURCE FOR PRICE INFORMATION. 2001021 

title: savings and checking ACCOUNTS. 22 P. 1971. 
author: SHANNON/ THEODORE . 

CORPORATE author: AGRICULTURAL EDUCATION SERVICE/ OHIO STATE DEPARTMENT OF EDUCATION. 

relevant to: prevocational education (18.01). 

orientation: student oriented material which may be used with disadvantaged or 

HANDICAPPED ON A SECONDARY LlCVEL IN OCCUPATIONAL EXPLORATION OR PREVOCATIONAL TRAINING 
PROGRAMS. 

SUBJECT content: savings ACCOUNT/ CHECKING ACCOUNT/ EXERCISES. 

COMMEf AFTER STUDYING THIS UNIT/ THE STUDENT SHOULD BE ABLE TO SIGN A SIGNATURE CARD 

USIK :S FULL NAME/ CORRECTLY FILL OUT DEPOSIT SLIPS AND WITHDRAWAL SLIPS/ KEEP AND 
ACCURa.E REGISTER/ AND BE ABLE TO WRITE A PERSONAL CHECK. THE READING LEVEL OF THIS 
MATERIAL IS APPROXIMATELY SEVENTH GRADE- 
MEDIA: WORKBOOK. 

source: department of agricultural EDUCATION/ THE OHIO STATE UNIVERSITY/ COLUMBUS/ OH. 

contact source for price information. 2001051 
title: credit. 26 p. 1971. 

author; SHANNON/ THEODORE. 

CORPORATE author: AGRICULTURAL EDUCATION SERVICE/ OHIO STATE DEPARTMENT OF EDUCATION. 
RELF.VANT TO: PREVOCATIONAL EDUCATION (18.01)» 

orientation: student oriented material which may be used WITH DISADVANTAGED OR 

HANDICAPPED ON A SECONDARY LEVEL IN PREVOCATIONAL TRAINING PROGRAM. 
SUBJECT content: credit card ORIENTATION/ LOAN FORMS/ CPEDI7. 
comment: a seventh or eighth grade reading level is REQUIRED. 

media: workbook. 

source: department of agricultural EDUCATION/ THE OHIO STATE UNIVERSITY/ COLUMBUS/ OH. 
CONTACT SOURCE FOR PRICE INFORMATION. 2001061 
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title: orientation to the world of work part two. 212 p. 01/71. 

CORPORATE author: HOME ECONOMICS INSTRUCTIONAL MATERIALS CENTER/ TEXAS TECH UNIVERSITY. 

relevant to: prevocational education (18-01)/ home economics (09.).- 
orientation: student oriented workbook which can be used with special needs students at 
the secondary level in a counseling or world of work and daily living program. a 

NUMBER OF VISUALS WHICH COULD BE USED AS TRANSPARENCY MASTERS ARE INCLUDED. 
SUBJECT content: home economics ORIENTATION/ LABOR/ MONEY/ JOS APPLICATION/ JOB 

success/ economy/ civic responsibilities/ personal management/ consumer education/ 

personal adjustment/ fill-ins. 
comment: the material is appropriate for independent student use providing that the 

student has a sixth grade reading level* well illustrated with lihe drawings. would 

be a good basic text in a work experience program, 
media: workbook- 
sources TEXAS EDUCATION AGENCY/ DEPARTMENT OF VOCATIONAL AND ADULT EDUCATION/ DIVISION 

OF HOMEMAKING EDUCATION/ AUSTIN/ TX. 20012ifl 



title: Budgeting* 5 p. i970f 
author: ROSS/ priscilla. 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: PREVOCATIONAL EDUCATION (18«01)/ CONSUMER EDUCATION (09.0104). 

orientation: teacher and student oriented material which may be used with the educable 
mentally retarded or other groups at the secondary level in consumer economics. 

SUBJECT content: PRETEST/ STUDENT ACTIVITIES/ TEACHING/LEARNING RESOURCES/ POSTTEST. 

comment: this material contains prescribed activities for TEACHERS AND STUDENTS. 
LEARNER OBJECTIVES FOR THE UNIT ARF ACCOMPANIED BY PRE AND POST TESTS. IT WAS 
SPECIFICALLY DEVELOPED FOR USE WITH RETARDED YOUNGSTERS RECEIVING VOCATIONAL TRAINING 
IN VERMONT»S VOCATIONAL SKILL CENTERS. THE UNIT'S OVERALL GOAL IS THAT 'GIVEN A 
WEEKLY 'TAKE HOME PAYi/ THE STUDENT WILL CONSTRUCT A BUDGET/ TO COVER A 1 MONTH 

period/ including long-range expenses/ with 80 per cent accuracy.' 
media: printed-matteR/ course guide. 

source: mr. marc hull/ votex department/ university of vermont/ burlington/ vt 05401. 

PREE* 2002031 



title: food budgeting. 5 p. 1970. 
author: RuIlly/ connie. 

CORPORATE author: UNIVERSITY OF VERMONT. 

RELEVANT TO: FOODS AND NUTRITION (09t0107)/ PREVOCATIONAL EDUCATIOf^ (18.01). 
orientation: teacher and student ORIENTED MATERIAL WHICH MAY BE USED WITH THE EDUCABLE 

MENTALLY RETARDED OR OTHER GROUPS AT THE SECONDARY LEVEL IN CONSUMER ECONOMICS. 
SUBJECT content: PRETEST/ STUDENT ACTIVITIES/ TEACHING/LEARNING RESOURCES/ POSTTEST. 

comment: this material contains prescribed activities for teachers and students. 
learnlR objectives for the unit are accompanied by pre and post tests, it was 

SPECIFICALLY DEVELOPED FOR USE WITH RETARDED YOUNGSTERS RECEIVING VOCATIONAL TRAINING 
IN VERMONT'S VOCATIONAL SKILL CENTERS* U.S.O.E. FUNDING WAS FROM THE BUREAU OF 
EDUCATIONALLY HANDICAPPED* THE UNIT'S OVERALL GOAL IS THAT 'GIVEN A SPECIFIC AMOUNT 
OF MONEY FOR FOOD FOR ONE WEEK/ THE STUDENT WILL MAKE A LIST OF THE FOOD HE WILL BUY/ 
AND THE COST OF EACH ITEM- HE MUST INCLUDE IN THIS LIST FOOD WHICH WILL MEET THE 
REQUIREMENTS OF A NUTRITIONALLY BALANCED DIET/ ACCORDING TO PREVIOUSLY CHARTED 

standards with 75 per cent accuracy.' 

media; printed-matter/ course guide. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
PREE; 2002041 



title; general budgeting: for transportation. 3 p. 1970. 

author: TYLER/ RICHAftDt 

CORPORATE author: UNIVERSITY OF \rERMONT. 

RELEVANT TO: CONSUMER EDUCATION (09-0104)/ PREVOCATIONAL EDUCATION (18.01)« 

orientation: teacher and student oriented material w:hich hay be useo with the educable 
mentally retarded or other groups at the secondary level in home economics. 

SUBJECT content: PRETEST/ STUDENT ACTIVITIES/ TEACHING/LEARNING RESOURCES/ POSTTEST. 

comment: this material contains prescribed ACTIVITIES FOR TEACHERS AND STUDENTS. 
LEARNER OBJECTIVES FOR THE UNIT ARE ACCOMPANIED BY PRE AND POST TESTS. IT WAS 
SPECIFICALLY DEVELOPED FOR USE WITH RETARDED YOUNGSTERS RECEIVING VOCATIONAL TRAINING 
IN VERMONT'S VOCATIONAL SKILL CENTERS. U.S.O#E. FUNDING WAS FROM THE BUREAU OF 
EDUCATIONALLY HANDICAPPED* THE UNIT'S OVERALL GOALS ARE: ii) THE STUDENT WILL 
IDENTIFY METHODS OF TRANSPORTATION AVAILABLE/ (2) THE STUDENT WILL FIGURE 

transportation costs when selecting a job. 
media: printed-matteR/ course guide. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLIN0TON/ VT 05401. 
FREEt 2002051 
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title: orientation to the world of KORK, UNIT! USING THE TELEPHONE. Z9 P. XX/71. 
AUTHOR; SPARKS/ MAVIS 

CORPORATE author: INSTRUCTIONAL MATERIALS LABORATORY/ DEPARTMENT OF VOCA^ iONAL 

EDUCATION/ COLLEGE OF EDUCATION/ UNIVERSITY OF KENTUCKY. 
RELEVANT TO: PREVOCATIONAL EDUCATION (I8«0l). 

orientation: teacher or student oriented material which hay be used with secondary 

SPECIAL NEEDS STUDENTS IN A PREVOCATIONAL PROGRAM. 
SUBJECT CONTENT? ORIENTATION, TEACHING/LEARNING ACTIVITIES. 

comment: very excellent unit for teacher or student, teachers might use it as a very 

DETAILED GUIDE ON HOW TO TEACH A UNIT ON USE OF THE TELEPHONE OR MANY PARTS COULD BE 
RECORDED FOR STUDENTS TO USE IN CASSETTE OR OPEN REEL FORM. MATERIAL CONTAINS SAMPLES 
OF APPROPRIATE CONVERSATIONS/ SUGGESTED TE&CHINQ LEARNING ACTlVITPii/ SIMULATED 
ACTIVITIES/ CASES/ SUPPLEMENTARY TEACHIf^G MATERIALS/ SUGGESTED CONTENT/ PRINTED 
MATERIAL/ EVALUATION ITEMS. USE OF '^HONE/ TAKING MESSAGES/ USING THE DIRECTORY/ LONG 
DISTANCE CALLS AND SWITCHBOARDS ARE ALL DISCUSSED. SEE TELEPHONE TRAINING UNIT 
TRANSPARENCY MASTERS FROM SAME SOURCE. 
MEDIA: GUIDEBOOK. 

source: MRS. M. C. SPARKS/ SPECIAL/ DISADVANTAGED/HANDICAPPED/ 151 TAYLOR ED BLDG/ 

UNIVERSITY OF KENTUCKY/ LEXINGTON/ KY 40506. VERY LIMITED AVAILABILITY. AUTHOR WILL 
SEND COPIES TO STATE SUPERVISORS FOR UNLIMITED RE«DUPLICATION. TEACHERS ARE REQUESTED 
TO USE THEIR STATE SUPERVISOR TO RECEIVE COPIES. 2003181 

title: ORIENTATION TO THE WORLD OF WORK. TELEPHONE TRAINING UNIT. 2X P. 01/72. 
author: SPARKS/ MAVIS C 

CORPORATE author: INSTRUCTIONAL MATERIALS LABORATORY, DEPARTMENT OF VOCATIONAL 

education/ college of education/ university of kentucky, 
relevant to: prevocational education (18.01). 

orientation: teacher oriented material which may be used with secondary special needs 

STUDENTS IN A PREVOCATIONAL PROGRAM. 
SUBJECT content: ORIENTATION/ TRANSPARENCY/TELEPHONE. 

comment: excellent transparency masters which can be used with or without the 

ACCOMPANYING UNIT »ORIENTATION TO THE WORLD OF WORK. UNIT: USING THE TELEPHONE. • 
VERY QOOO QUALITY REPRODUCTION. TRANSPARENCIES COVER LEAVING MESSAGES/ PROPER 
PRONUNCIATION OF NUMBERS/ LONG DISTANCE CALLS OF ALL SORTS/ USING THE TELEPHONE 

directory and time zones, 
media: printed-matter/ transparency masters. 

source: MRS. M. C. SPARKS/ SPECIAL/ DISADVANTAGED/HANDICAPPED/ 151 TAYLOR ED BLDQ./ 

UNIVERSITY OF KENTUCKY/ LEXINGTON/ KY 40506. VERY LIMITED AVAILABILITY. AUTHOR WILL 
SEND COPIES TO STATE SUPERVISORS FOR UNLIMITED RE-DUPLICATION. TEACHERS ARE REQUESTED 
TO USE THEIR STATE SUPERVISOR TO RECEIVE COPIES. 2003191 



title: career activities for the blind. 15 P. 10/71. 

CORPORATE author: OFFICE OF EDUCATION/ SANTA CRUZ COUNTY. 

relevant to: visual (19.020105)/ prevocational education (18.01). 

orientation: teacher and student oriented material which may be used with visually 

HANDICAPPED STUDENTS AT THE JUNIOR HIGH LEVEL IN OCCUPATIONS EXPLORATION PROGRAMS. 
SUBJECT content: want ADS/ TAPES/ RECORDS/ CAREER IDENTIFICATION GAMES/ PUBLIC 

relations agency/ career information service, 
comment: the objective in preparing this document was to produce a book of ideas for 

RESOURCE/ ITINERANT/ AND REGULAR TEACHERS OF THE VISUALLY HANDICAPPED. CONTAINS A 
NUMBER OF GAME TYPE ACTIVITIES THAT STIMULATE INTEREST IN DIFFERENT CAREERS. 
ACTIVITIES STRE5if5 TACTILE AND AUDITORY EXPERIENCES. THIS CENTER WILL HAVE HOME 
ECONOMICS ANO WOODWORKING GUIDES FOR VISUALLY HANDICAPPED STUDENTS BY THE FALL OF 
1972* THERE WILL BE 5D0 COPIES OF EACH DOCUMENT. EVALUATION OF MATERIALS IS 
PRESENTLY UNDERWAY. 

media: pamphlet. 

source: RICHARD STRUCK/ DIRECTOR OF PROGRAMS FOR EXCEPTIONAL CHILDREN SANTA CRUZ CO. 
SCHOOLS OFC./ 701 OCEAN STREET/ SANTA CRU2/ CA 9506D. AVAILABLE FOR COST OF 
DUPLICATION AND MAILING. 2003461 



title: 50 CONCEPTS ON BECOMING RESPONSIBLE FOR PERSONAL CARE. 99 P. NO DATE. 
CORPORATE author: ARKANSAS DEPARTMENT OF EDUCATION. 

RELEVANT TO: PREVOCATIONAL EDUCATION (18.01)/ GENERAL HEALTH EDUCATION (08.01). 
orientation: teacher oriented material which may be used in designing instruction FOR 

SECONDARY AND POSTSECONDARY STUDENTS IN PREVOCATIONAL TRAINING PROGRAMS. 
SUBJECT content: CONCEPTS/ RESPONSIBLE/ PERSONAL CARE. 

comment: the 50 concepts are written for secondary students and adults functioning ON 
AN Elementary level academically, the detailed manner in which the concepts are 
written is an attempt to provide realistic information for the teaching of becoming 

RESPONSIBLE/ APPEARANCE/ MANNER/ GOOD HEALTH/ AND GROWING-UP. TEACHING CONCEPTS 
INCLUOE DETAILED TEACHER INSTRUCTION/ MATERIALS/ AND TESTS. 
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media; guxdebdok* 

sdurcej mr* r* f* faucettei ac«inistratdr> department df educatidni little rdck/ ar 
7zz0lt limited quantities available* 2dd3521 



title: HDW to get a job and hold it* no DATE* 

CORPORATE author: MISSISSIPPI STATE DEPARTMENT OF EDUCATION* 

relevant to: prevocational education (18*01 )> prevocational guidance (23*01)* 
orientation: student and teacher oriented material which may be used with disadvantaged 

and handicapped students at the secondary level in occupational training or 

cooperative work experience placements* 

SUBJECT content: MATERIALS/ TEACHING METHODS/ HEALTH/ S«i.7ETY/ JOB POSSIBILITY/ 

filmstrips. 

comment: this unit is presently being used with disadvantaged and handicapped students 
in vocational training programs in mississippi* this is a course outline that lists 
specific performance objectives/ teaching materials/ provides a list of student 
activities and has a reference section* ^valuation is currently being conducted on 
the materlalst the copy received for annotating was difficult to read* other copies 
may or may not have this reproduction defect* 

media: guidebook* 

source: bill lowery/ assistant director/ handicapped PROGRAh/ iTJ* Junior college/ 

TUPPElD CENTER/ TUPPELD/ MS« LIMITED QUANTITIES AVAILABLE* 2003601 



Title: vocational prcparedness* as p* no date* 

author: HAUGH/ RICHARD* 

corporate author: OUINCY public schools/ ILLINOIS* 
relevant to: PREVOCATIDNAL education (18*01)* 

orientation: student and teacher oriented hATERlAL which CAN BE USED WITH SECONDARY 

SPECIAL NEEDS STUDENTS IN PREVOCATIONAL CLASSES* 
SUBJECT content: occupational OUTLOOK/ BUSINESS LETTERS/ JOB APPLICATION/ INTERVIEW/ 

PRACTICE FOrtMS* 

COMMENT: THE SECTIONS OF THIS MATERIAL WHICH DEAL WITH ^YOUR VOCATION* AND •THE 
BUSINESS LETTERS ARE POINTED TO A TEACHiR AUDIENCE* THESE SECTIONS DEAL WITH^ 
•HDW-TD*TEACHt* THE JOB APPLICATION SECTION CONTAINS A NUMBER OF JOB APPLICATIONS 
SAMPLES WHICH INDIVIDUAL STUDENTS COULD WORK WITH. THERE IS A OQDO VARIETY IN THE JOB 
APPLICATION FORMATS WHICH PROVIDES FOR REPEATED AND VARIED STUDENT PRACTICE TO ASSURE 
MASTERY* 

media: workbook* 

source: MR* Mt H* RULL/ PRDSi COORD*/ QUINCY HIGH SCHOOL/ 1444 MAINE STREET/ QUINCY/ IL 
62301* SINGLE COPY ONLY* CDNTACT SOURCE FDR PRICE INFORMATION* 2003751 



title: learning package* D1/72* 
author: herrara/ rolando/ and others* 

relevant to: differenti al izeo curriculum (19*)/ prevocational education (18*01)* 

orientation: student oriented material WHICH CAN 8E USED WITH SECONDARY SIGHTED SPECIAL 

needs students in prevocational training* 
subject content: performance objectives/ practice forms. 

comment: this material is a learning activity package created by teachers in \ 
curriculum development workshop directed by the area manpower institute fdr the 
development of staff (amid8) under a u*s«d*e* davte grant* the material is 
specifically designed fdr use with special needs students and is intended to teach 
students (1) how to obtain social security cards/ (2) how to prepare personal data 
sheets/ (3) how to fill out job application forms* it contains pre and post test and 
a series of learning activities* 

media: guidebook* 

source: MR* Gt SMITH/ ADMINt«WEATHERFDRD AREA VOCATIONAL CENTER/ 1007 S* MAIN/ 

WEATHERFDRO/ TX 76086* AVAILABLE IN LIMITED QUANTITIES* CDNTACT SOURCE FDR PRICE 
INFORMATION* 2003771 



title: world of work acheivement log* i96:u 

CORPORATE author: JOB CORPS* 

relevant to: prevocational education (18«d1)* 

orientation: student oriented material which may be used with disadvantaged student at 
the secondary or postsecdnoary level in prevocational training* 

SUBJECT content: SKILLS/ APTITUDES AND INTERESTS/ JOBS (SELECTION/ SUCCESS/ SOURCES OF 
INFORMATION/ INTERVIEW)/ MONEY/ INCDHE TAX FORMS/ CLASS ASSIST ANTSHXP/ PERFORMANCE 
SKILLS* 

comment: THIS HATERUL INCLUDES A LISTING OF TASKS TO BE COMPLETED XM THE WORLD OF WORK 
COURSE* A CHECK-D'F SYSTEM IS PROVIDED FDR EACH UNIT STUDIED* APtf^fNDIX CONTAINS JOB 
APPLICATION FORMS* INSTRUCTOR'S MANUAL OF THE SAME TXTLE ACCOMPANIES THIS LOO* 

media: workbook* 
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^TaIII nu'?8?H's?R^^^°'M^u' DIVISION, MANPOWER ADMINISTRATION, U.S. DEPA 
sSSrJe cl',\'.VcE V.rlll'.jVo'V 20210. LIMITED AVAILABILITY. 



DEPARTMeNT OF 
CONTACT 
2006591 



"li^HOSr^fSS^Ej^iHr" "'""'»'"■ «T.V.„ ,.CKETS. 27. P. „0 D.TE. 

HE«; = '1u;DEiS0K" «J"°a »t™i"iiuRiA!™°"' «"° SUGGESTIONS 

200 6961 

title; The law for you. 63 Pt 1969. 

author;. BOHLMAN/ H. MAC/ AND HERBERT W. BOHLMAN, 
RELEVANT TO; PREVOCATIONAL EDUCATION (18.01). 

MEJur"EX?B"o{^*"°'^ SsE°"wnH%°E?iR^E*S Jl" lE^^s'r '"'^"^^ 

SOUHCE: EOUCA?!;oNAL opportunities division, FoLLETT educational corporation, CHICAGO, 

2007241 

title; yoo and they* 2* p. 1966. 

tnlnrV. BEATRICE F. AND EDWARD J, WOLFE. 

CORPORATE author; CLARION HOUSE. 

RELEVANT TO; PREVOC a i lONAL EDUCATION (18.01). 

2 00 74 6 1 

title; you and your occupation. 30 p. 1966. 

author; OAREi BEATRICE F. AND EDWARD J. WOLFE. 
CORPORATE author; CLARION HOUSE. 

2007501 
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PREVOCATIONAL EDUCATION: 18*01 



title: you and your pay. 2% P» 1967» 

author: DAREi BEATRICE F« AND EDHARD J« WOLFE* 

CORPORATE author: clarion house* 

relevant to: prevocational education (18*01)* 

orientation: student oriented material which may be used by sighted special needs 
students at the secondary level in prevocational or vocational training. 

comment: this material was sent to NWREL as a PUBLISHERS SAMPLE AND HAS BEEN SELECTED 
FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK 

of sample copy* workbook geared to approximately fourth grade reading level* 
instructor's manual by the same title accompanies this booklet* 
media: workbook* 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING C0*> 1010 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607* 2007541 



T*TLE: WANTING A JOB* *8 P* 1967* 
author: TURNER/ RICHARD H* 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

relevant to! prevocational education (18*01)> prevocational guidance (23.01). 
orientation: student oriented material which may be used by sighted special needs 

students at the secondary or postsecondary level in prevocational training, 
subject contenr: application form/ interview/ aptitude test* final exam/ word matching/ 

glossary. 

comment: this material was sent to nwrel as a publishers sample and has been selected 
for listing. materials from other publishers regretably were not included due to lack 
of sample copy* booklet in story form with activities to complete at the ekd of each 
section* each episode is about one aspect of wanting a job. 

media: workbook* 

source; educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO*/ 1010 
WEST WASHINGTON BLVD*/ CHICAGO/ IL 60607* 2007571 



title: starting a job* #8 P» 1967* 
author: TURNER/ RICHARD H* 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION* 

relevant to: prevocational education (18*01)/ prevocational guidance (23.01)* 
orientation: student oriented material which may be used by sighted special needs 

STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN PREVOCATIONAL TRAINING. 
SUBJECT content: EXERCISES/ FINAL EXAM/ HOUSEHOLD EXPENSES/ PERSONNEL OFFICE/ DRIVER'S 

LICENSE/ JP> PROTECTION/ WORD MATCHING/ GLOSSARY. 
comment: TK.S material was- sent to NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTED 

for list*.*g. materials from other publishers regretably were not included due to lack 
of sample copy* booklet in story form with activities to complete at the end of each 
section* each episode is about one aspect of looking for a job** 
media: workbook* 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO*/ 1010 
WEST WASHINGTON BLVD«/ CHICAGO/ IL 60607* 2007581 



title: looking for a job. «8 P. 1967* 
AUTHOR; TURNER/ RICHARD H* 

CORPORATE author: FOLLETT educational CORPORATION. 

relevant to: prevocational education (18*01)/ prevocational guidance (23*01)* 
orientation: student oriented material which may >e used by sighted special needs 
students at the secondary or postsecondary level in prevocational training. 

comment: this material was sent to NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTED 

for listing. materials from other publishers regretably were not included due to lack 
of sample copy* booklet in story' form with activities to complete at the end of each 
section* each episode is about one aspect of looking for a job* 
media: workbook* 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO*/ 1010 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607* 2007591 



TITLE: HOLDING A JOB* 48 P« 1967* 
author: TURNER/ RICHARD H* 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

RELEVANH to: PREVOCATIONAL EDUCATION (18*01)/ PREVOCATIONAL GUIDANCE (23*01). 

orientation: student oriented material which may be used by sighted special needs 
students at the secondary or postsecondary level in prevocational and vocational 

TRAINING* 

SUBJECT CONTENT: EXERCISES/ FINAL EXAM/ GLOSSARY. 

comment: this MATERIAL^WAS sent TO NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTED 
FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK 



"REVOCATIONAL education: Ig.Ol 



169 



ccrTjUM""^ ^OOI^I-ET IN STORY FORM WITH ACTIVITIES TO COMPLETE AT TH^ END OF EACH 

?rSb"mS. """^ -^"^ CONDITIONS, GOOD WORKING HABITS AnS OCC^pf^SoNAL 

media: workbook* 

"wEsrwAL°^N's;5N°''B^s::°^;yjiJ5rir^L'iS7: ^^^^"""^ °' '^"^^"^ "-^^-^^^^ 



2007601 



title: changing a job. 48 p. 1967. 

AUTHOR: Turner, richard h. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

norrM^'^lTn?' PR^VOCAT lONAL EDUCATION (18.011, PREVOCATIONAL GUIDANCE (23.01). 

orientation: student oriented material which may be used by sishteo special needs 

^RaJn'Sg.*' SECONDARY OR POSTSECONDARY LEVEL IN PREVO^AHOnIl ANS'voJiT^ON!! 

CONTENT: ADVIce, FINAL EXAM, WORD MATCHING, GLOSSARY. 

comment: this material was sent to NWREL as a publishers sample and HA«; SPPn cf, rncn 
FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE nSJinJluSI^dSe TO LACK 
OF SAMPLE COPY. BOOKLET IN STORY FORM WITH ACTIVITIES TO COMPLETE AT THrEN^^ 

«E?I*I ^EXtS"" SATISFACTION, UNIONS AND siLARIES. 

'^^^KAL°5^N%^^5h^^s::°^s^L°"^^^s^: ^^^^^^^-^ °^ "-"^ ° loio 

2007621 

title: the joss you get. 48 p. 1962. 

author: turner, richard h. 

CORPORATE author: follett educational corporation. 

nPTrM^^lr^S: PREVOCATIONAL EDUCATION (18.01), PREVOCATIONAL GUIDANCE (23.01). 
"{^rs*E^JSN^iARr[:^^E\^ ^N^^^E^Sc^^I^^ifSSriN^^NSt^ OISADVANTAGEd'sTUDENTS AT 

SUBJECT content: interview, equipment, wardrobe, glossary. 

comment: this HATERIAL has sent to NWREL as a publishers sample and has been <;fl ECTEn 
FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT IN^^uSeO DUE TO LACK 
OF SAMPLE COPY. WORKBOOK IS IN STORY FORM WITH ACTIVITIES TO COMpIeTE AT tSe EnS OF 
EACH SECTION. EPISODES ARE ABOUT JOB APPLICATIONS, EMPLOYMENT OFFICES InD 

MES!l!-"'iSRKBSo'Kf APPROXIMATELY A THIRD GRADE Re2dJJg"eCeL . 

"SE^^;Ais;N^j;rB*tvS::°sj5,"i?"j?js;'. °^ loio 

c00/o31 

title: training for a job. 48 p. 1967. 

author: turner, richard h. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

RELEVANT to: PREVOCATIONAL EDUCATION (18.01), PREVOCATIONAL GUIDANrc lao ni. 

orientation: student oriented material which may be useS by s?gh?ed special needs 

STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN PREVO^A^^OnIl TRA^SiSg. 

COMMENj-^^ir^^.T^S?" MATCHING, FINAL EXAM, APPRECIATION, POTENTIAL, SJSssJrY. 

COMMENT: THIS MATERIAL WAS SENT TO NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELPrTPn 
FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY HERE nS^InJ^uSeDDuI TO l!cK 
OF SAMPLE COPY. BOOKLET IN STORY FORM WITH ACTIVITIES TO COMPLETE AT THE END OF EACH 

MEDIaI^WORKBoSk?"" TRAINEES, FRINGE BENEFITS AND JOB SKIlJs. 

"wE%"i^AsrstvS::°^:;?ij5riL°"s^^^ °^ "^^"^ - 

title: keeping that job. 32 P, 1967. 

author: dare, Beatrice f., and edward j. wolfe. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

noTfM^!^lTn": PREVOCATIONAL EDUCATION (18.01), PREVOCATIONAL GUIDANCE (23.01). 

cT^ncMic" """^''^ ORIENTED MATERIAL WHICH MAY BE USED BY SIGHTED SPECIAL NEEDS 
enf^crr"^^ *^ SECONDARY LEVEL IN PREVOCATIONAL OR VOCATIONAL TRAINING. 

SUBJECT CONTENT: VOCABULARY, SENTENCE FILL-INS. IKAININQ. 

"rnn'^^'oxl"^^ MATERIAL WAS SENT TO NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTED 
nc^'-^f.^c""' "*^ERIAUS FROM OTHER PUBLISHERS REGRETABL/ WERE NOT INCLUDED DuI TO .^CK 
OF SAMPLE COPY. WORKBOOK GEARED TO APPROXIMATELY ^ FOURTH GRADE READING LEVEL. 
INCLUDES LESSONS ON THE IMPORTANCE OF FIRST IMPRESSIONS, HOLDING DOWN A JOB aSd 
?H;rBOo"E%r*'''° * ^^^^TRUCTOR.S manual BY THE SAME ?:?lE aSomPaSiES 

media: workbook* 

'°wE'srwAisys^T^5rB*tvS::°c'riJ5,"iL"^j^jsy: "^^^"^ °^ "^^"^ ^^^^^-^-^^ „ 

2007661 
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PREVOCATIONAL EDUCATION: 18*01 



title: the television you watch* 48 P* 1965* 
author: TURNER/ RICHARD H* 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

RELEVANT TO: PREVOCATIONAL EDUCATION (18«01)/ COMPREHENSIVE HOMEMAKINQ OR HOME 
ECONOMICS ( >9«0101 )• 

orientation: student oriented material which may be USED BY STUDENTS WITH SPECIAL NEEDS 

AT THE SECONDARY OR POSTSECOND AR Y LEVEL IN PREVOCATIONAL TRAINING. 
SUBJECT content: stories about T«V«/ comprehension QUESTIONS/ GLOSSARY* 

comment: this material was sent to nwrel as a publishers sample and has been selected 
for listing. materials from other publishers regretably not included due to lack of 
sample copy. communications development is fostered through a series of readings 
followed by comprehension tests. a small dictionary section is included im the back 
of the text. 

media: WORKBOOK* 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CD./ 1010 
WEST WASHINGTON 8LVD«/ CHICAGO/ IL 60607* 2007731 



title: the town you live in. #8 P« 196^. 

author: TURNER/ RICHARD H. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION AND NEW YORK UNIVERSITY PRESS. 
RELEVANT to: PREVOCATION/L EDUCATION (18«01)/ COMPREHENSIVE HOMEMAKING OR HOME 
ECONOMICS (09t0101). 

orientation: student oriented material which may be used by students with special needs 
at the secondary or postsecondary level in reading improvement. 

SUBJECT CONTENT: STORIES ABOuT THE TOWN YOU LIVE IN COMPREHENSION QUESTIONS/ GLOSSARY. 

COHMENT: THIS MATERIAL WAS SENT TO NtaREL AS A PUBLISHERS COPY AND HAS BEEN SELECTED FOR 
LISTING* MATERIALS FROM QTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 
SAMPLE COPY. THE TEXT IS DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 
SERIES OF SHORT READINGS rOLLOWED BY CCMPREHENSlOf) EXERCISES* A SHORT DICTIONARY 

section is included in the back of the text* 
media: workbook. 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO./ 1010 
WEST WASHINGTON BLVD*/ CHICAGO/ IL 60607* 2007741 



title: the NEWSPAPERS YOU READt 48 P. 1965* 
AUTHOR: TURNER/ RICHARD H. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

RELEVANT TO: PREVOCATIONAL EDUCATION (18*01 )/ COMPREHENSIVE HOMEMAKING OP HOME 
ECONOMICS (09t0101). 

orientation: student oriented material which may be used by students with special NEEDS 
AT THE SECONDARY OR POSTSECONDAR Y LEVEL IN READING IMPROVEMENT. 

SUBJECT content: stories about NEWSPAPERS/ COMPREHENSION QUESTIONS/ GLOSSARY. 

comment: this material was sent ''O nwrel as a PUBLISHERS COPY AND HAS BEEN SELECTED FOR 
LISTING* MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 
SAMPLE COPY. THE TEXT IS DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 
SERIES OF SHORT READINGS FOLLOWED BY COMPREHENSION EXERCISES* A SHORT DICTIONARY 
SECTION IS INCLUDED IN T«E ^aCK OF THE TEXT* 

media: workbook* 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO*/ 1010 
NEST WASHINGTON BLVD./ CHICAGO/ IL 60607* 2007751 



title: the phone calls you hake* 48 p. 1966. 
author: TURNER/ RICHARD H* 

CORPORATE author: FOLLPTT EDUCATIONAL CORPORATION. 

RELEVANT to: PREVOCATIONAL EDUCATION (18*01)/ COMPREHENSIVE HOMEMAKING OR HOME 
ECONOMICS (09t0101). 

orientation; student oriented MATERIAL WHICH MAY BE USED BY STUDENTS WiTH SPECIAL NEEDS 

AT THE SECONDARY OR POSTSECONDARY >^EVEL IN READING IMPROVEMENT. 
SUBJECT content: STORTES about phone CALLING/ COMPREHENSION QUESTIONS/- GLOSSARY. 

comment: this material was sent to nwrel as a publishers copy and has been selected for 

LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 

SAMPLE COPY. THE TEXT IS DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 

SERIES OF SHORT READINGS FOLLOWED BY COMPREHENSION EXERCISES* A SHORT DICTIONARY 
SECTION IS INCLUDED IN THE BACK OF THE TEXT. 
MEDIA : WORKBOOK. 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO*/ 1010 

WEST WASHINGTON BLVD*/ CHICAGO/ IL 60607. 2007761' 



PREVOCATIONAL EDUCATION: 18.01 X7X 

title: the letters you write. 48 p. 1966* 
author: TURNE9- RICHARO H. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

RELEVANT TO: PREVOCATIONAL EDUCATION ( 18-01 )i COMPREHENSIVE HOMEMAKINQ OR HOME 
ECONOMICS (09. 0101)- 

orientation: student oriented material which may be used by students with SPECIAL NEEDS 
AT THE SECONDARY OR POSTSECONOAR Y LEVEL IN READING IMPROVEMENT. 

SUBJECT content: stories about writing letters^ comprehension questions^ glossary, 
comment: this material was sent to nwrel as a publishers copy and has been selected for 

LISTING. MATERIALS FROM OTHER PUBLISHERS REQRETABLY WERE NOT INCLUDED DUE TO LACK OF 

SAMPLE COPY. THE TEXT IS DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 
SERIES OF SHORT READINGS FOLLOWED BY COMPREHENSION EXERCISES. A SHORT DICTIONARY- 
SECTION IS INCLUDED IN THE BACK OF THE TEXT. 

media: workbook. 

source: educational opportunities division^ division of FOLLETT PUBLISHING CO.j 1010 
WEST WASHINGTON BLVOtj CHtCAGOj IL 60607. 2007781 

title: the movies you see. 48 P« 1966. 

author: turner^ richaro h. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

RELEVANT TO: PREVOCATIONAL EDUCATION t 18.01 )j COMPREHENSIVE HOMEMAKINQ OR HOME 
ECONOMICS (09.0101). 

orientation: student oriented MATERIAL WHICH MAY BE USED BY STUDENTS WITH SPECIAL NEEDS 
AT THE SECONDARY OR POSTSECONOAR Y LEVEL IN READING IMPROVEMENT. 

subject content: stories^ comprehension ouesticnsj glossary* 

comment: this material was sent to nwrel as a publishers copy and has been selected for 

LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY HERE NOT INCLUDED DUE TO LACK OF 

SAMPLE COPY. THE TEXT IS DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 

SERIES OF SHORT READINGS FOLLOWED BY COMPREHENSION EXERCISES. A SHORT DICTIONARY 
SECTION IS INCLUDED IN THE BACK OF THE TEXT. 
MEDIAE WORKBOOK. 

source: EDUCATIONAL OPPORTUNITIES OlVlSlONi DIVISION OF FOLLETT PUBLISHING CO-i lOlO 

WEST WASHINGTON BLVO.j ChICAGOj IL 60607. 2007791 

title: the friends you make* 48 P* 1962. 
AUTHOR; TURNER, RICHARD H. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

RELEVANT TO: FKEVDCATIDNAL EDUCATION (I8.01)j COMPREHENSIVE HOMEMAKINQ OR HOME 
ECONOMICS (09*0101). 

orientation: student oriented material which may be used by students with special NEEDS 

AT THE SECONDARY OR POSTSECONOAR Y LEVEL IN READING IMPROVEMENT. 
SUBJECT content: STORIES* COMPREHENSION OUESTIGNSj GLOSSARY. 

comment: this material was sent TO NWFEL AS A PUBLISHERS COPY ANO HAS BEEN SELECTED FOR 
LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 
SAMPLE COPY. THE TEXT IS DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 
SERIES OF SHORT READINGS FOLLOWED BY COMPREHENSION EXERCIES. A SHORT DICTIONARY 

section is included in the back of the text, 
media: workbook. 

source: educational opportunities division^ division of FOLLETT PUBLISHING CO.j 1010 
WEST WASHINGTON BLVO.j ChICAGOj IL 60607. 2007811 

title: the FAMILY YOU BELONG TO. 48 P. 1962. 

author: turnerj richa^^o h. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 

RELEVANT TO: PREVOCATIONAL EDUCATION (18.01)j FAMILY RELATIONS (09-0106). 

orientation: student oriented MATERIAL WHICH MAY BE USED BY STUDENTS WITH SPECIAL NEEDS 

AT THE SECONDARY OR POSTSECONOAR Y LEVEL IN READING IMPROVEMENT. 
SUBJECT content: STORIESj comprehension OUESTICNSj GLOSSARY. 

comment: this material was sent to nwrel AS A PUBLISHERS COPY ANO HAS BEEN SELECTED FOR 
LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 
SAMPLE COPY. THE TEXT tS DESIGNED TO RAISE THE READING LEVEL OF ADOLESCENTS THROUGH A 
SERIES OF SHORT READINGS FOLLOWED BY COMPREHENSION EXERCISES. A SHORT "DICTIONARY 

section is included in the back of the text, 
media: workbook. 

source: educational opportunities DIVISION^ DIVISION' OF FOLLETT PUBLISHING CO.i 1010 
WEST WASHINGTON BLVO.j CHICAGOj IL 60607. 2007821 
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PREVOCATZONAL EDUCATION: 18«01 



title: the person you AR&« 48 P« 1962« 
author; turner^ RICHARO h« 

CORPORATE author; follett eoucational corpor/tion. 

RELEVANT to; COMPREHENSIVE HOMEMAKlNG OR HOME ECONOMICS (09.0101)j PRE VOCATIONAL 

education (18«01)« 

orientation; stuoent orientec material which may be useo by stuoents with special neeos 

at the secondary or postseconoary level in reading improvement* 
SUBJECT content; storiesj comp;^ehension ouesticnsj glossary* 

comment; this material has sent to NHREL as a publishers copy ANO has BEEN SELECTED FDR 
LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE N01 INCLUDED DUE TO LACK OF 

sample copy. the text is designed to raise the reading level of adolescents through a 
series of short readings followed by comprehension exercises* a short dictionary 
section is included in the back of the text* 
media; workbook* 

source: eoucational opportunities OIVISIDNj division of follett publishing CO*i 1010 
WEST WASHINGTON BLVO*j CHICAGOj IL 60607* 2007831 



title: following directions* so P* 1963* 
author; BONlNG> RiCHARO A* 

relevant to: pr&vocational education ( 18*01 )i comprehensive homemaking or home 
economics (09*0101)* 

orientation: student oriented material which may be used by students with mentally 

retarded in basic skills training* 
SUBJECT content: following directions* 

comment; this material was sent to NWREL as a PUBLISHERS COPY AND HAS BEEN SELECTED FDR 
LISTING* MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED DUE TO LACK OF 
SAMPLE COPY. SIMPLE EXERCISES ARE USED TO HELP THE STUDENT INCREASE HIS VOCABULARY 
ANO ATTAIN BETTER Pf^DFlClENCY IN FOLLOWING DIRECTIONS* 

MEOIa; WORKBOOK* 

SOURCe; BARNElL LOFTj LT0*> 958 CHURCH STREETj BALDWINj LONG ISLANDj NY 11510* 

2007851 



title; the money you spend* 48 P* 1962* 
AUTHOR; TURNER^ RICHARD H* 

coRPos<ATE author: folett educational corporation* 

RELEVANT TO; PREVOCAT IDNAL EDUCATION ( 18*01 COMPREHENSIVE HDMEMAKINQ OR HOME 
ECONOMICS (09*0101)* 

orientation; student oriented MA.cRIAL which may BE USED WITH STUDENTS WITH SPECIAL 

needs at the secondary or postseconoary level in reading improvement* 
Subject content: word fill-insj final examination^ glossary* 

comment; this material was sent to nwrel as a publishers copy and has been selected fdr 
listing* materials from other publishers regretably were not included due to lack of 
sample copy* the text is designed to raise the reading level of adolescents through a 
series of short readings followed by comprehension exercises* a short dictionary 
section is included in the back of the text* 

meoia; workbook* 

source; educational opportunities DIVISIONS DIVISION CF FOLLETT PUBLISHING CD*j 1010 
WEST WASHINGTON BLVD*j CHICAQOj IL 60607* 2007891 



title; paycheck. 32 P. 1967. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION. 
RELEVA^: TO: PREVOCATIDNAL EDUCATION (18*01)* 

orientation: student oriented material which may be used BY STUDENTS WlTf SPECIAL NEEDS 

AT THE SECONDARY OR POSTSECONOARY LEVEL IN PRfVDCATIONAL TRAINING* 
SUBJECT content: EXERClSESi TESTSj TAKCKOME PAY* 

comment: this material was sent to NWREL AS A PUBLISHERS COPY ANO HAS BEEN SELECTED 
FDR LISTING* MATERIALS FROM OTHER PUBLISHERS REGRETABLY HERE NOT INCLUDED DUE TO LACK 
OF SAMPLE COPY* TEXT CONSISTS OF READING SECTIONS FOLLOWED BY EXERCISES* THE STUOENT 
LcARNS ABOUT THE VARIOUS OECUTIDNS WHICH ARE TAKLN FROM HIS PAYCHECKj INCLUDING 
FEDERAL TAXESj SOCIAL SECURITY AND UNIvON OUES* A KNOWLEDGE OF GENERAL ARITHMETIC IS 
ASSUMED* 

meoia: textbook* 

source: educational opportunities DIVISION^ DIVISION OF FOLLETT PUBLISHING CO*j 1010 
WEST HASHINQTON BLVO*j CHICAQOj IL 60607* 2007901 



title: ^system for success* book I* 125 P« 1965* 

author: henneyj r* lee* 

corporate aut-hor: follett educational corporation*- 

relevant to: PREVOCATIONAL education (18*01)* 

orientation; stuoent orientco material hhich may be useo with educable mentally 



PREVOCATIONAL EDUCATION: 18«01 
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RETAROEO IN REhEOlAL ACAOEHIC SKILLS* 
SUBJECT content: a complete program for: REAOING^ HRITING# SPELLING/ ARITHMETIC/ 
ENGLISH* 

comment: this material was sent to nwrel as a publishers copy ano has been selected for 
listing* materials from other publishers regretably were not included due to lack of 
sample copy« the workbook contains extensive drills in all the basic academic skills* 

media: workbook* 

source: educational opportunities DIVISION/ DIVISION OF FOLLETT PUBLISHING CO*/ 1010 
WEST WASHINGTON BLVO*/ CHICAGO/ IL 60607* 2007921 



title; system for success* book 2* 142 P* 19^5* 

author: henney/ r* lee* 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION* 

relevant to: prevocational coucatlon ( 18*01 )f 

orientation: stuoent orienteo material which may be useo with eoucable mentally 
retaroeo in remedial academic skills* 

SUBJECT content: a complete program: READING/ WRITING/ SPELLING/ ARITHMETIC/ ENGLISH* 
COMMENT: THIS MATERIAL WAS SENT TO NWREL AS A PUBLISHERS COPY AND HAS BEEN SELECTED FOR 
LISTING* MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERc ND^ INCLUDED DUE TO LACK OF 

sample copy. this is the second part of a series of two workbooks oesigneo to teach 
the basic academic skills to eoucable mentally retaroeo. contains extensive orill 
work in all areas* 
meoia: workbook* 

source: EDUCATIONAL OPPORTUNITIES DIVISION/ DIVISION OF FOLLETT PUBLISHING CO*/ 1010 
WEST WASHINGTON BLVD«/ CHICAGO/ IL oC607* 2007931 



title; citizenship human relation SKlLLSt 116 P* NO GATE* 

author: satterfielo/ janE/ ano others* 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION* 

relevant to: prevocational education (18*01)/ citizenship education (inw03)* 
orientation: teacher oriented material which may be useo with special needs students at 
the secondary level in citizenship ano personal development courses* 

SUBJECT content: self CONCEPT/ FACING PROBLEMS/ MONEY ANO CREDIT/ RESPONSIBILITY/ 

GOVERNMENTS/ CONTEMPORARY AFFAIRS* 
comment: each unit in this material contains a OESCRlPriON OF CONTENT WHICH SHOULO BE 

emphasized/ objectives/ sources ano materials ano suggestions on procedures ano 
activities to utilize hith students* there are sections on behavioral objectives/ a 
bibliography ano a free film list* units are oevelopeo toi improve self concept/ 
learn to face problems/ emphasize how to speno moneyj learn responsibilities ano learn 
about government* 
meoia: guidebook* 

source: MR* C* H* JOHNSON/ JR*/ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT CF EDUCATION/ 908 RUTLEOGE BUILDING/ COLUMBIA/ SC 29201* LIMITED 
AVAILABILITY* COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY* THESE CAN THEN Be 
DUPLICATED ANO DISTRIBUTED TO INDIVIDUAL TEACHERS* 2008231 



title: suggestions for implementing ano organizing PREVOCATIONAL EDUCATIONAL PROGRAMS FOR 
SOUTH CAROLINA* 48 P* 1971* 
CORPORATE author; SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION* 

relevant to: prevocational eoucatix)n (18*01)* 

orientation; teacher oriented material which may be useo with special needs students at 
the secondary level in home economics programs* 

SUBJECT content: FACILITIES/ EQUIPMENT/ SUPPLIES LISTS/ PREVOCATIONAL EDUCATION 

objectives/ selecting tochers/ youth organizations* 

comment: this material contains a unit designed to orient a stuoent to the textile 
industry* the unit contains learning objectives/ materials/ ano suggested procedures 
for a number of different lessons which teach students about textile production* 
there are excellent illustrations which could be useo as transparency masters 
included* a very high quality material* a materials ano equt^ment list is attached* 

media: guidebook* 

source: MR* C* H* JOHNSON/ JR*/ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEOGE BUILDING/ COLUMBIA/ SC 29201* LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY* THESE CAN THEN BE 
DUPLICATED ANO DISTRIBUTED TO INDIVIDUAL TEACHERS* 2a0839^ 



title: the world of work orientation ano guidance* 216 P* 06/7^* 
author: JENSEN/ A*K*/ ANO OTHERS* 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION* 

RELEVANT TO: PREVOCATIONAL EDUCATION (18*01)/ PREVOCATIONAL GUIDANCE (23*01)* 

orientation: teacher and student ORIENTEO MATERIAL WHICH MAY BE USEO WITH SPECIAL NEEDS 
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PREVOCATIONAL EDUCATION: 18.01 



STUDENTS AT THE SECONDARY LEVEL IN UQRK EXPLORATION PROGRAMS. 

SUBJECT CONTENT: ORIENTATION/ EMPLOYMENT GRAPHS/ APPLICATION FORMS/ DIAGRAMS. 

COMMENT! THIS MATERIAL CONTAINS TRANSPARENCY MASTERS AND A NUMBER OF LEARNING 
ACTIVITIES. EACH LEARNING ACTIVITY CONTAINS PERFORMANCE OBJECTIVES/ TOOLS AND 
EQUIPMENT/ MATERIALS/ PROCEDURES/ POINTS FOR INCLUSION IN THE DISCUSSION/ AND STUDENT 
WORKSHEETS. THE WORKSHEETS ARE APPROPRIATE FOR USE WiTH LESS ABLE READERS AND THE 
TRANSPARENCY MASTERS ARE GOOD» A VERY THOROUGH SELF-CONTAINED INSTRUCTIONAL PACKAGE. 
A MATERIALS AND EQUIPMENT LIST IS ATTACHED. 

media: GUIDEBOOK. 

SOURCE: MR. C. H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEDGE -BUILDING/ COLUhSlA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THE55E CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008401 



title: game cards* 29 p* no date. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

relevant to: prevocational education (18.011/ prevocational guidance (23.01). 
orientation: student oriented material which may be used with special needs students at 

the secondary and postsecondary level in prevocational and occupational exploration 

programs. 

SUBJECT content: game CARDS/ OCCUPATIONS. 

COMMENT! THIS MATERIAL IS A SE.-^IES OF SHEETS WHICH HAVE DIFFERENT OCCUPATIONAL TITLES 
PRINTED ON THEM. THESE CARDS CAN BE USED IN A LOTTO TYPE GAME JO MAKE LEARNING ABOUT 
OCCUPATIONS MORE FUN. A MATERIALS AND EQUIPMENT LIST IS ATTACHED. 

media: GAME. 

SOURCE! MR. C. H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RUTLEDGE BUILDING/ COLUMBIA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008411 



TITLE! TIME. 65 P. 03/65* 
AUTHOR! WYKS/ HOLLIS W. 

CORPORATE AUTHOR! MARIE H. KATZENBACH SCHOOL FOR THE DEAF. 

relevant to! auditory (19.020101j/ prevocational education (18.011. 
orientation: student oriented material which may be used with deaf or other special 
needs students at the secondary or postsecondary level in general education. 

SUBJECT content: telling TIME/ ROMAN NUMERALS/ CALENDAR TIME. 

comment: an attempt is made to ORIENT THE STUDENT TO THE ;iANY ASPECTS OF TIME. AMONG 

the subjects discussed are the time zones/ early methods of telling time/ and the 
various representations of time. some knowledge of arithmetic is assumed. teacher 
modification is needed for use with the mentally retarded, 
media: workbook* 

source! marie h. katzenbach school for the deaf/ :^est trenton/ nj 08625. 2010391 



TITLE! THE NEWSPAPER. 28 P. 07/64. 
AUTHOR! WYKS/ HOLLIS 

CORPORATE author: MARie H. KATZENBACH SCHOOL FOR THE DEAF. 
RELEVANT TO! AUDITORY (19.020101)/ PREVOCATIONAL EDUCATION (18.01). 

ORIENTATION! STUDENT ORIENTED MATERIAL WHICH MAY BE USED WiTH DEAF OR OTHER SPECIAL 
NEEDS STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN GENERAL EDUCATION. 

SUBJECT content: lNFORMTION.f INSTRUCTION/ PUBLISHERS /ND EDITORS/ VOCABULARY/ TESTS. 

COMMENT! USE OF THE NEWSPAPER AS A TOOL IS STRESSED TO THE STUDENT. THERE ARE MANY 
ILLUSTRATIONS INCLUDED AND EXERCISES STRESS OTHER RELATED SKILLS SUCH AS ARITHMETIC 
SOME GEOGRAPHY AND WORLD HISTORY ARE ALSO INCLUDED. 

MEDIA! WORKBOOK. 

SOURCE! MARIE H. KATZENBACH 8CH0DL FOR THE DEAF/ WEST TRENTON/ NJ 08625. 2010401 

title! finding a job. 56 p. 04/69. 
author! lenox/ ja^es pt 

corporate author! marie h. katzenbach school for the deaf, 
relevant to! prevocational education (icoi)/ auditory (19.020101). 
orientation: student oriented material which may be used with deaf or other special 
needs students at the secondary level in prevocational programs. 

SUBJECT content: looking for JOBS/ SOCIAL SECURITY/ INTERVIEW/ VOCABULARY/ RESUME. 

COMMENT! THIS IS AN INTRODUCTORY UNIT ON BUDGETING THAT WOULD BE VERY APPROPRIATE FOR 
USE WITH THE RETARDED. THE MATERIAL IS WELL ILLUSTRATED. THERE ARE MANY PRACTICE JOB 
APPLICATION FORMS INCLUDED AS WELL AS RESUME AND LETTER OF APPLICATION MODELS. 

MEDIA! TEXTBOOK. 

SOURCE! MARIE H. KATZENBACH SCHOOL FOR THE DEAF/ WEST TRENTON/ NJ 08625. 2010481 
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title: charts. volunteer income tax assistance. 30 p. 12/70. 
CORPORATE author: U.Si DEPARTMENT OF TREASURY. 
RELEVANT TO: PREVOCATIONAL EDUCATION < 18.01). 

orientation: student oriented material which may be used with sighted special needs 

STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN LEARNING TO FILL OUT INCOME TAX 
FORMS t 

SUBJECT CONTENT: INCOME TAX^ ASSISTANCE* 

comment: one of the best teaching aids this reviewer has seen in the ARLA or INCOME 
iQ^T^Donl.a^ ^n2o?n^^"^^^^ FOLLOWING DIRECTIONS. IT IS AS CLEAR AN EXPLANATION 
AS IS PROBABLY POSSIBLE CONSIDERING THE CONFUSING WAY INCOME TAX FORMS ARE 
CONSTRUCTED. THE HANDBOOK IS IN A PROGRAMED INSTRUCTION FORMAT. TEACHERS MUST WORK 
WITH SMALL GROUPS OF STUDENTS AT A TIME TO USE THIS MATERIAL EFFECTIVELY. ONE TEACHER 
PER THREE TO EOUR QTIinFMTQ. unc i CAuncrt 



per three tq four students, 
media: guidebook. 



source: these publications are available from teaching taxes coordinators in all 50 

STATES/ CONTACT YOUR LOCAL LIBP^RlAN FOR ADDRESS IN YOUR STATE. FREE. 209 



2090981 



title: course book. volunteer income tax assistance. 66 p. 1970. 
CORPORATE author: U.S. DEPARTMENT OF TREASURY. 
RELEVANT TO: PREVOCATIONAL EDUCATION <18.01). 

0RIENTAT70N: STUDENT ORIENTED MATERIAL WHICH MAY BE USED WITH SIGHTED SPECIAL NEEDS 
o-.f^^nT^nn l^^ SECONDARY AND POSTSECONDARY LEVEL IN INCOME TAX ASSISTANT TRAINING. 
SUBJECT CONTENT: INCOME TAX/ ASSISTANCE. 

comment: this material is written in a programed instruction format and may be USED 
INDEPENDENTLY BY THE ACADEMICALLY CAPABLE SPECIAL NEEDS STUDENT. READING LEVEL IS 
ABOVE THE TENTH GRADE. ON COMPLETING THIS PROGRAM THE STUDENT WILL BE ABLE TO HANDLE 
TECHNICAL QUESTIONS IN THE FOLLOWING AREAS— GROSS INCOME, FILING REQUIREMENTS/ FORMS 
AND SCHEDULES/ PERSONAL EXCEPTIONS AND DEPENDENCY EXEMPTIONS/ FILING 9TATUS AND 
ITEMIZED DEDUCTIONSt THE BOOK PRESENTS TO THE STUDENTS A NUMBER OF INCOME TAX 
PROBLEMS WHICH HE SOLVES. *"^«nii , aa 

media: workbook* 

source: these publications are available from teaching taxes coordinator located in ALL 
50 STATES. contact YOUR LOCAL LIBRARIAN FOR ADDRESS IN YOUR STATE. FREE. 2090991 

title: understanding taxes. *0 p. 1971. 

CORPORATE author: U.S. DEPARTMENT OF TREASURY. 
RELEVANT TO: PREVOCATIONAL EDUCATION a8.01). 

orientation: student or teacher oriented material which may be usl'd with sighted 

SPECIAL NEEDS STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN PROGRAMS DEALING 
WITH FEDERAL INCOME TAX. PRINTED ON NEWSPAPER STOCK WITH COLORED ILLUSTRATIONS/ 
SAMPLE FORMS AND TABLES. 

subject content! teaching t*xes. 

commznt: this material deals with different problems that are encountered in filling 

OUT INCOME TAX FORMS. IT IS WRITTEN IN A CONVERSATIONAL STORY-TELLING STYLE AND IS 
DIRECTED TO THE YOUNG TAXPAYER. SECTIONS ARE INCLUDED ON THE HISTORY AND PURPOSE OF 
FEDERAL TAXES. THE READING LEVEL IS EIGHTH TO TENTH GRADE AND THEREFORE MAY NEED TO 
BE RECORDED FOR USE BY POOR READERS. 

media: textbook. 

SOURCE: these publications are available from teaching taxes coordinators in all 50 

STATES. CONTACT YOUR LOCAL LIBRARIAN FOR ADDRESS IN YOUR STATE. FREE. 2091061 



title: understanding taxes. farm EDITION. 40 Pi 1971. 
CORPORATE author: U.S. DEPARTMENT OF TREASURY. 

RELEVANT TO: PREVOCATIONAL EDUCATION a8.0l)/ FARM BUSINESS MANAGEMENT {01.0104 ). 

orientation: student or teacher oriented material which may be used with sighted 

SPECIAL NEEDS STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN PROGRAMS DEALING 
WITH FEDERAL INCOME TAX. PRINTED ON NEWSPAPER STOCK WITH COLORED ILLUSTRATIONS/ 
SAMPLE FORMS AND TABLES. iaw^^/ 
SUBJECT content: FARM> TEACHING/ TAXES. 

COMMENT: THIS MATERIAL DEALS WITH DIFFERENT PROBLEMS THAT ARE ENCOUNTERED IN FILLING 
OUT INCOME TAX FORMS. IT IS WRITTEN IN A CONVERSATIONAL STORY-TELLiNG STYLE AND IS 
-DIRECTED TO THE YOUNG TAXPAYER WHO WORKS AT FARMING. SECTIONS ARE INCLUDED ON THE 
HISTORY AND PURPOSES OF FEDERAL TAXATION. THE READING LEVEL IS EIGHTH TO TENTH GRADE 

and therefore may need to be recorded for use by poor readers, 
media: textbook. 

SOURCE: THESE PUBLICATIONS ARE AVAILABLE FROM TEACHING TAXES COORDINATORS IN ALL FIPTY 
STATES. CONTACT YOUR LOCAL LIBRARIAN FOR ADDRESS IN YOUR STATE. PREE. 2091071 
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title: POS community service course. 12 p. 1970. 
AUTHOR: YUST/ BILL/ ANO OTHERS. 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE OEAF. 
RELEVANT TO: AUOITORY IIS.OCOIOI)/ PREVOCATIONAL EOUCATION (18.01). 

°''iTnI^^io^\ STUOENT ANO TEACHER ORIENTEO MATERIAL WHICH MAY BE USEO WITH SPECIAL NEEOS 
SErSiCE oSIeN^L^PR^ POSTSECONOARY level in personal OEVELOPMENT ANO COMMUNITY 

SUBJECT CONTENT: USING YOUR ABILITIES TO HELP OTHERS. 

comment: promoting an UNOERSTANOING of self ANO AN AWARENESS OF THE CONTRIBUTIONS A 
OEAF PERSON MAKES TO HIS COMMUNITY. AWARENESS ACTIVITIES INCLUOEO. 

meoia: guioebook. 

source: this material is UNOER OEVELOPMENT ANO NOT AVAILABLE. COMMUNICATION ABOUT 

O..0CING EFFORTS ANO AVAILABILITY OATES IS INVITEO. CONTACT: OR. ROSS STUCKLESS. 

OIRECTOR. OFFICE OF EOUCATIONAL EXTENSION. NATIONAL TECHNICAL INSTITUTE FOR THE OEAF, 
ONE LOMB MEMORIAL ORIVE/ ROCHESTER/ NY. 2001902 
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LEARNING EXPERIENCES CONCERNED WITH CAREER EXPLORATION ACTIVITIES. 



title; deciding on ANO locating XObn KIND OF JOB. 15 P. 1971» 
AUTHOR; SHANNON/ THEODORE* 

CORPORATE author; AGRICULTURAL EDUCATION SERVTCEi OHIO STATE DEPARTMENT OF EDUCATION. 

relevant to; occupational information ( 18.02) • occupational information (23.02). 
orientation; student oriented material which may be useo with disadvantaged or 

HANDICAPPED ON A SECONDARY LEVEL IN OCCUPATIONAL EXPLORATION OR PREVOCATIONAL TRAINING 
PROGRAMS. 

SUBJECT content; job DECISION/ LOCATING JOB> SELF-lNVENTDRYi EMPLOYMENT AGENCIES. 
comment; this material requires at least a seventh or eighth grade READING LEVEL AND 

understanding, 
media; workbook* 

source; department of agricultural education^ the OHIO STATE UNIVERSITY^ COLUMBUSi OH. 
CONTACT SOURCE FOR PRICE INFORMATION. . 2001031 



title; GETTING YOUR JOB. 14 Pt 1971. 
author; SHANNON/ THEODORE. 

CORPORATE author: AGRICULTURAL EDUCATION SERVICE/ OHIO STATE DEPARTMENT OF EDUCATION* 
RELEVANT TO; OCCUPATIONAL INFORMATION (18*02)/ OCCUPATIONAL INFORj^ATION (23*02). 

orientation: student oriented material which, may be used with disadvantaged or 
handicapped on a secondary level in occupational exploration or prevocational training 
programs. 

SUBJECT content; social security CARD/ RESUME/ JOB APPLICATION FORMS/ JOB INTERVIEWS/ 

JOB INTERVIEW CHECKLIST. 
CDM^IENT; areas of study in this unit include: getting your social security CARD/ 

compiling your resume/ filling out a job application form/ preparing for a job 
interview* the material requires a seventh or eighth grade reading level, 
media; workbook. 

source; department of agricultural EDUCATION/ THE OHIO STATE UNIVERSITY/ COLUMBUS/ OH* 
CONTACT SOURCE FOR PRICE INFORMATION. 2001041 



title: the TEXAS VIEW PROJECTS! 68 P* NO DATE* 

CORPORATE author: TEXAS EDUCATION AGENCY AND REGION XIX EDUCATION SERVICE CENTER* 

relevant to; occupational information (18*02)* 

orientation: teacher and student oriented materials which may be used with any sighted 
special nf.eos student at the secondary or postsecondary level in prevocational or 
occupational exploration programs* multi media packet. transparencies/ key punched 
computer cards with microfiche job descriptions/ computer printout of 100 job 
descriptions. 

SUBJECT content; VOCATIONAL GUIDANCE/ MATERIALS NEEDED/ JOB CLUSTER. 

comment; the guidebook presents an overview of the concepts/ activities and 
instructional materials to be used in the unit. this unit is accompanied by a student 
workbook and a collection of computer cards with information on ^different occupations 
recorded on attached microfiche* transparency masters can be purchased which cover 
the information on the computer carps* computer printouts of the one hundred job 
descriptions are available in^limited quantities at $10*00 per set* system is used 
throughout texas and is also used in california/ colorado/ michigan and florida, 
special readers are required to use microfiche* 

media: guidebook* 

source; MR* KEN ABRAMS/ COORD*/ REGION XIX EDUCATION SERVICE CENTER/ 6501-C TROWBRIDGE/ 
EL PASO/ TX 79905* $3*00* P003721 



title: is this work for you 6 P* NO DATE* 

CORPORATE author: REGION XIX EDUCATION SERVICE CENTER* 
RELEVANT TO: OCCUPATIONAL INFORMATION (18*02)* 

orientation: student and TEACHER ORIENTED MATERIAL WHICH MAY BE USED WITH SPECIAL NEEDS 
STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN OCCUPATIONAL EDUCATION OR GUIDANCE 
AND COUNSELING PROGRAMS* 

SUBJECT content; VOCABULARY/ VIEWSCRIPTS INDEX/ APERTURE CARD/ CURRICULUM INTEGRATION/ 
GLOSSARY/ JOB CLUSTERS* 

COMMENT; THIS MATERIAL DESCRIBES THE CONTENT OF THE VARIOUS ELEMENTS OF THE VIEW 
PACKAGE* THERE IS A SAMPLE OF THE INFORMATION ON JOBS CONTAINED ON THE COMPUTER 
APERURE MICROFICHE CARDS* THE READING LEVEL IS APPROXIMATELY SIXTH GRADE ON THESE 
MATERIALS AND THE PRINT IS LARGE* SECTIONS OF THIS MATERIAL PROVIDE HOMEMAKiNQ 
CAREERS INFORMATION. THIS SECTION IS VERY APPROPRIATE FOR INDEPENDENT STUDENT USE. 
PERSONS DESIRING AN IN-DEPTH REVIEW OF THE VIEW SYSTEM SHOULD ORDER THIS MATERIAL* 
SPECIAL READERS ARE REQUIRED TO USE MICROFICHE* 

media: REFERENCE-BOOK* 
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SOURCE: r:R. KEN ABRAMS, COORDo REGION XIX EDUCATION SERVICE CENTER, 6501-C TROWBRIDGE/ 
EL PASO/ TX 79905. 2003731 

title: WYOMING OCCUPATIONAL RESOURCE KIT. 130 P. 
RELEVANT TO: OCCUPATIONAL INFORMATION (18.02). 

°''iTMncIJ°'^; Jln^V^l ORI^^TED MATERIAL WHICH MAY BE USED WITH ANY SIGHTED SPECIAL NEEDS 

STUDENT AT SECONDARY OR P0S7SEC0ND AR Y LEVEL IN PREVOCATIONAL' TRA INING. 
SUBJECT content: OCCUPATIONS/ IBM CARDS. 

comment: this material is a series of microfiche attached to computer key punch cards. 

ONE CARD CONTAINS BASIC INFORMATION ABOUT THE JOB: SKILLS REQUIRED/ LOCATION/ PAY/ 
EDUCATION AND TRAINING NEEDED. A SECOND CARD CONTAINS ON-THE-JOB PHOTOGRAPHS- A 
WORKSCRIPT ACCOMPANIES THESE CARDS ENTITLED WORLD OF WORK. MATERIAL WOULD BE 

excellent for use in an occupations exploration program, 
media: kit. 

^^r^^K.r'^'uv* tonl^" ^f^I: ^i^' ^^^^^ °^ EDUCATION, ROOM 2-^/ CAPITOL BUILDING/ 

ChcYENNE/ WY 82001. LIMITED AVAILABILITY. CONT/iCT SOURCE TOR PRICE INFORMATION. 

2006621 



title: getting that job. 24 p, 196 

author: DARE/ BEATRICE F. AND EDW 
CORPORATE author: CLARION HOUSE* 

relevant to: occupational informa 
orientation: student oriented mat 
students at the secondary level 

SUBJECT content: VOCABULARY/ JOB 

comment: this material was sent t 
for listing. materials from oth 
of sample copy. workbook geared 

iNSfRUCTORtS MANUAL BY THE SAME 

media: workbook. 

source: EDUCATIONAL OPPORTUNITIES 

WEST WASHINGTON BLVD./ CHICAGO/ IL 60607. 



ARD J. WOLFE. 

TION (18.02)/ PREVOCATIONAL GUIDANCE (e3»0U. 
ERIAL WHICH MAY BE USED BY SIGHTED SPECIAL NEEDS 
IN PREVOCATIONAL AND VOCATIONAL TRAINING. 
HUNTING/ INTERVIEW PREPARATION/ APPLICATION FORMS. 
0 NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTED 
ER PUBLISHERS REGRETA8LY WERE NOT INCLUDED DUE TO LACK 

TO APPROXIMATELY A FOURTH-GRADE READING LEVEL. 
TITLE ACCOMPANIES THIS BOOKLET. 

DIVISION/ DIVISION OF FOLLETT PUBLISHING CO./ 1010 

2007481 



title: WHEN YOU GO TO 

author: hillinger/ 

CORPORATE author: M 

relevant to: dccupa 
orientation: studen 
needs students at 
subject content: fa 
comment: the text a 
factory worker. a 
subject matter. p 
are also included, 
media: workbook, 
source! marie h. ka 



WORK/ A BOOK FOR THE NEEDLE TRADES. 200 P. 09/68. 
YVONNE Ml 

ARIE H. KATZEN8ACH SCHOOL FOR THE DEAF. 

TIONAL INFORMATION (18.02)/ AUDITORY ( 19 .020101 ). 

T CRIENTED MATERIAL WHICH MAY BE USED WITH DEAF OR OTHER SPECIAL 
THE SECONDARY OR POSTSECONDARY LEVEL IN VOCATIONAL TRAINING. 
CTORY/ TIMECLOCK/ TIMECARD/ PRODUCTION LTNE/ PIECEWORK/ PAYCHECK. 
TTEMPTS TO PREPARE THE STUDENT TO ENTER THE NEEDLE TRADES AS A 
RITHMETIC SKILLS AND VOCABULARY ARE ALSO ADDED AS RELEVANT TO THE 
ERSONAL HABITS/ INTERVIEW PROCEDURES/ AND GENERAL WORK INFORMATION 



T2ENBACH SCHOOL FOR THE DEAF/ WEST TRENTON/ NJ 08625. 



2010361 



DIFFCRENTIALIZED CURRICULUM: 19. 
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THE DIFFERENTIALIZED CURRICULUM FOR PUPILS REFLECTS AN INCREASING AWARENESS TODAY OF THE 
INDIVIDUAL NEEDS OF STUDENTS. MANY STUDENTS WITH VARIOUS* TYPES OF DIFFERENCES CANNOT 
iESFFIT FROn BASIC OR OCCUPATIONAL SUBJECT MATTER WITHOUT SPECIAL TECHNIQUES AND MATERIALS 
OF INSTRUCTION. HANDICAPPED STUDENTS HAVE LEARNINCj DIFFICULTIES OR SENSORY OR MOTOR 
IMPAIRMtNTS WHICH REQUIRE STUDY FOR SUCCESSFUL ADAPTATION OF INSTRUCTION. DISADVANTAGED 
STUDENTS HAY REQUIRE SPECIAL REMEDIAL TECHNIQUES^ MODIFICATION OF INSTRUCTIONAL MATERIALS 
DESIGN (TO REFLECT FAMILIAR CULTURAL PATTERNS) AND AN ESPECIALLY PERCEPTIVE INSTRUCTOR. 
THIS CATEGORY INCLUDES MATERIALS WHICH REFLECT THIS ADAPTATION TO THE SPECIAL NEED? OF 
STUDENTS. 



title: LEARNING PACKAGE. 01/72* \ 
author; HERRARk^ ROLANDO^ AND OTHERS. 

relevant to! differentialized curriculum {19*)$ pfievocatlon al education (18.01). 
orientation: student oriented material which can be used with secondary sighted special 

NEEDS students IN PREVOCATIONAL TRAINING. 

SUBJECT content: performance objectives^ practice forms. 

comment: this material is a learning activity package created by teachers In a 
curriculum development workshop directed by the area manpower institute for the 
development of staff (ahids) under a u.s.o.e. bavte grant. the material is 
specifically designed for use with special needs students and is intended to teach 

STUDENTS (I) HOW TO OBTAIN SOCIAL SECURITY CARDSj (2) HOW TO PREPARE PERSONAL DATA 
SHEETS^ (3) HOW TO FILL OUT JOB APPLICATION FORMS. IT CONTAINS PRE AND POST TEST AND' 
A SERIES OF LEARNING ACTIVITIES. 
media: GUIDEBOOK. 

SOURCE: MRt G. SMITHS ADMIN t«WEATHEPFORD AREA VOCATIONAL CENTERj 1007 S. MAINj 

WEATHERFORD> TX 76086. AVAILABLE IN LIMITED QUANTITIES. CONTACT SOURCE FOR PRICE 
INFORMATION. 2003771 
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DISADVANTAQED/HANDICAPPED - EXTERNAL: 19.01 



THIS CATEGORY REFERS TO THOSE STUDENTS WHOSE D ISADV ANTAGE^ENT RESULTS FROM SOCIAL CONDITIONS 
EXTERNAL TO THEMSELVES RATHER THAN FROM ANY INHERENT DEFECT. 

title: cross cultural communication program. 2 P. NO DATE. 

CORPORATE author: SOUTHWESTERN COOPERATIVE EDUCATIONAL LABORATORY. 
RELEVANT TO? OISADVANTAGED/HANDICAPPEO - EXTERNAL (19«0X)« 

orientation: teacher trainer oriented MATERIAL WHICH MAY BE USED IN INCREASING TEACHER 
AWARENESS OF THE CULTURAL VARIABLES INFLUENCING STUDENTS FROM MINORITY GROUP 
BACKGROUNDS WHEN THEY COME TO SCHOOL. 

SUBJECT content: TEACHER'S ROLE> EVALUATION/ AV AI LABI LI TY> CROSS CULTURAL 
COMMUNICATION. 

comment: this material uses LECTURE/ SIMULATION AND ROLE PLAYlNQ ACTTVITIES TO BUILD 
TEACHERS* AWARENESS OF CULTURAL DIFFERENCES. THE IMPORTANCE OF VERBAL AND NON-VERBAL 
COMMUNICATION IS STRESSED* 

media: brochure* 

source: director of dissemination^ southwestern cooperative educational LABORATORY/ 

1*04 SAN MATEC S.E./ ALBUOUEROUE/ NM 87108. 2001821 

title: vocational education for the disadvantaged - A NEW DIMENSION. 125 P. 06/70. 
author; LOVE/ DON. 

CORPORATE author: LOS ANGELES CITY COLLEGE* 

relevant to: oisadvantaged/handicappeo • external (19.01). 

orientation: program developer oriented material which may be used as a reference in 
developing programs of vocational education for the disadvantaged. limited graphic 
representations. 

SUBJECT content: ORIENTATION/ LABOR TRENDS/ LOS ANGELES CITY COLLEGE/ 
COUNSELING/GUIDANCE. 

comment: this material does not contain curriculum guides or materials. it is VERY 
GENERAL AND DESCRIPTIVE MAINLY OF SITUATIONS AND EXPERIENCES UNIQUE TO SOUTHERN 
CALIFORNIA. HORE EXPENSIVE THAN SlMlLAft PftODUCTS OF A OlSCURSIvE NATURE. 

media: textbook. 

source: MR. FLYNN/ DIRECTOR OF STUDENT BOOKSTORE/ LOS ANGELES CITY COLLEGE BOOKSTORE/ 
855 NORTH VERMONT AVE./ LOS ANGELES/ CA 90029. $6.60. 200J4>51 

title: tentative guidelines for the PLANNING AND PROMOTION OF VOCATIONAL EDUCATION 
PROGRAMS/ AND SERVlCFa FOR DISADVANTAGED STUDENTS. 18 P. NO DATE. 
CORPORATE author: ARKiLNSAS DEPARTMENT OF EDUCATION. 
RELEVANT TO: OISADVANTAGED/HANDICAPPEO « EXTERNAL (19.01). 

orientation: teacher or teacher trainer ORIENTED MATERIAL WHICH MAY BE USED TO IMPROVE 
PROGRAM OFFERINGS OR INSTRUCTIONAL PROCEDURES USED WITH THE DISADVANTAGED SECONDARY 
STUDENT IN A VOCATIONAL TRAINlN(i PROGRAM. 

SUBJECT content: disadvantaged PROGRAMS/ DISADVANTAGED ORGANIZATIONS/ CURRICULUM/ WORK 
STUDY* 

COMMENTS THIS IS A VERY THOROUGH APPROACH TO PROPER DELIVERY OF SERVICES. IT STRESSES 
STUDENT SELECTION AND RECRUITMENT/ EVALUATION OF STUDENTS AND PRESCRIPTIVE 
INSTRUCTION/ IDENTIFYING THE DISADVANTAGED/ OTHER AGENCIES . NO ORGANIZATIONS/ 

instruction/ coop programs/ curriculum/ familities/ teacher qualifications/ funding/ 
program evaluation and followup and advisory committees, 
media: guidebook* 

source; MR. R. F. FAUCETTE/ ADMINISTRATOR/ DEPARTMENT OF EDUCATION/ LITTLE ROCK/ AR 
7220li LIMITED QUANTITIES AVAILABLE* 2003501 

title: consumer and HOMEMAKING education for the disadvantaged. 75 p. 1970. 
CORPORATE author: LAKESHORE WISCONSIN TECHNICAL INSTITUTE. 

RELEVANT TO: CONSUMER EDUCATION (09.0104)> COMPREHENSIVE HOMEMAKiNQ OR HOME ECONOMICS 

(09*0101)/ disadvantaqed/handicapped • external (19.01). 
orientation: teacher oriented material which may be used with special needs students at 

THE SECONDARY AND POSTSECONDARY LEVEL IN CONSIDER EDUCATION AND HOME ECONOMICS 
PROGRAMS. 

SUBJECT content: SEWING/ EQUIPMENT/ FOOD/ COOKING/ CONSUMER ORIENTATION. 

comment; this material consists of a number of lesson plans in different areas of 

CONSUMER ECONOMICS AND HOMEMAKING. EACH LESSON CONTAINS: OBJECTIVES/ LEARNING 
EXPERIENCES TO IMPLEMENT OBJECTIVES AND RESOURCE MATERIAL WHICH MAY BE USED IN THE 
LESSON* SOME OF THE UNITS HAVE ILL^'STRATED INSTRUCTIONS TO STUDENTS ON HOW TO PERFORM 
THE REQUIRED TASK. 
MEDIA! GUIDEBOOK* 

source: LAKESHORE TECHNICAL INSTITUTE/ VOCATIONAL/ TECHNICAL AND ADULT 

EDUCATION-DISTRICT ELEVEN/ 843 JEFFERSON AVENUE/ SHEBOYGAN^ WI 53081. 2008431 



economic: 19*0101 
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THIS CATEGORY TENOS TO OESCRIBE PROGRAMS RATHER THAN CURRICULUM MATERIALS* IT REFLECTS THE 
FACT THAT MANY 0 ISAO VANTAGEO PERSONS COME FROM ECONOMIC BACKGROUNOS MHICH PRECLUDE THEIR 
PARTICIPATION JN CERTAIN KINOS OF EDUCATIONAL OR OCCUPATIONAL EXPERIENCES DUE TO THEIR 
INABILITY TO FINANCE SUCH ACTIVITIES* 



title: consumer education for families with limited incomes. 360 P. 02/71. 

CORPORATE author: HOME ECONOMICS INSTRUCTIONAL MATERIALS CENTER/ TEXAS TECH UNIVERSITY* 
RELEVANT TO: CONSUMER EDUCATION (09*0104)/ ECONOMIC (19*0101)* 

ORIENTATION: STUDENT ORIENTED WORKBOOK WHICH CAN BE USED WITH SPECIAL NEEDS STUDENTS AT 
THE SECONDARY LEVEL IN A COUNSELING OR WORLD OF WORK AND DAILY LIVING PROGRAM* A 
NUMBER OF VISUALS WHICH COULD BE USED AS TRANSPARENCY MASTERS ARE INCLUDED* 

SUBJECT CONTENT: ORIENTATION^ DECISION MAKING/ PLANNING/ BUYING/ BANKING/ BORROWING/ 
SAVING/ INSURING/ SHARING/ EARNING/ PROTECTING/ INSTRUCTIONAL MATERIALS* 

comment: the material is APPROPRIATE FDR INDEPENDENT STUDENT USE PROVIDING THAT THE 

student has a sixth grade reading level* well illustrated with line drawings* would 
be a good basic text in a w3kk experience program fdr the mentally retarded or those 
who will hold low paying jobs after high school graduation* 
media: workbook* 

source: TEXAS EDUCATION AGENCY/ DEPARTMENT OF VOChTIDNAL AND ADULT EDUCATION/ DIVISION 
OF HDMEMAKING EDUCATION/ AUSTIN/ TX* 2001251 



educational: 19*0102 

this categcf^y describes those students who reciuire 0 ifferenti alized curriculum due to their 
lack of acad&..^ic or vocational progression* 



title: Basic remeoi;\ education^ 289 p* no date* 

CORPORATE author: Tt.^iNESSEE STATE BOARD FDR VOCATIONAL EDUCATION* 
relevant to: EC ^CATIDNAL (19*0102)* 

orientation: TEACHER/ curriculum developer oriented material WHICH MAY BE USED WITH ALL 
DISADVANTAGED OR HANDICAPrC-Q GROUPS AT THE SECONDARY OR PDSTSECDND ARY LEVEL IN 
OCCUPATIONAL RELATED REMEDIAL EDUCATION* ILLUSTRATIONS INCLUDED* 

SUBJECT content: LEARNING PRGCb3S/ COURSE OUTLINE/ LESSON PLANS/ INSTRUCTIONAL 
MATERIALS/ AUDIO VISUAL AIDS* 

comment: AN EXCELLENT 'HOW-TO* BOOK ^DR TEACHERS DEVELOPING REMEDIAL ACADEMIC PROGRAMS 
RELATING TO OCCUPATIONAL TRAINING* k\S SECTICNS ON THE LEARNING PROCESS WITH 
ACADEMICALLY D I SAD VANTAGEO j PHYSICALLY HANDICAPPED> AND EMOTIONALLY DISTURBED* 
STRESSES A MuLTI-MDOAL APPROACH TO LEARNING WHICH USES LESSCNS IN READING/ WRITING/ 

spelling/ communications and math to relnfgpce occupational skills* contains an 
excellent section on occupations related vocabulary fdr the teacher seeking to develop 
related instructidnt fifteen training areas aftt covered* 
media: guidebook* 

source: MRS* FRANCES S* MC DONDUGH/ SUPERVISOR OF CUPRICULUM DEVELOPMENT/ MOTA/ 598 
JAMES ROBERTSON PARKWAY/ NASHVILLE/ TN 37219* CONTACT SOURCE FOR PRICE INFORMATION* 

2000011 



title: documents kit* 1966* 

author: l* shulman/ and son* 

relevant to: maritime occupations (17*22)/ educational (19*0102)« 

orientation: student ORIENTED MATERIAL WHICH MAY BE USED WITH DISADVANTAGED STUDENTS/ 
ESPECIALLY BILINGUAL/ AT A SECONDARY LEVEL IN OCCUPATIONAL EDUCATION ^RAINING PROGRAM* 

SUBJECT CONTENT: PACKING LIST/ SHIPPER»S EXPORT DECLARATION/ DOCK RECEIPT* OCEAN BILL 
OF LADING/ AIRWAY BILL> RAILWAY BILL OF LADING/ FORMS FDR INTERNATIONAL MAIL/ CONSULAR 
INVOICE/ CERTIFICATE OF ORIGIN/ COMMERCIAL INVOICE/ INSURANCE CERTIFICATE/ e4NK DRAFT/ 
GLOSSARY/ CONSULATE LIST/ GUMMED LABELS* 

COMMENT: THIS MATERIAL IS INTENDED TO OFFER SOME SPECIALIZED TRAINING IN COMMERCIAL 
SPANISH* 

media: kit* 

source: l* shulman and hijd/ specialists in spanish/ 736 west 173 street/ new york/ ny 

10032* S3«25* 2001131 
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title: MAPAR learning packages for adults* 2 P* NO DATE* 

CORPORATt author: SOUTHWESTERN COOPERATIVE EDUCATIONAL LABORATORY. 
RELEVANT to: EDUCATIONAL :19«0102)« 

orientation: student oriented materials which can be used with SPANISH SPEAKING ADULTS 

IN PREV0CATI3NAL OR CONSUMER EDUCATION PROGRAMS* 
SUBJECT content: learning PACKAGES/ ENGLISH READINESS/ CDMi ARATIVE BUYING/ JOB 

APPLICATION. 

comment: these materials have been exclusively developed for use with SPANISH SPEAKING 

adults with very limited academic skills. there is an entry level english readiness 
package designed to teach sight vocabulary and the english word*sound alphabet/ a 
comparative buying package and a job application package. all multi media units have 
tapes/ slides worksheets and evaluation instruments included, 
media: brochure* 

source: southwestern cooperative educational LABORATORY/ 117 RICHMOND DRIVE N.E./ 

ALBUQUERQUE/ NM 87106. 2001791 



title: empleen ingles. English for Spanish speaking adults. 2 p. no date* 

CORPORATE author: SOUTHWESTERN COOPERATIVE EDUCATIONAL LABORATORY. 
RELEVANT TO: EDUCATIONAL (19*0102)« 

orientation: student oriented materials which may be used with SPANISH SPEAKING ADULTS 

IN PREVOCATIONAL TRAINING TO STRENGTHEN ENGLISH LANGUAGE COMPETENCY. 
SUBJECT content: application FORMS/ COMPREHENSION/ WEIGHT AND MEASURES/ COUNTING MONEY/ 

telling time/ reading traffic signs/ oral communication in grocery shopping and 

visiting a ooctoris office* 
comment: this series of instructional materials emphasizes practical applications of 

oral english language ability* the films feature mexican americans in leading roles- 

the empleen ingles series consist of thirty half hour films which utilize true to life 

situations. written materials are also available* 
media: brochure. 

source: southwestern cooperative educational LABORATORY/ 117 RICHMOND DRIVE N.E./ 

ALBUQUERQUE/ NM 87106. 2001801 



title: ENGLISH AS A SECOND LANGUAGE PACKAGE. 2 P* NO DATE. 

CORPORATE author: SOUTHWESTERN COOPERATIVE EDUCATIONAL LABORATORY. 
RELEVANT TO: EDUCATIONAL (19*0102)* 

orientation: student oriented MAI 'UL WHICH CAN BE USED WITH MEXICAN AMERICAN STUDENTS 

TO INCREASE FLUENCY IN ENGLISH* 
SUBJECT COf^TENT: ADULT EDUCATION CLASSES/ AUDIO LINGUAL METHOD/ ENGLISH. 
comment: these materials use an audio lingual approach to teaching ENGLISH AS A SECOND 

LANGUAGE. 

media: brochurEv 

source: southwestern cooperative educational LABORATORY/ 1404 SAN MATEO S.E»/ 

ALBUQUERQUE/ NM 87108* 2001811 



title: teaching life-relevant academics for slow learners, an in-service training guide* 

21 P* 1970. 
author: HULL/ MARC/ AND OTHERS. 
CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: educational (19*0102)* 

orientation: teacher or teacher trainer oriented material which may be used to improve 
the teaching techniques of secondary and postseconoary instructors dealing with 
retarded classes* 

subject content: individual function/ society's demand/ life/relevant concept/ writing/ 
pretest/ teaching/learning procedure/ multi-sensory learning checklist* 

comment: INSERVICE TRAINING* 

media: printed-matteR/ course outline. 

source: MR» marc hull/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401. 
FREE* 2002021 



title: individualized learning for adults { ILA)-MATHEMATICS. 225/000 p. 1972* 
CORPORATE author: RESEARCH FOR BETTER SCHOOLS/ INC* 
RELEVANT TO: GENERAL MATHEMATICS (ll*XX)/ EDUCATIONAL (19*0102)* 

orientation: teacher and student oriented MATERIAL WHICH MAY BE USED WITH ANY SIGHTED 
REMEDIAL READING STUDENT/ PARTICULARLY ADULTS/ AT THE SECONDARY OR POSTSECONOARY LEVEL 
IN RELATED EDUCATION PROGRAMS* QUESTIONABLE APPLICATION OF SOME UNITS TO THE MENTALLY 
RETARDED* 

SUBJECT CONTENT: MATHEMATICS IN FIVE AREAS: NUMERATION PLACE-VALUE/ 

ADDITION-SUBTRACTION/ MULTIPLICATION-DIVISION/ GEOMETRY-MEASUREMENT/ APPLICATIONS* 
SUBJECT CONTENT PARTICULARLY RELEVANT TO VOCATIONAL EDUCATION—FRACTIONS/ DECIMALS/ 
PERCENTAGES/ MEASUREMENT/ TIME/ CHaNQEMAK I NO/ PROPERTY AND INCOME TAX/ CREDIT AND CASH 



educational: i9«oioa 
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BUYlNQj BANKING/ BUDGETING/ INSURANCE/ EARNING ANO PAYiNQ COMMISSIONS/ RATE PAIRS SUCH 
AS MILES PER HOUR/ OOLLARS PER HOr?/ WOROS PER MINUTE/ MUlS PER GALLON/ GRAPHING. 
COMMENT! THIS PACKAGE IS A SERIES OF MULTIPLE UNITS CON! M» ING STUOENT WORK SHEETS/ 
SKILL MASTERY REVIEWS/ PRE ANO POST TESTS/ ANSWER KEYS^ STUOENT RECORO FORMS/ 
PRESCRIPTION SHEETS/ COMPREHENSIVE tNTRANCE TEST. THE MATERIAL/ OEVELOPEO UNOER A 
U.S.OtE. GRANT/ IS OESIQNEO TO PREPARE ILLITERATE AOULTS FOR GEO ANO CAREER EDUCATION 
PROGRAMS. THE 383 PACKAGES FEATURE BEHAVIORAL OBJECTIVES/ CRITERION REFERENCED 

testing/ ano minimal verbal or reading level. learner directs instructional planning, 
multiple learning activities included* packet contains extremely thorough well paced/ 
hierarchically arranged learning sequence which has received extensive field tests 
with various ethnic minorities and disadvantaged populations. basic 
reading-communications program available. organization expects to develop career 
cluster related reading and math 1973*73. 
media: kit. 

source: research for better SCHOOLS/ 1700 MARKET STREET/ PH ILADELPHI A^ PA 19103. 

CONTACT SOURCE FDR PRICE INFORMATION* 3004521 



title: BOOKS RELATED TO ADULT BASIC EDUCATION AND TEACHING ENGLISH TO SPEAKERS OF OTHER 
LANGUAGES. 18 P. 05/71. 
AUTHOR: THOMAS/ MYRA H./ AND OTHERS. 
CORPORATE author: U. S. OFFICE OF EDUCATION. 
RELEVANT TO: ETHNIC (19.0104)/ EDUCATIONAL (19.0102). 

orientation: teacher oriented MATERIAL WHICH MAY BE USED WITH SPECIAL NEEDS STUDENTS AT 
THE POSTSECDNDARY LEVEL IN BASIC EDUCATION COURSES OR BILINGUAL PROGRAMS. 

SUBJECT content: CURRICULUM, ENGLISH LANGUAGE/ MATH/ READING/ FRENCH/SPANISH BACKGROUND 
TEST. 

comment: there are two sections to this bibliography: adult basic education and 
teaching english to speakers of other languages. each section contains professional 
resources and student texts* 

media: bibliography. 

SOURCE: GPD/ so. 3D. 2005121 



title: job corps advanced general education program. 4 p. NO DATE. 
CORPORATE author: JOB CORPS* 
RELEVANT TO: EDUCATIONAL (19*0102). 

orientation: student oriented material WHICH iiAY BE USED WITH ANY SPECIAL HFE. S STUDENT 

AT SECONDARY LEVEL IN GEO TRAINING. 
SUBJECT CONTENT: GENERAL EDUCATION DEVELOPMENT TEST. 

comment: this MATERIAL CONTAINS ACADEMIC SUBJECT MATTER TO BE MASTERED IN ORDER TO PASS 
GEO. PROGRAM IS GEARED TO STUDENTS EXHIBITING A 6TH GRADE OR ABOVE LEVEL IN 
MATHEMATICS AND READING. 

media: PAMPHLET* 

source: job CDRPS/ development DIVISION/ MANPOWER ADMINISTRATION/ U.S. DEPARTMENT OF 
LABOR/ nil 18TH STREET/ N*W./ VJASHINQTON/ DC 2D21D. LIMITED AVAILABILITY. CONTACT 
SOURCE FDR PRICE INFORMATION. 2006611 



title: navy life reading and writing FDR SUCCESS IN THE NAVY. 129 P* 1966. 
CORPORATE author: BUREAU OF NAVAL PERSONNEL. 

RELEVANT TO: EDUCATIONAL (19*0102)/ LANGUAGE SKILLS (05.01). 

orientation: student oriented workbook which may be used WITH SIGHTED SPECIAL NEEDS 

STUDENTS AT THE SECONDARY OR POSTSECDNDARY LEVEL IN REMEDIAL READING PROGRAMS. 
SUBJECT CONTENT: READING/ WRITING. 

comment: this material is a phonics supplement and teaches word attack skills FDR POOR 
READERS. IT IS ILLUSTRATED WITH DRAWINGS OF NAVY SCENES AND WOULD THEREFORE BE 
ESPECIALLY GOOD TO USE WITH OLDER BOYS WHO HAVE SEVERE READING PROBLEMS. MANY OF THE 
EXERCISES COULD EASILY HAVE BEEN TAKEN FROM ELEMENTARY READING BOOKS. THEY APPEAR 
MORE ADULT IN THIS DOCUMENT* LARGE READABLE TYPE IS USED. WOULD BE EXCELj^ENT 

material to use with educable mentally retareo. 
media: workbook. 

source: G.P.D., 0847-0155/ «D.75. 2090171 



title: navy life. reading and i^RITING FDR SUCCESS IN TH£ NAVY. BOOK 2. 145 P. 1966. 
CORPORATE author: BUREAU OF NAVAL PERSONNEL. 

relevant to: educational (19*0j02)i language skills (05*01). 

orientation: student oriented material which may be used with sighted special needs 
students at the secondary and postsecdndary level in. remedial reading instruction, 
subject content: reading/ writing. 

comment: this is the second workbook in this series ano continues the emphasis of book 
one on learning phonics rules. the book is filled with different stuoent exercises 

WHICH STRESS ASPECTS OF NAVY LIFE. THIS WOULD BE AN EXCELLENT MATERIAL TO USE WITH 
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HIGH SCHOOL OR DROP OUT BOYS WHO NEED HELP WITH REMEDIAL READING. IT BEARS LITTLE 
RESEMBLANCE TO A PRIMARY TEXT AND THE SUBJECT MATTER SHOULD BE MOTIVATING. STUDENTS 

with low reading levels can use this material* 
media: workbook* 

SOURCE: G.P.O./ 0847-0115/ $1.00. pnqipi 



ethnic: 19.0104 



THIS CATEGORY REFLECTS THE VISIBLE ETHNIC DIFFERENCES AMONG PEOPLE WHICH ARE OFTEN USED BY 
SOCIETY TO DISCRIMINATE AGAINST MEMBERS OF THAT MINORITY GROUP EVEN THOUGH SUCH DIFFERENCES 
REFLECT NO INCAPACITY OR HANDICAP IN AND OF THEMSELVES. 



title: books related to adult basic education and teaching ENGLISH TO SPEAKERS OF OTHER 
LANGUAGES. 18 P. 05/71* 
AUTHOR: THOMAS/ MYRA H./ AND OTHERS. 
CORPORATE author: U. S. OFFICE OF EDUCATION. 
RELEVANT TO: ETHNIC (19.0104)/ EDUCATIONAL (19.0102). 

orientation: teacher oriented material which may be used with special needs students at 

THE POSTSECONDARY LEVEL IN BASIC EDUCATION COURSES OR BILINGUAL PROGRAMS. 

SUBJECT content: curriculuh/ English language/ math/ reading/ french/spanish background 

TEST* 

COMMENT: THERE ARE TWO SECTIONS TO THIS BIBLIOGRAPHY: ADULT BASIC EDUCATION AND 

TEACHING ENGLISH TO SPEAKERS OF OTHER LANGUAGES. EACH SECTION CONTAINS PROFESSIONAL 
RESOURCES AND STUDENT TEXTSi 

media: BIBLIOGRAPHY. 

source: GPO/ SOOO. onncioi 



title: code blue. l p. 1970t 

CORPORATE author: BUREAU OF HEALTH MANPOWER EDUCATION. 

RELEVANT TO: HEALTH OCCUPATIONS EDUCATION (07.)/ ETHNIC (19.0104). 

orientation: counselor oriented material which may be used with minority STUDENTS AT 
THE SECONDARY AND POSTSECONDARY LEVEL IN ENCOURAGING THEM TO PURSUE A HEALTH RELATED 
OCCUPATION. 

SUBJECT content: documentary FILM/ MINORITY STUDENTS/ MEDICINE. 

comment: this film was developed specifically for use in COUNSELING MINORITY GROUP 
STUDENTS. IT IS AN EXCELLENT AND COMPELLING STATEMENT OF THE NEED FOR MORE MINORITY 
DOCTORS. 

media: BROCHURE. 

SOURCE: MODERN TALKING PICTURE SERVICE/ iNC/ 2323 NEW HYDE PARK ROAD, NEW HYDE PARK/ 

^^O'^O- 2008141 



DISADVANTAQED/HANDICAPPEO • INTERNAL: 19*02 
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THIS CATEGORY REFLECTS THE CONDITIONS OF THOSE PERSONS WHO HAVE AN INTERNALLY DERIVEO 
CONDITION WHICH REQUIRES DIFFERENT I AL I ZED CURRICULUM TO MEET THE SPECIAL NEEDS OF THEIR 
EDUCATION. 



title: vocational rehabilitation evaluation and training center, job descriptions. 6 P# 

09/71 • 

CORPORATE author: VOCATIONAL EDUCATION FOR THE HANDICAPPED. 

RELEVANT TO : PREVOCATIONAL GUIDANCE (23.01)/ DISAOVANTAGED/HANDICAPPED - INTERNAL 
(19*02) • 

orientation: curriculum or program developer oriented material which may be used as a 
reference to the kinos of positions which are trained for in this particular setting. 

SUBJECT content: child CARE/ CERAMICS* CLOTHING/ FOODS/ GRAPHICS/ GROCERY/ JANITORIAL 
SERVICE/ TYPING/ SPEECH/ LAWN SERVICE/ LE ATHERCRAFT/ MECHAN ICS/AUTO/ 
NEEDLEWORK/CRAFTS/ PLASTICSj SHOE SHINE/ .lELOiNG/ WOODWORK.' 

comment: this material presents a" one paragraph synopsis of jobs IN WHICH THIS CENTER 
OFFERS CLIENT TRAINING. 

media: PftlNTEO-MATTER/ JOB DESCRIPTION. 

source: MR. B. D. ROBERTS* DIRECTOR/ VOCATIONAL EDUCATION FOR THE HANDICAPPED/ 1593 
WEST CAPITOL STREET/ JACKSON/ >1S 39203- £003011 



title: tentative guidelines. 17 P. NO DATE. 

CORPORATE author: ARKANSAS DEPARTMENT OF EDUCATION. 
RELEVANT TO: DISAOVANTAGED/HANOICAPPED - INTERNAL (19-02). 

orientation: teacher or teacher trainer oriented material which may be USED TO IMPROVE 
PROGRAM OFFERINGS OR INSTRUCTIONAL PROCEDURES USED WITH THE HANDICAPPED SECONDARY 
STUDENT IN A VOCATIONAL TRAINING PROGRAM. 

SUBJECT content: mentally RETARDED/ HEARING IMPAIRED/ SPEECH IMPAIRED/ VISUALLY 

handicapped/ emotionally disturbed/ crippled/ recruiting/ promoting/ curriculum/ 
facilities/ teachers duties/responsibilities/ student information sheet. 

comment: this is a very thorough approach to proper delivery of vocational education to 
handicapped persons. 

media: guidebook. 

source; MR. R. F. FAUCETTE/ DEPARTMENT OF EDUCATION/ ADMINISTRATOR/ LITTLE ROCK/ AR 
72201. LIMITED QUANTITIES AVAILABLE. 2003511 



auditory: 19-020101 

THIS CATEGORY REFLECTS CONDITIONS RANGING FROM PARTIALLY IMPAIRED HEARING TO TOTAL DEAFNESS. 
MATERIALS USED WITH SUCH STUDENTS WOULD THEREFORE NOT CONTAIN ORAL COMPONENTS AS A PART OF 
THE INSTRUCTIONAL DESIGN. 



title: career education transparencies for TEACHING HEARING IMPAIRED CHILDREN. 200 P. 
ll/7li 

author: wyman/ raymonD/ and others. 

CORPORATE author: THE NORTHEAST REGIONAL MEOIA CENTER FOR THE OEAF. 

relevant to: auditory (19.020101)/ prevocational education (18.01). 

orientation: curriculum developer oriented material which may be used especially with 

the deaf in schools of training, 
subject content: deaf/ lesson plans/ rehabilitation/ how to keep your job/ vocabulary 

list/ role-playing. 

comment: this set of 200 transparencies on career education was designed for use in 
school for the deaf/ but many of the lessons or individual transparencies could also 
be used by rehabilitation agencies/ or by parents' organizations to aid in developing 
an awareness of the skills and knowledge needed by hearing-impaired people in the 
world of work. this series entitled/ »how to keep your job » / deals in topics which 
young oeaf people should know in oroer to aojust to the hearing world of work. 

media: MULTIMEDIA/ TRANSPARENCIES/ WORKBOOK. 

source: media services ANO captioned FILMS/ DEPARTMENT OF HEALTH/ EDUCATION/ AND 

WELFARE/ WASHINGTON/ DC 20201- CONTACT SOURCE FOR PRICE INFORMATION. 2001021 
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title: home nursing. 221 p. 05/72. 
author: kirtZ/ Catherine m. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE OEAF, 
relevant to: home health AIO (07.0307)/ AUOITORY (19.020101). 

orientation: stuoent orienteo material which may be useo with oeaf ano other SPrCIAL 

NEEOS STUOENTS AT THE SECONOARY LEVEL IN HOME NURSING TRAINING. 
SUBJECT content: BOOY, OISEASE/ EQUIPMENT/ PATIENT CARE/ GENERAL TREATMENTS/ FIRST AlO/ 

SPECIFIC TREATMENT, VIOLENT EMERGENCIES/ SELF PROTECTION, OIET/ J.. LEGAL ORUGS. 
comment: this material is a series of units with learning OBJECTIVES/ INFORMATION ANO 

student assignments. the assignments are written in simple language but problem 
reaoers may still neeo teacher assistance. excellent vocabulary incluoeo which coulo 
be used in basic education units. material was developed for the deaf, 
media: workbook. 

source: marie H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625. 2010251 



TITLr; LEARNING TO SEW/ PART It 156 P. 06/70. 

author: funari/ mary. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE OEAF. 
RELEVANT TO: CLOTHING ANO TEXTILES (09.0103)/ AUOITORY (19.020101). 

orientation: stuoent orienteo material which may be useo with oeaf and other SPECIAL 
NEEOS STUOENTS AT THE SECONOARY LEVEL IN HOME ECONOMICS. 

SUBJECT content: GOOO TOOLS/ POINTS FOR BEGINNERS/ MEASUREMENTS/ BASTING STICHES/ BASIC 
HANO STITCHES/ OECORATIVE STITCHES/ SEWING MACHINE. 

comment: this material is a series of units with learning OBJECTIVES/ INFORMATION ANO 
STUOENT ASSIGNMENTS. THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT PROBLEM 
REAOERS MAY f5TILL NEEO SOME HELP. EXCELLENT VISUALS ^MlCH MAY BE USEO AS TRANSPARENCY 
MASTERS. ACHIEVEMENT TESTS GIVEN FOR MATERIAL. GOOO SECTION ON VOCABULARY WHICH 

coulo be useo in related education. developed fdr deaf '^but also seems very 
appropriate fdr use with mildly retarded. \ 
media: workbook. \ 

SOURCE! MARIE H. KATZENBACH SCHOOL FDR THE DEAF/ WEST TRENfON/ NJ 08625. 2010261 



title: office machines. 2kk Pt 01/67. 
author: HILL/ MARCELLA P. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FDR THE DEAF. 

RELEVANT TO: GENERAL OFFICE CLERICAL OCCUPATIONS (14.03)/ AUDITORY (19.020101). 
orientation: student oriented material which may be used "'ITH deaf ANO OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN OFFICE MACHINES TRAINING. 
SUBJECT CONTENT: TYPEWRITERS/ MIMEOGRAPHS/ FLUID DUPLIC ATO:^S/ FLEXDWRITER/ PHOTOCOPYING 

MACHINES/ ADDING MACHINES/ CALCULATING MACHINES/ BOOKKEEPING MACHINES/ VARITYPER/ JOB 

TITLES . 

comment: this material is a series of units with learning CBJECTCVES/ information ANO 
STUDENT ASSIGNMENTSf THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT THE PUuR 
READER MAY STILL NEED TEACHER ASSISTANCE. GOOD VISUALS. EXCELLENT SECTION ON JOB 
DESCRIPTIONS AND VOCABULARY SECTION COULD BE THE BASIS FDR A RELATED EDUCATION UNIT. 

media: workbook. 

source: marie H. KATZENBACH school FDR THE DEAF/ WEST TRENTON/ NJ 08625. 2010271 



title: about typewriting. 152 p. D7/68f 

author: pieslak/ Raymond f. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FDR THE DEAF. 

RELEVANT TO: STENOGRAPHIC/ SECRETARIAL* AND RELATED OCCUPATIONS (U.D7)/ TYPING ANO 

related occupations (u.ds^)/ auditory (19«d2d1d1). 
orientation: student oriented material which may be used with deaf and other special 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN BUSINESS EDUCATION COURSES. 
SUBJECT CONTENT! THINGS TO KNOW/ MEASUREMENTS/ TYPEWRITER PARTS/ SIGNS AND SYMBOLS/ 
CENTERING/ ENVELOPES/ POSTAL CARDS AND MEMORANDUMS/ WORD DIVISION/ PERSONAL BUSINESS 
LETTERS/ TABULATIONS, ROUGH « DRAFT SYMBOLS/ NUMBER GUIDES/ OUTLINES/ MANUSCRIPTS/ 
BUSINESS LETTERS. 

COMMENT! THIS MATEPIAL IS A SERIES OF UNITS WITH LEARNING OBJECTIVES/ INFORMATION ANO 
STUDENT ASSIGNMENTS. THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT PROBLEM 
READERS MAY STILL NEED SOME HELP. EXCELLENT VISUALS WOULD MAKE GOOD TRANSPARENCY 
MASTERS. A SECTION OF VOCALULARY COULD BE THE BASIS OF A GOOD RELATED EDUCATION UNIT. 

MEDIA! WORKBOOK. 

source; marie H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625. 2010281 



auditory; 19.020101 
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title: key punch training. 147 p. 07/66i 

author: pieslak/ raymond f. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF. 

RELEVANT TO: KEY PUNCH AND CODING EQUIPMENT OPERATORS (14.020201)/ AUDITORY 
( 19*020101 ) . 

orientation: student oriented material which may be USED WITH DEAF AND OTHER SPECIAL 
NEEDS STUDENTS AT THE SECONDARY LEVEL IN COMPUTER PROGRAMER TRAINING. 

SUBJECT content: INTRODUCriDN/ IBM CARD PUNCH SYSTEM^ IBM CARDS/ MACHINE PARTS/ THE 
KEYBOARD/ REMOVING AND MOUNTING A CARD.' MACHINE OPERATION/ PUNCHING NUMERIC DRILLS/ 
PROGRAMING/ SALES ANALYSIS/ IBM 56 CARD VERIFIER/ PAYROLL SUMMARY/ EXERCISES. 

COMMENTS THIS MATERIAL IS A S'Cr.lES OF UNITS WITH LEARNING OBJECTIVES/ INFORMATION AND 
STUDENT ASSIGNMENTS. THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT PROBLEM 
READERS MAY STILL NEED SOME HELP. EXCELLENT VISUALS WHICH COULD BE USED AS 

transparency masters. unit was developed for use with the deaf* 
media: workbook* 

source: marie H. KATZENBACH school for the DEAF/ WEST TRENTON^ NJ 08625. 2010301 

title: library aide manual. 108 P» 07/66* 
author: READING/ MARY L. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAP* 
RELEVANT TO: AUDITORY (19.020101). 

orientation: student oriented material which may be used with deaf AND OTHER SPECIAL 
NEEDS STUDENTS AT THE SECONDARY LEVEL IN LIBRARlAN»S TRAINING. 

SUBJECT content: HISTORY/ THE LIBRARY/ MATfRlAL/ CLASSIFICATION/ CAPO CATALOG/ BOOK 
ROUTINE/ REFERENCE MATERIAL. 

comment: this material is a series of units with learning OBJECTIVES/ INFORMATION AND 
STUDENT ASSIGNMENTS. THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT PROBLEM 
READERS MAY STILL NEED SOME HELP. A SECTION ON RELATED VOCABULARY IS INCLUDED WHICH 
COULD BE THE BASIS FOR A GOOD REMEDIAL ACADEMIC UNIT. UNIT WAS DEVELOPED FOR USE WITH 

The deaf . 
media: workbook* 

source: marie H. KATZENBACH SCHOOL FOR THE DEAF/ WEST TRENTON/ NJ 08625. 2010311 

title: LINECASTING keyboard operation II. 99 p. 09/70. 
author: CURRY/ HAROLD A. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF. 

RELEVANT TO: AUDITORY (19.020101)/ GRAPHIC ARTS OCCUPATIONS (17tl9), 

orientation: student oriented material which may be used with deaf as well as OTHER 
SPECIAL NEEDS STUDENTS AT THE SECONDARY LEVEL IN PRINTING TRADES PROGRAMS. 

SUBJECT content: DDUBLZ slug or multi-slug COMPOSITION/ LEADERS/ TABULAR COMPOSITION/ 
VARIABLE COLUMNS/ CONSTITUTION AND BY-LAWS/ POETRY/ MENUS/ PROGRAMS/ ROMAN NUMERALS/ 
BRACE WORK. 

COMMENT! THIS MATERIAL IS A SERIES OF UNITS WITH LEARNING OBJECTIVES/ INFORMATION AND 
STUDENT ASSIGNMENTS. THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT PROBLEM 
READERS MAY STILL NEED SOME HELP. A SECTION ON TRADE' NAMES IN INCLUDED WHICH WOULD BE 
THE BASIS FOR A GOOD RELATED EDUCATION UNIT. ACHIEVEMENT TESTS ARE APPENDED TO END OF 
TEXT. HATERIAL WAS DEVELOPED FOR USE WITH THE DEAF. 

media: WORKBOOK. 

source: marie H. KATZENBACH SCHOOL FOR THE DEAF/ WEST TRENTON/ NJ 08625. 2010321 
title: an INTRODUCTIO to. ..the art of photoengraving. 151 p. 09/69. 

author: benze/ Alexander. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF. 

relevant to: photoengraving (17.1904)/ auditory (19.020101). 

orientation: student oriented material which may be used kith deaf and other special 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN PRINTING TRADES TRAINING PROGRAMS. 
SUBJECT content: general INFORMTION/ types of ENGRAVING/ TOOLS AND EQUIPMENT/ COPY AND 
ART WORK/ THE PROCESS CAMERA/ FUNDAMENTALS OF PHOTOENGRAVING/ FORMULAS AND CHARTS. 

comment: This material is a series of units with learning objectives/ information and 

STUDENT ASSIGNMENTS. THE ASSIGNMENTS ARE WRITTEN IN SIMPLE LANGUAGE BUT PROBLEM 
READERS MAY STILL NEED SOME HELP. A SECTION ON TRADE NAMES IS INCLUDED WHICH WOULD BE 
THE BASIS 70R A GOOD RELATED EDUCATION UNIT. ACHIEVEMENT TESTS ARf APPENDED TO THE 
END OF THIS MATERIAL. WELL ILLUSTRATED. COULD BE USED AS TRANSPARENCY MASTERS. 
EXCELLENT BRIEF TWO PARAGRAPH DEFINITION OF SOME JOBS IN PRINTING TRADES. MATERIAL 
WAS DEVELOPED FOR USE WITH DEAF STUDENTS. 
MEDIA : WORKBOOK. 

source: marie H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625. 2010331 
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title: LINECASTING keyboard operation I« 99 p. 01/66* 
author: CURRYi HAROLO A* 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE 

relevant to: auoitory {19.020101)> graphic arts occup 
orientation: stuoent oriented material which may be u 
students at the secondary level in printing trades t 

SUBJECT content: keyboard OPERATION/ FINGERING SYSTEM 
PRACTICE/ SENTENCE PRACTICE/ PUNCTUATION MARKS/ CAPI 
AND BOLDFACE TYPE FIGUES/ DIVISION OF WORDS/ STRAIGH 
CARE OF THE MACHINE. 

comment: this material is a series of units with LEAR 

student assignments. the assignments are written in 
readers may still neeo some help. a section on trad 
the basis for a good related education unit* achlev 
the text. material was developed for use with the d 
media: workbook. 

source: marie H* KATZENBACH school for the DEAF/ WEST 



DEAF* 

ATIONS (17.19U 

SED WITH <)PSCIAL NEEDS AND DEAF 

RAINING P;)0(jRAMS. 

f WORD PRACTICE/ KEYBOARD 

TAL LETTERS/ PROOFREADING/ ITALIQ 

T MATTER/ CAPS AND SMALL CAPS/ 

NING OBJECTIVES/ INFORMATION AND 

SIMPLE LANGUAGE BUT PROBLEM 
E NAMES IN INCLUDED WHICH WOULD BE 
EMENT TESTS ARE APPENDED TO END OF 
EAF. 



TRENTON/ NJ 08625. 
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title: an introduction T0.««THE art of phOTEI^GRAVING. volume two. 23* P. NO DATE. 

author: benze/ Alexander. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF* 
RELEVANT TO: PHOTOENGRAVING (17.1904)/ AUDITORY (19.020101). 

orientation: student oriented MATERIAL WHICH MAY BE USED WITH DEAF OR OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN VOCATIONAL TRAINING. 
SUBJECT content: PASTEUP/ PROCESS PHOTOGRAPHY/ PLATEMAKING AND ETCH.^NG/ FINISHING* 
comment: the second of a series of two VOLUMES/ THE STUOENT IS TAUGHT SOME OF THE MORE 

advanced techniques of photoengraving. a large glossary of technical terms is 
provided at the end of tht: text. extensive teacher modification is needed for use 
with the mentally retarded student, 
media: textbook. 

source; marie H. KATZENBACH school for the DEAF/ WEST TRENTON/ NJ 08625- 2010351 



title: WHEN YOU GO TO WORK/ A 
author: HILLINQER/ YVONNE M 
CORPORATE author: MARIE H. 

relevant to: occupational i 
orientation: student orient 
needs students at the seco 

SUBJECT content: FACTORY/ T 

comment: the text attempts 
factory worker. arithmeti 
subject matter. personal 
are also included* 

media: workbook. 

source: marie h. katzenbach 



BOOK FOR THE NEEDLE TRADES. 200 P. 09/68* 

KATZENBACH SCHOOL FOR THE DEAF* 
NFORMATION (18*02)/ AUDITORY (19*020101)« 

ED MATERIAL WHICH MAY BE USED WITH DEAF OR OTHER SPECIAL 
NDARY OR POSTSECONDARY LEVEL IN VOCATIONAL TRAINING* 
IMECLOCK/ TiMECARDi PRODUCTION LINE/ PIECEWORK/ PAYCHECK. 
TD PREPARE THE STUDENT TO ENTER THE NEEDLE TRADES AS A 
C SKILLS AND VOCABULARY ARE ALSO ADDED AS RELEVANT TO THE 
HABITS/ INTERVIEW PROCEDURES/ AND GENERAL WORK INFORMATION 



SCHOOL FOR THE DEAF/ WEST TRENTON/ NJ 08625* 
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title: installment buying. 14 p. 03/64* 

author: wyks/ hollis w. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF* 
RELcVANT TO: CONSUMER EDUCATION (09*0104)/ AUDITORY (19.020101). 

orientation: student oriented material which may be USED WITH DEAF OR OTHER SPECIAL 

needs students at the secondary or postsecondary level in consumer education* 
subject content! informationj credit/ mathematics problems. 

comment! the student is oriented into the world of installment buying through a small 
reading section followed by numerous problems* a very altlthhetic approach is taken/ 
and a knowledge of arithmetic is assumed* teacher hodification is needed for use with 
the mentally retarded student* 

media: workbook* 

source: marie H* KATZEnBACH school for the DEAF> west TRENTONi NJ 08625* 2010371 
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title: dictionary* 21 p. 07/6** 
author; WYKS/ HOLLIS Wt 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF* 
RELEVANT TO: LANGUAGE SKILLS (05*01)/ AUDITORY (19*020101)* 

orientation: student oriented material which may be USED WITH DEAF DR OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN GENERAL EDUCATION* 
SUBJECT CONTENTI ALPHABET/ PRONUNCIATION/ SPELLING/ DICTIONARY ORIENTATION* 
COMMENT) ILLUSTRATED TEXT DESIGNED TO ORIENT THE STUDENT TO THE DICTIONARY AS A TOOL* 
NUMEROUS EXERCISES ARE INCLUDED SO THE STUDENT WILL USE THE DICTIONARY. TEACHER 
MODIFICATION IS NEEDED FOR USE WITH MENTALLY RETARDED STUDENTS* 
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MEOIa: ' WORKBOOK* 

SOURCE? MARIE H* KATZENBACH SCHOOL POR THE DEAFj WEST TRENTONj NJ 08625. 2010381 



title; time- 65 P* 03/65. 

author: wyks> hollis w. 

CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE OEAF. 
RELEVANT to: AuOITORy (19-020101), PREVOCATIONAL EOUCATION (18.01). 

orientation: student oriented material which may be used with deaf or other special 
needs students at the secondary or postsecondary level in general education. 

SUBJECT content: TELLING TIMEj ROMAN NUMERALS^ CALENDAR TTME. 

comment: an attempt is made to orient the student to the many aspects of time, among 

THE SUBJECTS DISCUSSED ARE THE TIME ZONESj EARLY METHODS OF TELLING TIMEj AND THE 
VARIOUS REPRESENTATIONS OF TIME. SOME KNOWLEDGE OF ARITHMETIC IS ASSUMED. TEACHER 
MODIFICATION IS NEEDED FOR USE WITH THE MENTALLY RETARDED* 

media: workbook. 

SOURCE: MARIE H. KATZENBACH SCHOOL FOR THE DEAFj WEST TRENTONj NJ 08625. 2010391 



title: the newspaper. 28 p. 07/64. 
author: wyksj hollis w. 

CORPORATE author: MARlE H. KATZENBACH SCHOOL FOR THE DEAF. 
RELEVANT TO! AUDITORY (19«020101)j PREVOCATIONAL EDUCATION (18.01). 

orientation: student ORIENTED MATERIAL WHICH MAY BE USED WITH OEAF OR OTHER SPECIAL 
NEEDS STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN GENERAL EOUCATION. 

SUBJECT content: informtion> instruction^ publishers and editorsj vocabulary^ tests, 
comment: use of the newspaper as a tool is stressed to the student, there are many 
illustrations included and exercises stress other related skills such as arithmetic. 

SOME GEOGRAPHY AND WORLD HISTORY ARE ALSO INCLUDED. 
media: WORKBOOk* 

SOURCE: MARIE H. KATZENBACH SCHOOL FOR THE DEAFj WEST TRENTONj NJ 08625. 2010401 



title: learning to sew. 351 P« 06/70. 

author: funarij mary. 

CORPORATE author: MARlE H. KATZENBACH SCHOOL FOR THE DEAF. 
RELEVANT TO:' AUOITORY (19*02010l)j CLOTHING AND TEXTILES (09.0103). 

orientation: student oriented material which may be used with deaf and other special 
needs students at the secondary or postsecondary level in vocational education. 

SUBJECT content: things to makej seam finishes^ hemming stitchesj commercial PATTERNj 
skillsj equipment* 

comment: illustrated text for teaching deaf students to sew. TECHNIOUl-S AND PROPER 

habits are stressed. a vocabulary section is included at the end. teacher 
modification is needed for use with mentally retarded students, 
media: workbook. 

source: marie H. KATZLNBACH school for the DEAFj west TRENTONj NJ 08625- 2010411 



TITLE: FOOD SERVICE. 197 P. 07/71. 
author: FURNEISENj BARBARA K» 

CORPORATE author: MARlE H. KATZENBACH SCHOOL FOR THE DtAF. 

RELEVANT TO: QUANTITY FOOD OCCUPATIONS (17.29)j AUDITORY (19.020101). 

orientation: student oriented material which may be used with deaf or special needs 
students at the secondary or postsecondary level in food service training- 

SUB.JECT content: food service ORIENTATIONj dining room PROCEDURESj kitchen PROCEOURESj 

safetyj food portioning, 
comment: illustrated text for teaching deaf students food service occupations. 

vocabulary relevant to the food service industry is stressed. teacher modification is 

needed for use with mentally retarded students, 
media: workbook. 

source: marie H. KATZENBACH school for the DEAFj west TRENTONj NJ 08625- 2010481 



title: drapery making • il 196 P- 04/70. 
author: KANEi CATHERINE. 

CORPORATE author: MARlE H. KATZENBACH SCHOOL FOR THE DEAF. 

RELEVANT TO: OTHER TEXTILE PRODUCTION AND FABRICATION (17. 3399) j AUDITORY (13.020101). 
orientation: student oriented material which may BE USED WITH DEAF AND OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY AND POSTSECONDARY LEVEL IN DRAPERY MAKING COURSES. 
SUBJECT content: drapery making ORIENTATIONj WORK AND SAFETY HABITSj TOOLS AND 

EQUIPMENTj FABRICS. 

COMMENT: ILLUSTRATED TEXT FOR TEACHING DEAF STUDENTS DRAPERY MAKING. VOCABULARY AND 
ARITHMETIC SKILLS ARE ALSO STRESSED DURING THE COURSE OF WORK. TEACHER MODIFICATION 
NEEDED FOR USE WITH MENTALLY RETARDED STUDENTS- 
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MEOU: WORKBOOK* 

SOU.^CE: marie H« KATZENBACH school for the DEAFi WEST TRENTONj NJ 08625* 2010431 



title: auto body repair - l. 172 p. ox/62. 

author: raovany^ john e. 

CORPORATE author: MARIE H* KATZENBACH SCHOOL FOR THE OEAF« 

relevant to: body and fender (x7«0301)j auditory (x9. 020101 )• 

orientation: student oriented material which may be used with deaf and other special 
needs students at the secondary and postseconc ary level in auto body repair courses. 

SUBJECT content; shop orientation^ care of shop and TOOLSj MATERIALS AND PARTS OF THE 
AUTOMOBILE^ REMOVAL ANO ASSEMBLY^ REFININSHINGj CARE OF THE FINISH^ METAL REPAIR AND 
ACETYLENE WELDING. 

comment; each unit contains LEARNIVG objectives^ information which a student NEEDS 

before initiating an assignment and an assigned task or tasks for the student. in 
this sensed the material might be termed a learning activity packett poor readers 
will need some help with the material but it is one of the better treatments of the 
sl'bject in an easy to read format. illustrated* 
media: workbook:. 

source; marie H. KATZENBACH school for the OEAFj west TRENTONj NJ 08625. 2010441 



title; understanding math - 2t 293 P. OX/72. 
author: WYKS> HOLLIS Wt and ROBERl J. AUSTIN. 
CORPORATE author: MARIE H. KATZENBACH SCHOOL FOR THE DEAF. 
RELEVANT TO! GENERAL MATHEMATICS (ll.ll)j AUDITORY (19«020X01). 

orientation: student oriented material which may Be USED WITH DEAF OR OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN BEGINNING OR REMEDIAL MATHEMATICS PROGRAMS* 
SUBJECT content; fractions^ mixed NuMBERSj FORMULAS^ DECIMALS AND PER CENTSj TIME. 

comment; a workbook with suitable illustrations, this does not look like a primary 
material and hence older students may be more willing to use it. there is opportunity 
for mucfl repeated drill and practice. 

media; WORKBOOK. 

source; marie H. KATZENBACH school for the DEAFj west TRENTONj NJ 08625. 201046X 



title; understanding math - It 145 p. 09/71* 
author; WYKSi HOLLIS Wt AND ROBERT J. AUSTIN. 
CORPORATE author; MARIE H. KATZENBACH SCHOOL FOR THE DEAF. 
RELEVANT TO; GENERAL MATHEMATICS (XLIDj AUDITORY (19«020101). 

orientation; student oriented material which may be used with deaf or other special 
needs students at the secondary level in beginning or remedial mathematics programs* 

SUBJECT content; addition^ subtraction^ multiplication ANO DIVISION. 

comment; a workbook with suitable illustrations, this does not look like a primary 
material and hence older students may be more willing to use it. there is opportunity 
for much repeated drill and practicet 

media: WORKBOOK. 

SOURCE; MARIE H- KATZENBACH SCHOOL FOR THE DEAFj WEST TRENTONj NJ 08625* 2010471 



title; finding a job. 56 P. 04/69* 

author; lenox> james p« 

CORPORATE author; MARIE H. KATZENBACH SCHOOL FOR THE DEAF* 
RELEVANT TO; PREVOC ATIONAL EDUCATION <18*0X)j AUDITORY (19*020101)* 

orientation; student oriented material which may be used WITH DEAF OR OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY LEVEL !^ PREVOCATIONAL PROGRAMS* 
SUBJECT content: looking for JOBSi SOCIAL SECURITY^ INTERVIEW^ VOCABULARY/ RESUME* 
comment; this is an introductory unit O^ budgeting that would be VERY APPROPRIATE FOR 

use with the retardeot the material is well illustrated* there are many practice job 
application forms included as well as resume ano letter of application models, 
media: textbook. 

source: marie H* KATZENBACH SCHOOL FOR THE DEAFj WEST TRENTONj NJ 08625* 201048X 



title; ECONOMICS* 24 Pt 09/69t 

author: lexoxj james p* 

CORPORATE author: HARIE H. KATZENBACH SCHOOL FOR THE DEAF* 
RELEVANT TO: ECONOMICS (I5*06)j AUDITORY (X9t02010X)* 

orientation; student oriented MATERIAL WHICH MAY BE USED WITH DEAF OR OTHER SPECIAL 

NEEDS STUDENTS AT THE SECONDARY LEVEL IN ECONOMICS CLASSES* 
SUBJECT content; SELF»8UFFICIENTj trade and MONEYj DEPENDENT PEOPLEi GOODS AND 

SERVICES* 

COMHeNT: this is a very elementary unit in ECONOMICS WHICH COULD SERVE AS AN 

INTRODUCTION TO THE SUBJECT* SOME ILLUSTRAT ICNS INCLUDED* EACH UNIT HAS QUESTIONS 
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FOR STUDENTS TO ANSHCR* 

media; textbook. 

SOURCE! MARIE H. KATZENBACH SCHOOL FDR THE DEAFi WEST TRENTONi NJ 08625t 2010501 



title; power sewing. 261 P» 10/67« 
AUTHORS HILLINGERi YVONNE Mt 

CORPORATE author: MARIE H. KATZENBACH SCHOOL hOR THE DEAF. 
RELEVANT TO: CLOTHING AND TEXTILES (09t0103)i AUDITORY (19.020101). 

orientation: student oriented material which may be used with special NEEDS STUDENTS 
WITH LOW READING ABILITY AT THE SECONDARY AND POSTSECONDARY LEVEL IN INDUSTRIAL SEWiNG 
OR HOME ECONOMICS PROGRAMS» 

SUBJECT CONTENT; POWER SEWINQ MACHINE^ SINGLE NEEDLE LOCK-STITCH MACHINE^ PRIMARY 
SEWING OPERATIONS^ SINGLE NEEDLE SEWING PROJECTS^ THE ZIG«ZAG MACHINE^ TWO NEEDLE 

lock-stitch/ special machines, 
comment; this book was written specifically for deaf students with language and reading 

DIFFICULTIES. USES VERY SIMPLE LANGUAGE/ CLEAR AND SIMPLE DRAWINGS AND PRCTICAL TtSTS 
WHERE STUDENT DEMONSTRATES MASTERY. SHORT LESSONS ALLOW THE TEACHER TO WORK WITH cACH 
STUDENT AT HIS OWN SPEED* THE MATERIAL WOULD BE APPROPRIATE FOR INSTRUCTION WITH ANY 

problem reader, 
media: workbook. 

source; marie H. KATZENBACH school FDR THE DEAFi WEST TRENTON/ NJ 08625* 2010511 



title; conference techniques. 57 p. 1971. 
author; ROSE/ SUSAN* 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FDR THE DEAF. 
RELEVANT TO: AUDITORY (19.020101)^ SPEECH (05.05). 

ORIENIATION: teacher oriented material which may be used with deaf students at THE 

SECONDARY AND POSTSECONDARY LEVEL IN COUNSELING OH COMMUNICATIONS TRAINING. 
SUBJECT content: LEADERSHIP/ PARTICIPATION/ FUNCTIONS OF PUBLIC AND PRIVATE 

conferences* 

comment; stresses adaptation of deaf students to the demands of conference situations 

WHERE HEARING STUDENTS PARTICIPATE. COURSE OUTLINE AND SUGGESTED ACTIVITIES INCLUDED. 

media: guidebook. 

source; this material is under development and not available, communication about 

ONGOING EFFORTS AND AVAILABILITY DATES IS INVITED. CONTACT; DR. ROSS STUCKLESSi 
DIRECTOR/ OFFICE OF EDUCATIONAL EXTENSION/ NATIONAL TECHNICAL INSTITUTE FOR THE OEAFi 
ONE lOMB memorial DRIVEj ROCHESTER/ NY. 2001692 

title; ISTRODjCTION to speech and hearing. 14 P. 1971 # 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF. 
RELEVANT TO: AUDITORY (19»020101)/ SPEECH (05.05). 

orientation: student and teacher oriented material which can be used with deaf students 

AT THE secondary AND POSTSECONDARY LEVELS WHO ARE DEVELOPING THEIR UNDERSTANDING OF 
THEIR UNIQUE SPEECH AND HEARING PROBLEMS. 
SUBJECT content: anatomy and physiology of the ear and speech MECHANISM/ CAUSES AND 
EFFECTS OF HEARING LOSSi SPEECH PRODUCTIDNi SPEECH PROBLEMS/ ORAL EXPRESSION IN 
COMMUNICATION/ HEARING TESTSi INTERPRETING AUDIOGRAMS^ CARE AND REPAIR OF HEARING 

AIDS/ NEW Techniques for teaching speech to the deaf, 
comment: course outline uith individual lesson details, not applicable to other 

special needs populations, 
media; guidebook. 

source: this material is under development and not available, communication about 

ONGOING EFFORTS AND AVAILABILITY DA^ES IS. INVITED. CONTACT; OR. ROSS STUCKLESSi 
DIRECTOR/ OFFICE OF EDUCATIONAL EXTENSION^ NATIONAL TECHNICAL INSTITUTE FOR THE DEAF/ 
ONE LOMB MEMORIAL ORlVE/ ROCHESTER^ NY. 2001702 



title: effective simultaneous communication. 27 P. 1971. 

CORPORATE author; NATIONAL TECHNICAL INSTITUTE FOR THE DEAF. 
RELEVANT to: AUDITORY (19.020101 J/ SPEECH (05.05). 

orientation: stuoent and teacher oriented material which can be used with deaf students 

AT the secondary AND POSTSECONDARY LEVEL IN COMMUNICATIONS AND GROUP WORK TRAINING. 
SUBJECT content: USE OF LIPREADlNGi SIGNING AND INTERPRETER SERVICES BY THE DEAF. 

group organization and appropriate rolesi parliamentary procedure, 
comment; developed to strengthen leadership and organizational ability within hearing 

AND deaf communities. HELPFUL HINTS ON HOW TO COMMUNICATE WELL WITH OTHERS IN 
INDIVIDUAL AND GROUP SITUATIONS* PUBLIC SPEAKING METHODS UTILIZING SIMULTANEOUS MODE 

df expression a.-?e emphasized* developed for deaf students at ntid. 
media; guidebook* 

source; this material is under development and not available, communication about 

ONGOING EFFORTS AND AVAILABILITY DATES IS INVITED* CONTACT; DR. ROSS StUCKLESSi 
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DXRECTDRi OrriCE OF EDUCATIONAL EXTENSION^ NATIONAL TECHNICAL INSTITUTE FOR THE DEAF# 
ONE LOMB MEMORIAL ORlVE* ROCHESTER* NY. 2001712 

title: effective oral communication. %5 197X# 

CORPORATE AU/HOR: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF* 
RELEVANT TO: AUDITORY Cl9*020lOn# SPEECH (05.05). 

orientation; student and TEACHER ORIENTED MATERIAL WHICH MAY BE USED KITH DEAF STUDENTS 
AT THE SECONDARY AND POSTSECONDARY LEVEL IN COMMUNICATIONS TRAINING. 

SUBJECT content; LESSON OUTLINES* PUBLIC SPEAKING* USE DF THE BODY i4HEN SPEAKING* BASIC 
FACTORS* SAMPLE SPEECHES* POSSIBLE TOPICS* BIBLIOGRAPHY. EXPLANATION OF INFORMAL* 
PERSUASIVE* OCCASIONAL AND IMPROMPTU SPEECHES. HOW TO MINIMIZE TENSION IN PUBLIC 
SPEAKING. PRACTICE USE OF PRINCIPLES AS APPLIED IN REALISTIC JOB INTERVIEW SITUATIONS 
SUCH AS ASKING THE BOSS FOR A RAlSEi EXPLAINING SOMETHING TO STAFF* ETC. EVALUATIVE 
TECHNIQUES IN ROLE AS A LISTENER* 

comment: has application to any student WISHING TO INCREASE HIS SPEAKING EFFECTIVENESS. 
VOCABULARY ABOVE THAT OF AN EDUCaBLE MENTALLY RETARDED. THIS IS A GUIDEBOOK FOR 
TEACHERS AND A WORKBOOK FOR STUDENTS. IT GIVES THE STUDENT NEEDED EXPERIENCE IN 

preparing* organizing and presenting material for group and or individual presentation 
in social or professional situations, 
media: guidebook. 

source; this material is under development and not available, communication about 

ONGOING CFFORTS AND AVAILABILITY DATES IS INVITED* CONTACT: Dk. ROSS STUCKLLSS* 
DIRECTOR* OFFICE OF EDUCATIONAL EXTENSION, NATIONAL TECHNICAL INSTITUTE FOR T.iE DEAF* 
ONE LOMB MEMORIAL DRIVE* ROCHESTER* NY. 2001722 

title; interpersonal communication. 26 P» 1971. 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF. 

relevant to: auditory (19»020101). 

orientation: teacher and student oriented material which may be used with deaf students 

AT THE SECONDARY AND POSTSECONDARY LEVEL IN DEVELOPING ABILITIES AND CONFIDENCE IN 
INTERPERSONAL COMMUNICATION. 
SUBJECT content: listening skills* conversation* introductions TO PROBLEM SITUATIONS, 

communication during the job interview and discussions, 
comment: very perceptive and constructive, increases awareness of the hearing person 
concerning problems faced by the deaf. contains very practical suggestions for 

INCREASING DEAF PERSONS AOILITY TO HANDLE INTERPERSONAL RELATIONSHIPS IN SCHOOL* 
SOCIAL AND VOCATIONAL SITUATIONS WHERE LACK OF HEARING CAUSES PROBLEMS. THIS MATERIAL 
IS 6EARDED TO STIMULATE DISCUSSION AND INDIVIDUAL PROBLEM SOLVING. IT COULD BE USED 
AS A CURRICULUM GUIDE. 

media: workbook* 

SOURCE; THIS MATERIAL IS UNDER DEVELOPMENT AND NOT AVAILABLE. COMMUNICATION ABOUT 

ONGOING EFFORTS AND AVAILABILITY DATES IS INVITED* CONTACT: DR. ROSS STUCKLESS* 

DIRECTOR, OFFICE OF EDUCATIONAL EXTENSION* NATIONAL TECHNICAL INSTITUTE FOR THE DEAF, 
ONE LOMB MEMORIAL DRIVE, ROCHESTER* NV 2001732 

title: application of the differential APTITUD*; tests to POSTSECONDARY LEVEL DEAF 
STUDENTS. 31 P. 09/71. 
AUTHOR! WALTER* GERARD G. 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF* 
RELEVANT TO: AUDITORY (19*020101 J* RESEARCH AND EVALUATION (24.03). 

orientation: counselor oriented material which can be USED IN THE EVALUATION OF DEAF 
STUDENTS AT THE SECONDARY aNO POSTSECONDARY LEVEL IN PREVOCATIONAL PROGRAMS. 

SUBJECT content: APPLICATION OF THE DIFFERENTIAL APTITUDE TEST TO DEAF STUDENTS AT NTID 
• IMPLICATIONS* 

comment: research based STUDY WHICH OUTLINES PERFORMANCE OF DEAF POSTSECONDARY STUDENTS 
WHEN EVALUATED BY THE OAT. DlSCUSSE?i THE VALIDITY CF THE DAT AS A PREDICTIVE 
INSTRUMENT FOR USE WITH DEAF POPULATZCiNS. STATISTICAL ORIENTATION WITH DIOCUSSION. 

media; REFERENCE»80CX. 

source: This material, is under development anct not available, communication about 

ONGOING EFFORTS ANf AVAILABILITY DATES IS IHVITED* CONTACT: DR. ROSS STUCKLESS* 
DIRECTOR* OFFICE OF EDUCATIONAL EXTENSION, NATIONAL TECHNICAL INSTITUTE FOR THE DEAF, 
ONE LOMB MEMORIAL DRIVE, ROCHESTER* NY* 2001752 

title; machine tools OPERATIONi 19 p. X970t 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR TH£ DEAF. 
RELEVANT to: AUDITORY (19*020101), MACHINE TOOL OPERATION (i7.2303). 

orientation: teacher oriented material WHICH MAY BE USED WiTH SPECIAL NEEDS STUDENTS AT 
THE SECONDARY AND POSTSECONDARY LEVEL IN MACHINE TOOLS TRAINING PROGRAMS. 

SUBJECT content; operations and CONSTRUCTION OF MACHINE TOOLS* SAFETY* SINGLE AND 
MULTIPLE POINT CUTTING TOOLS* PROJECT EVALUATING* MANPOWER NEEDS IN MACHINE TOOL 
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OCCUPATIONS/ CURRENT INDUSTRY PRACTICES. 
comment; SERIES OF LESSON PUANS STRESSING BEHAVIORS AND KNOWLEDGE TO BE ACQUIRED* 

outline could be used with any groupt 
media; guid ok. 

source; T' material is under development and not available, communication about 
ongoing brforts and availability dates is invited. contact? dr- ross stuckless/ 
director/ office of educational extension/ national technical institute for the deaf/ 

ONE LDMB memorial DRIVE/ ROCHESTER/ NY. 2001822 



title; an instructional program on the use of graphic plotter in conjunction with the 
hewlett packard 9810 programmable calculator • electronics. 12 p. 1970- 

author; FANTAUZZO/ DOMlNlCKt 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF. 

relevant to; drafting (10.03)/ auditory (19.020101)/ business data processing systems 

occ'jpations (14.02)/ electronics occupations (17.15). 
orientation; teacher oriented material which may be used with special needs students at 

TH£ POSTSECONDARY LEVEL IN DRAFTING COURSES. 

subject content; graphics reproduction/ use of calculator. 

comment: graphically oriented self instructional unit which was used successfully with 

the deaf at ntid. 
media; p-i-book. 

source; this material is under development and not available, communication about 
ongoing efforts and availability dates is invited. contact; dr. ross stuckless/ 
director/ office of educational extension/ national technical institute for the deaf/ 
one ldmb memorial drive/ rochester/ ny. 2001832 



title; PATTERNS OF HUMAN GROWTH. 16 P. 1970. 

CORPORATE author: NATIONAL TECHNICAL INSTITUTE FOR THE DEAF. 
RELEVANT to; GENERAL HEALTH EDUCATION (08.01)/ AUDITORY (19.020101). 

orientation; teacher oriented material which may be used with special needs students at 
the secondary and postsecondary level in human development courses. 

SUBJECT content; CELLS/ ENDOCRINE GLANDS-* REPRODUCTION AND GROWTH/ REPRODUCTIVE ORGANS/ 

CONCEPTION/ GESTATION/ SOCIOLOGICAL/PSYCHOLOGICAL CONCERNS. 
comment; UNIT IN A SEX EDUCATION COURSE TAUGHT THROUGH THE COUNSELING CENTER. CONTAINS 

objectives outline/ materials and procedures, 
media; guidebook. 

source; this material is under development and not available, communication about 

ongoing efforts and availability dates is invited. contact: dr. ross stuckless/ 

director/ office of educational extension/ national technical institute for the deaf/ 
one lomb memorial drive/ rochester/ ny. 2001852 



title; CAI - SEX education. 5 p. 1970. 

CORPORATE author; NATIONAL TECHNICAL INSTITUTE FOR THE DEAF. 

relevant to; general health education (08.01)/ auditory (19.020101). 
orientation; student oriented material which may be used with special needs students at 
the secondary and postsecondary level in human development courses. 

SUBJECT content; report on CAI DEVELOPMENT OF 4 TOPICS. MALE REPRODUCTIVE AND 

excretory systems/ female reproductive and excretory systems/ reproductive process^ 
gestation/ and birth. 

comment; attempts to use the impersonality of the computer to advantage in this area of 

instruction. in development, 
media; p-i-special. 

source; this material is under development AND NOT AVAILABLE. COMMUNICATION ABOUT 

ONGOING EFFORTS AND AVAILABILITY DATES' IS INVITED. CONTACT: OR. ROSS STUCKLESS/ 

DIRECTOR/ OFFICE OF EDUCATIONAL EXTENSION/ NATIONAL TECHNICAL INSTITUTE FOR THE DEAF/ 
ONE LDMB MEMORIAL DRIVE/ ROCHESTER/ NY. 2001862 



title; personal development seminars. interpersonal relationships. 16 p. 1970* 
CORPORATE author; NATIONAL TECHNICAL INSTITUTE FOR THE DEAF* 

relevant to; auditory (19.020101). 

orientation; teacher oriented material which may be used with special needs students at 
the secondary or postsecondary level in personal development. 

SUBJECT content; interpersonal RELATIONSHIPS/ STEREOTYPES/ ROLE PERCEPTIONS/ SEXUALITY/ 

EFFECTIVE PERSONAL GROWTH. 
comment: applicable to all special needs POPULATIONS. OUTLINE OF TOPICS TO BE COVERED 

in personal development seminars, 
media; guidebook. 

source; this material is under development and not available. communication about 

ongoing efforts and availability dates is inviteo. contact: dr. ross stuckless/ 

^ • director/ office of educational extension/ national technical institute fdr the deaf/ 

ERIC 
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ONE LOMB MEMORIAL ORlVE/ ROCHESTER/ NY. 



2001872 



title: psychology of oeafness» per 

CORPORATE author: NATIONAL TECHNI 

relevant to: auoitory (19t020101) 
orientation: teacher orienteo mat 
the secondary or postseconoary l 

SUBJECT content: INTRODUCTION/ PS 
COMMUNICATION/ PSYCHOLOGICAL EFF 
ASPECTS/ LEARNING IMPLICATIONS/ 

comment: UNIT TITLES/ OBJECTIVES 

through a series of discussions 

meoia : guidebook* 

source: this material is unde 
ongoing efforts ano availabi 
director/ office of eoucatio 
one lomb memorial orive/ roc 



SONAL DEVELOPMENT SEMINAR. 13 Pi 
CAL INSTITUTE FDR THE DEAF. 



1970. 



ERIAL WHICH MAY BE USED WITH SPECIAL NEEDS STUDENTS AT 
EVEL IN PERSONAL DEVELOPMENT, 

YCHOLDGY OF DEAFNESS/ PHYSICAL ASPECTS/ EFFECTS ON 
ECTS/ SOCIETY'S PERCEPTION/ SOCIOLOGICAL AND CULTURAL 
EFFICIENT STUDY PRACTICES. 

AND CURRICULA PROMOTES A POSITIVE ATTITUDE TO DEAFNESS 



R DEVELOPMENT ANO NOT AVAILABLE. COMMUNICATION ABOUT 
LITY DATES IS INVITED. CONTACT: DR. ROSS STUCKLESS/ 
NAL EXTENSION/ NATIONAL TECHNICAL INSTITUTE FDR THE DEAF/ 
HESTER/ NY. 2001882 



title: group dynamics. personal development seminar course outline. 10 p. 1971. 
CORPORATE author: NATIONAL TECHNICAL INSTITUTE FDR THE DEAF. 
RELEVANT TO: AUOITORY (19.020X01) t 

orientation: teacher oriented MATERIAL WHICH MAY BE USED WITH SPECIAL NEEDS STUDENTS AT 

the secondary or postseconoary level in group work, 
subject content: what is a group • processes/ definitions/ primary and secondary 

groups/ crowds/ effect on individuals/ techniques/ values/ effective group process, 
comment: course outline, 
media: guidebook. 

source: this material is under development ANO NOT AVAILABLE. COMMUNICATION ABOUT 
ONGOING EFFORTS ANO AVAILABILITY DATES IS INVITED* CONTACT: DR. ROSS STUCKLESS/ 
DIRECTOR/ OFFICE OF EDUCATIONAL EX^c .STON/ NATIONAL TECHNICAL INSTITUTE FDR THE DEAF/ 
ONE LOMB MEMORIAL DRIVE/ ROCHESTER/ NY. 2001892 



title: pos community service course. 12 P. 
author: yust/ bill/ and others. 

CORPORATE author: NATIONAL TECHNICAL iNST 

relevant to: auoitory (19.020101)/ prevoc 
orientation: student and teacher orienteo 

students at the secondary or postseconoa 

service orienteo programs. 
SUBJECT content: using your abilities to 
comment; promoting an understanding of se 

deaf person makes to his community. awa 
media: guidebook. 

source: this material is under developmen 
ongoing efforts ano availability dates i 
director/ office of educational extensio 
one lomb menorial orlve/ rochester/ ny. 



1970. 

ITUTE FOR THE OEAF. 
ATIONAL EDUCATION (18.01)* 

MATERIAL WHICH MAY BE USED WITH SPECIAL NEEDS 
RY LEVEL IN PERSONAL DEVELOPMENT ANO COMMUNITY 

HELP OTHERS* 

LF ANO AN AWARENESS OF THE CONTRIBUTIONS A 
RENESS ACTIVITIES INCLUDED. 

T AND NOT AVAILABLE. COMMUNICATION ABOUT 
S INVITED. contact: DR. ROSS STUCKLESS/ 
IN/ NATIONAL TECHNICAL INSTITUTE FOR THE DEAF/ 

2001902 



mental: 19»020102 

THIS CATEGORY REFLECTS CONDITIONS WHICH MAY BE ENVIRONMENTALLY/ AS WELL AS BIOLOGICALLY 
DERIVED. A DEGREE OF MENTAL RETARDATION RESULTS. SPECIAL INSTRUCTIONAL TECHNIQUES ARE 
NECESSARY TO ASSURE FULL UTILIZATION OF THE LIMITED STUDENTS' LEARNING CAPACITY. 



title: social perceptual training for community living. 306 P# 1967. 
author: EDMONSON/ BARBARA/ AND OTHERS* 

CORPORAVE author: UNIVERSITY OF KANSAS MEDICAL CENTER. 
RELEVANT "^O: MENTAL (19»02010£). 

orientation: teacher orienteo MATERIAL WHICH MAY BE USED TO PREPARE MENTALLY RETARDED 

PERSONS FOR COMMUNITY LIVInQ. 
SUBJECT content: retarded YOUTH/ PERCEPTUAL TRAINING/ LE^SCNS. 

comment: EXTREMELY DETAILED TEACHER GUIDE WITH SCRIPT ANO VISUALSt CONTAINS UNITS ON 
COMMUNICATION/ MAKING ONf'S WAY IN THE CITY/ MEETING PEOPLE/ FINOINO EMPLOYMENT/ 
BUDGETING/ CHOOSING A PLACE TO LIVE/ GOOD WORK HABITS ANO ATTITUDES/ AFTER HOURS 
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recreation/ and manners. appendices contain information on suggested field trips/ 
ditto masters and necessary slides. one of the better materials samples reviewed by 
the project. very good instructional pacing, 
media: workbook. 

sourcei educational activities/ inc. box 392/ freeport/ ny 11520* •7.95* 2001681 



title; social inference training of retarded adolescents and the test of social 
inference* 1971* 
authors edmonson/ barbara/ and others. 

CORPORATE author: UNIVERSITY OF OREGONt 

relevant to: mental (i9*020i02)* 

orientation: research oriented material which may have implications for the 
rehabilitation counselor's work with retarded persons* some statistical data 
presented* 

subject content! social inference/ retarded adolescents/ objectives/ behavior. 

comment: many aspects of work training are made more difficult because of the retarded 
person's deficits in social comprehension. this report deals with an instrument 
developed to measure the degree of deficit and explores means of remeotfttlng these 
deficiencies. 

media: textbook* 

source: university of 0REG0N« EUGENE/ or 97403* 2001691 



tztle: vocational learning activity packages for educable mentally retarded students* 

470 Pt 1970-71* 

CORPORATE author: UNIVERSITY OF VERMONT* 

relevant to: mental (19.020102)* 

orientation: student/ teacher and curriculum developer oriented materials which may be 
used with educable mentally retarded and other handicapped students at the secondary 
and post secondary level in vocational and prevocational training* 

subjec<t content: consumer economics/ home economics/ art/ health occupations/ 
floristry/ distributive education/ wood working/ construction/ agriculture/ 
automotive/ photography/ electricity/ masonry/ office occupations. 

comment: this is a series of learning activity packets and task analyses prepared for 
the educable mentally retarded in vermont* u*s*0*e* funding was from the bureau for 
educationally handicapped* information on particular packets may be found in this 
catalog in specific subject areas. each packet is 3-10 pages and could be used in 
occupational supervision or classroom teaching situations. 

media: PRINTED-MATTER/ learning activity PACKET/ TASK ANALYSIS/ COURSE GUIDE. 
source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON VT 05401* 
FREEt 2002001 



title: gardening and truck patch. 3 P. NO OAT£. 

CORPORATE author: VOCATIONAL EDUCATION ARKANSAS CHILDREN'S COLONY/ MC RAE UNIT. 
RELEVANT TO: MENTAL (19.020102)/ PLANT SCIENCE (01*0102)* 

orientation: teacher or work EVALUATOR ORIENTED MATERIAL WHICH CAN BE USED WITH 

TRAINABLE MENTALLY RETARDED CLIENTS IN AN INSTITUTIONAL OR SHELTERED WORKSHOP SETTING* 
SUBJECT content: field WORK/ FERTILIZING/ PLANTING/ CULTIVATING/ HARVESTING/ VOCATIONAL 

gardening check sheet* 
comment: this material contains a very good breakdown of the kinds of knowledge and 

skills a student should acquire in this type of training program. the task listing 

check sheet could be used by any work supervisor. material has been evaluated by the 

state education department, 
media: printed-matteR/ course outline. 

source: MR. J. E. MCCURRV^ DIRECTOR OF VOCATIONAL EDUCATION/ ARKANSAS CHILDREN'S 
COLONY/ MCRAE UNIT/ ALEXANDER/ AR. NOMINAL COST FOR DUPLICATION AND MAILING. 

2003061 



title: sheltered workshop. 4 Pt no date* 

CORPORATE author: VOCATIONAL EDUCATION ARKANSAS CHILDREN'S COLONY/ MCRAE UNIT. 

relevant to: mental (19. 020102)* 

orientation: teacher or work EVALUATOR ORIENTED MATERIAL WHICH CAN BE USED WITH 

TRAINABLE MENTALLY RETARDED CLIENTS IN AN INSTITUTIONAL OR SHELTERED WORKSHOP SETTING* 
SUBJECT content: TOOLS/ MATERIALS/ SHELTERED WORKSHOP CHECK SHEET. 

COMMENT: MATERIAL MAS BEEN EVALUATED BY THE STATE EDUCATION DEPARTMENT. THIS MATERIAL 
CONTAINS A VERY GOOD BREAKDOWN OF THE KINDS OF KNOWLEDGE AND SKILLS WHICH CLIENTS 
SHOULD GAIN IN SHELTERED WORKSHOP SETTINGS. THE TASK LISTING CHECKSHEET COULD BE USED 
BY ANY WORK SUPERVISOR. 

media: printed-mattep/ course outline. 

source: MR* J* E* MCCURRY/ DIRECTOR OF VOCATIONAL EDUCATION/ ARKANSAS CHILDREN'S 

COLONY/ MCRAE UNIT/ ALEXANDER/ AR. NOMINAL CHARGE TO COVER DUPLICATION AND MAILING. 

2003071 
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title: kitchen and laundry training program. 13 p. NO DATE. 

CORPORATE author: VOCATIONAL EDUCATION ARKANSAS CHILDREN»S COLONY* MCRAE UNIT. 

relevant to: food managementj production* and services (09.0203)/ clothing management* 

production, and services (09»0202)* mental (19.020102). 
orientation: teacher or work evaluator oriented material which can be used with 

trainable mentally retarded clients in an institutional or sheltered workshop setting. 

SUBJECT content: kitchen aide TRAINING/ MAIN KITCHEN CHECK SKEET/ LAUNDRY AIDE 

training* laundry check list* 
comment: material has been evaluated by the state education department. this material 

contains an excellent descriptive breakdown of the tasks which a worker must perform 

in a kitchen or laundry aide job. the task listing sheets could be used by any work 

evaluator* 
media: printeD'Matter/ course outline. 

source: MR. J. E. MCCURRY/ DIRECTOR OF VOCATIONAL EDUCATION/ ARKANSAS CHILDREN'S 

COLONY/ MCRAE UNIT* ALEXANDER/ AR. NOMINAL CHARGE TO COVER DUPLICATION AND MAILING. 

2003081 



title: YARDS AND GROUNDS TRAINING, k P« NO DaTE. 

CORPORATE author: VOCATIONAL EDUCATION ARKANSAS CHILDREN»S COLONY* MCRAE UNIT. 
RELEVANT TO: LANDSCAPING (OltOSO'r)/ MENTAL (19.020102). 

orientation: teacher or work evaluator ORIENTED MATERIAL WHICH CAN BE USED WITH 

trainable mentally re^tarded clients in an institutional or sheltered workshop setting. 
Subject content: objectives/ methods/ yards/grounds check sheet. 

comment: material has been evaluated by the state education department, this material 
contains an excellent descriptive breakdown of the tasks which a worker must perform 
in a job as a gardener. the task listing sheets could be used by any work evaluator. 

hedia: prin7ED»matteR/ course guide. 

source: MR. J. E. MCCURRY/ DIRECTOR 0*^ VOCATIONAL EDUCATION/ ARKANSAS CHILDREN'S 

COLONY/ MCRAE UNIT/ ALEXANDER/ AR. NOMINAL CHARGE TO COVER DUPLICATION AND MAILING. 

2003091 



title: custodial training, id p. no date. 

CORPORATE author: VOCATIONAL EDUCATION ARKANSAS CHILDREN'S COLONY/ MCRAE UNIT. 
RELEVANT TO: CUSTODIAL SERVICES (17.11)/ MENTAL (19.020102). 

orientation: teacher or work evaluator ORIENTED MATERIAL WHICH CAN BE USED WITH 

TRAINABLE MENTALLY RETARDED CLIENTS IN AN INSTITUTIONAL OR SHELTERED WORKSHOP S5.TTING. 
SUBJECT content: ORIENTATIONi TRAINING/ WET MOPPING/ JANITORIAL ASSISTANT CHECK SHEET. 

comment: material has been evaluated by the state education department, this material 
contains an excellent descriptive breakdown of the tasks which a worker must perform 
in a custodian's job. the task listing sheets could be used by any work evaluator. 

media: printed-matteR/ course guide. 

source: MR. J.E. MCCURRY/ DIRECTOR OF VOCATIONAL EDUCATION/ ARKANSAS CHILDREN'S COLONY/ 
MCRAE UNIT* ALEXANDER/ AR. NOMINAL CHARGE TO COVER DUPLICATION AND MAILING. 2003101 



title: vocational education curriculum. 7 P. NO DATE. 

CORPORATE author: VOCATIONAL EDUCATION ARKANSAS CHILDREN'S COLONY/ MC RAE UNIT. 
RELEVANT TO: MENTAL (19.020102). 

orientation: teacher or work evaluator ORIENTED MATERIAL WHICH CAN BE USED WITH 

TRAINABLE MENTALLY RETARDED CLIENTS IN AN INSTITUTIONAL OR SHELTERED WORKSHOP SETTING. 
SUBJECT content: DEVELOPMENTi PERSONAL ADJUSTMENT/CHECK LIST. 

comment: material has been evaluated BY THE STATE EDUCATION DEPARTMENT. THIS MATERIAL 

contains an excellent descriptive breakdown of adaptive behaviors which a retarded 
person must possess to be socially viable, 
media: printed-matter/ course guide. 

source: MR. J.E. MCCURRY/ DIRECTOR CF VOCATIONAL EDUCATION/ ARKANSAS CHILDREN'S COLONY* 
MCRAE UNIT/ ALEXANDER/ AR. NOMINAL CHARGE TO COVER DUPLICATION AND MAILING. 2003111 



title: occupational education curriculum for SECONDARY LEVEL MENTALLY RETARDEDt 71 P. 
1969f 

CORPORATE author: DIVISION OF CURRICULUM EVALUATION AND DEVELOPMENT. BUFFALO PUBLIC 
SCHOOLS. 

welevant to: mental (19.020102). 

orientation: teacher oriented material which may be used to design learning experiences 
and instruction for all special needs in occupational exploration or related education 
programs* 

SUBJECT content: ORIENTATIONi JOB ANALYSIS/ SKILLS/ SEEKING EMPLOYMENT/ LABOR 
ORGANIZATION/ VOCABULARY. 

comment: this material has many valuable sections which can be of ASSISTANCE TO THE 

TEACHER IN DESIGNING INSTRUCTIONAL MATERIALS. EACH SECTION CONTAINS A GOOD LISTING OF 
APPROPRIATE VOCABULARY WHICH STUDENTS NEED TO MASTER. THE JOB ANALYSIS IS BRIEF BUT 
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DESCRIPTIVE OF THE TASKS STUDENTS CAN BE EXPECTED TO PERFORM IN DIFFERENT OCCUPATlnN<;. 
MANY OCCUPATIONS ARE DESCRIBED. AN OUTLINE OF TOPICS TO BE COVERED IS J^cSd I ?h 
EACH SECTION AND SUGGESTED LEARNING ACTIVITIES AND MATERIALS ARE GIVEN. TH^f^oSIS BE 
AN EXCELLENT RESOURCE FOR THE BEGINNING TEACHER AND A GOOD QUICK REFERENCE FOR ?hE 
Ie a"ilAB?e'?n'?heXl.'""-'""°'' FUNDAMENTAL MATH AND FUNDAMEN^aJ reJSinS WILL 
MEDIA! GUIDEBOOK. 

SOURCE! SCHOOL COMMUNITY OFFICE* BOARD OF EDUCATION, 7TH FLOOR/ CITY HAIL. BUFFALO. NY. 
COST $1.75 PLUS MAILING. ^ ri.uu«/ liiy HAI.L/ BUFFALO/^NY, 
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I^nnMM^I^^ STUDENTS WHO DISPLAY SOME PHYSICAL HANDICAP WHICH MUST BE 

ACCOMMODATED IN THE DESIGN OF INSTRUCTION. THE HANDICAP MAY BE FIXED OR PROGRESSIVE IN 
ctnn^^; GENERALLY, SKILL DEVELOPMENT IS IN FOUR BASIC AREAS. GROSS MOTOR SKILLS ASS ST THE 
STUDENT IN ATTAINING RELATIVELY INDEPENDENT PHYSICAL MOVEMENT. FINE MOTOR LlI 
AfyTP?r';'!r^ STRESSES INCREASING STUDENT SKILL IN MANIPULATING HANDS, FINQErI, HOOKS OR 
ir^if^E *h PHYSICAL MANAGEMENT PROVIDES INSTRUCTION DESIGNED TO ASSIST PUPILS IN 

?TD«c"''°/"'""'- ^'^''-'-^ PERSONAL CARE AND SOCIAL FUNCTIONING. MOb" TRA n?n6 

STRESSES ORIENTATIONS IN SPACE, THE USE OF BODY PARTS IN MOVEMENT, AND TRAVEL SKILLS. 



TITLE! VOCATIONAL EDUCATION FOR THE HANDICAPPED. 10 P. 1970. 
AUTHOR! FULLER, GERALD, AND OTHERS. 
CORPORATE author: UNIVERSITY OF VERMONT. 
RELEVANT TO! MOTOR (19.020103). 

""iMv^itlc?!!" TEACHER OR CURRICULUM DEVELOPER ORIENTED MATERIAL WHICH MAY BE USED WITH 
AN- DISADVANTAGED OR HANDICAPPED PERSON AT THE SECONDARY LEVEL IN A VOCATIONAL 
PRi. jRAM . 

SUBJECT CONTENT! DIVERSIFIED OCCUPATIONS. 

"onf^^L. "'^'^""^^ DELIVERY OF VOCATIONAL SERVICES TO THE HANDICAPPED, 

MeSu? "rIn?ED-MaJ^Er"' VOCATIONAL TRAINING CENTERS IN VERMONT. 

SOURCE! MR. MARC HULL, VOTEX DEPARTMENT, UNIVERSITY OF VERMONT, BuRLlNGTON, VT 05*01. 

2002781 

TITLE! VOCATIONAL EDUCATION AND THE PHYSICALLY HANDICAPPED. 100 P. 07/71. 
AU-^HOR! LOVE, DON AND HOSKINS AND ASSOCIATES. 
CORPORATE author: LOS ANGELES CITY COLLEGE. 
RELEVANT to: MOTOR (19.020103). 

"''I^'^I*^!?'^; PRO^"*" DEVELOPER ORIENTED MATERIAL WHICH MAY BE USED AS A REFERENCE IN 
DEVELOPING PROGRAMS OF VOCATIONAL EDUCATION FOR THE PHYSICALLY HANDICAPPEdT 
DEMOGRAPHIC DATA AND STATISTICAL ANALYSIS INCLUDED. ANDICAPPED. 

SUBJECT- CONTENT! SUPPORTIVE SERVICES ROLE, WORK EXPERIENCE, PLACEMENT. 

urov^i.r.,Inf^ MATERIAL DOES NOT CONTAIN CURRICULUM MATERIALS OR COURSE OUTLINES. IT IS 
^Mc^Tx^.^xn*'- *ND DESCRIPTIVE MAINLY OF SITUATIONS AND EXPERIENCES UNIQUE TO THE 
INSTITUTION AND GEOGRAPHICAL AREA WHERE IT IS LOCATED. THE BOOK APPEARS TO BE 
RELATIVELY MORE EXPENSIVE THAN SIMILAR PRODUCTS OF A GENERAL DISCURSIVE NATURE. 
HOWEVER, MATERIALS ON VOCATIONAL EDUCATION FOR PHYSICALLY HANDICAPPED MAY BE SOMEWHAT 
DIFFICULT TO LOCATE AND THIS MATERIAL IS READILY AVAILABLE. SOMEWHAT 

media: textbook. 

^"^^^^LnxS" DIRECTOR OF STUDENT BOOKSTORE, LOS ANGELES CITY COLLEGE BOOKSTORE, 

355 NORTH VERMONT AVE., LOS ANGELES, CA 90029. $6.60. 2003441 
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THIS CATEGORY REFLECTS STUDENTS WHO ARE PARTIALLY SIGHTED TO TOTALLY BLIND. SPECIAL 
INSTRUCTIONAL TECHNIQUES SUCH AS BRAILLE READERS MAY BE NECESSARY TO WORK WITH THESE 
STUDENTS. 



title: career activities for the BLIND. 15 p. 10/71. 

CORPORATE author: OFFICE OF EDUCATION/ SANTA CRUZ COUNTY. 
RELEVANT TO: VISUAL (19.020105)> PREVOCATIONAL EDUCATION (18*01). 

orientation: teacher and student oriented material which may be used WITH VISUALLY 

HANDICAPPED STUDENTS AT THE JUNIOR HIGH LEVEL IN OCCUPATIONS EXPLORATION PROGRAMS. 
SUBJECT content: want ADS> TAPES/ RECORDS/ CAREER IDENTIFICATION GAMES/ PUBLIC 

relations agency/ career information service. 

comment: the objective in preparing this document was to produce a book of ideas for 
resource/ itinerant/ and regular teachers of the visually handicapped. contains a 
number of game type activities that stimulate interest in different careers, 
activities stress tactile and auditory experiences. this center will have home 
economics and woodworking guides for visually handicapped students by the fall of 
1972t there will be 500 copies of each document. evaluation of materials is 
presently underway. 

media: pamphlet. 

source: RICHARD STRUCK/ DIRECTOR OF PROGRAMS FOR EXCEPTIONAL CHILDREN SANTA CRUZ CO. 
SCHOOLS OFC./ 701 OCEAN STREET/ SANTA CRUZ/ CA 95060. AVAILABLE FOR COST OF 
DUPLICATION AND MAILING. 2003^^61 



title: programs for the visually handicapped. 12 p. NO DATE. 

CORPORATE author: VOCATIONAL SKILLS TRAINING PROGRAM FOR THE VISUALLY HANDICAPPED 

OFFICE OF EDUCATION/ SANTA CRUZ COUNTY. 
RELEVANT TO: VISUAL (19.020105). 

orientation: teacher or parent oriented material WHICH MAY BE USED TO IDENTIFY AND 

describe different vocational training services available to visually handicapped 
secondary students seeking occupational training. 

subject content) vocational skills training program/ business enterprises/ goodwill 
industries* social agencies^ career information center. 

comment; an excellent listing in-depth of services offered in california. document 
also references programs accross the country which deliver vocational training to 
blind persons. an excellei^t resource. this center will have a home economics and 
woodworking guides for visually handicapped students by the fall of 1972* there will 
be 500 copies of each each document. evaluation of materials is presently underway. 

media; pamphlet. 

source: RICHARD STRUCK^ DIRECTOR OF PROGRAMS FOR EXCEPTIONAL CHILDREN/ SANTA CRUZ CO. 
SCHOOLS OFC./ 701 OCEAN STREET/ SANTA CRUZ/ CA 95060. AVAILABLE FOR COST OF 
DUPLICATION AND MAILING. 2003471 
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THE SUBJECT MATTER AND RELATED ACTIVITIES IN SAFETY AND DRIVER EDUCATION ARE ORGANIZED FOR 
CAKRYINQ ON LEARNING EXPERIENCES CONCERNED WITH DEVELOPING IN THE LEARNER THE ABILITY TO 
RESPOND APPROPRIATELY AND EFFICIENTLY IN THE OPERATION OF A MOTOR VEHICLE^ AND AS A 
PEDESTRIAN IN TRAFFIC. INSTRUCTION EMPHASIZES^ IN ADDITION TO OTHER FACTORS^ THE FOLLOWING: 
iX) THE DEVELOPMENT OF APPROPRIATE ATTITUDES TOWARDS SAFETY^ (2) KNOWLEDGE CONCERNING A WIDE 
RANGE OF SAFETY FACTORS^ (3) HABITS AND SKILLS INVOLVED IN SAFEGUARDING ONESELF AND OTHERS^ 
AND (4) EFFECTIVE CITIZENSHIP. 
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SAFETY education: 21«02 



A COMBINATION OF SUBJECT MATTER ANO EXPERIENCES OIRECTEO TOWARO THE CONSERVATION OF HUMAN 
AND MATERIAL RESOURCES* THE LEARNING ENVIRONMENT PROVIDED IS SUCH THAT PUPILS MAY ACQUIRE 
KNOWLEDGE ANO BEHAVIORAL PATTERNS CONDUCIVE TO EFFICIENT AND SAFE LIVING. 



title: ladder safety D0*S and 0DN(T(S« 3 P« 197Df 
CORPORATE author: UNIVERSITY OF VERMONT. 
relevant to: safety education <21«02)« 

orientation: teacher oriented material which may be used with any disadvantaged or 
handicapped person at the secondary or postsecdndary level in a prevdcatidnal skill 
building program* 

SUBJECT content: PREREQUISITES/ TOOLS/ EQUIPMENT/ SUPPLIES* 

COMMENT: THIS MATERIAL WAS DEVELOPED FDR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 

receiving training in a regular vocational education center. the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite specific* 
this detailing sheet would be as useful in the evaluation of actual job performance as 
it is in the training phaset 
media: printed-matter/ task detailing sheet* 

source; MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401* 
PREE. 2002351 



title: laboratory project in using ladders* 3 P* 08/70* 
author: CAMPBELL/ M. 

CORPORATE author: UNIVERSITY OF VERMONT* 
RELEVANT TO: SAFETY EDUCATION (21*D2)« 

orientation: teacher oriented material which may be used with any DISADVANTAGED OR 
HANDICAPPED PERSON AT THE SECONDARY OR POSTSECDNDARY LEVEL IN A PREVDCATIDNAL SKILL 
BUILDING PROGRAM* 

SUBJECT content: MATERIALS/ TOOLS/ TASKS* 

comment: this material was developed FDR USE WITH THE EDUCABLE MENTALLY RETARDED PERSON 

receiving training in a regular vocational education center* the learning package 
sequentially orders tasks to be executed in doing a job* each task is quite specific* 
the detailing sheet would be as useful in the evaluation of actual job performance as 
it 18 in the training phaset 
media: printed-matter/ learning activity packet* 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTON/ VT 05401* 
CONTACT SOURCE FDR FURTHER INFORMATION* 2002881 



title: safety in your future* 24 P* 1966* 

CORPORATE author: U.S. DEPARTMENT OF HEALTH/ EDUCATION/ AND WELFARE/U*S* DEPARTMENT OF 
LABORt 

RELEVANT to: SAFETY EDUCATION (21*02)* 

orientation: student oriented material which may be used with SIGHTED SPECIAL NEEDS 
STUDENTS AT THE SECONDARY LEVEL IN OCCUPATIONAL TRAINING PROGRAMS* 

SUBJECT CONTENT: SAFETY/ PREPARATION/ OCCUPATIONAL INSTRUCTORS/ COURSE GUIDE/ LESSON 
PLANS/ HANDOUT SHEE1^6* 

comment: excellent h^TCSIAL FDR USE IN ANY WORK TRAINING PROGRAM WHERE COMMUNITY 

placement is used* some of the topics discussed deal with handtddls/ working around 
machinery/ personal protection devices/ how to lift/ handling materials safely/ 
ladders/ horseplay/ first aid and fires* reading level on the material is sixth grade 
to seventh grade* 
media: pamphlet* 

source: G*P.D./ tD*l5* 2091221 
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8UI0ANCE SERVICES FOR PUPILS INCLUOE ACTIVITIES OF COUNSELING WITH PUPILS AND PARENTS. 

IIu\t\'^1 np'p.'!hlri'°'cr''" ON LEARNING PR( eIems" eSLS^Si K ^hJ 

iSi'-il'^^ PUPILS* ASSISTING PUPILS TO HAKE THEIR OWN EDUCATIONAL AND CAREER Plans ANn 
^SS'Sn!' *8SISTINa PUPILS IN PERSONAL ANO SOCIAL DEVELOPMENT* PROVIO^NG REfIrSaMsLs^anCP 
AND WORKING WITH OTHER STAFF MEMBERS IN PLANNING AND CONoScnNrOU OaN^E PROGR^HS FOR 
PUPILS. INCLUDED ARE FACILITIES FDR GUIDANCE AND COUNSELING, RELATED EQUIPMEN?!nd 
SUPPLIES, ANO SERVICES PROVIDED BV GUIDANCE ANO COUNSELINQ PERSONNEL. ""''^"^'^^ 



zoz 



PREVOCATIONAL GUIDANCE: 23.01 



A COUNSELING PROCESS IN HKICH THE STUOeNT IS ASSISTED IN UTILIZING HIS APTITUDES AND 
ABILITIES TO DEVELOP Pt*LlSTIC CAREER PLANS AND IN PLANNING FOR HIS IMMEDIATE AND FUTURE 
COUCATIONAL PROGRAM* 



TITLE: OCCUPATIONAL ORIENTATION: AN INTRODUCTION TO THE WORLD OF WORK. 203 P» 1971» 
author: lFE/JASPER S« 

CORPORATE author: MISSISSIPPI STATE UNIVERSITY* 
RELEVANT to: Pi^^VOCATIONAL GUIDANCE !23«01)« 

orientation: student oriented workbook which may be used with any sighted secondary 
special needs student with eighth grade reading ability !n prevocational or career 
exploration programs. some black and white photos included* 

subject content: or itntat io^j^l career/ application/ advancement/ service occupations/ 

BUSINESS OCCUPATIONS/ ORGANIZATIONAL OCCUPATICNC/ TECHNOLOGY OCCUPATIONS/ OUTDOOR 
OCCUPATIONS/ SCIENCE OCCUPATIONS/ ART OCCUPATIONS/ ENTERTAINMENT OCCUPATIONS/ LOCATING 
AND APPLYING FOR A JOB/ WORKING ON 7HE JOB* 
COMMENT: ^^KERE IS AN EXCELLENT SECTION ON UNDERSTANDING THE PRESENT WORLD OF WORK THAT 
WILL SERVC AS A CONCEPTUAL INTRODUCTION T(i DIFFERENT ASPECTS OF THE WORLD OF WORK. 
THIS MATER^IAL COULD BE USED WITH MEnTALLY RETARDED WITH SOME MODIFICATION/ I.E*/ TAPE 

recording and some vocabulary modification. it would be an excellent material for any 
exploratory program. there are extensive listings of suggested student activities 
that can be pursued to obtain additional career information on the various occupations 
described* 
media: textbook. 

source: curriculum coordinating UNIT/ MISSISSIPPI STATE UNIVERSITY/ DRAWER DX/ STATE 
COLLEGE/ MS 39762. t^tOOt 2001581 



TITLE: VOCATIONAL REHABILITATION EVALUATION AND TRAINING CENTER. JOB DESCRIPTIONS* 6 P* 
09/71« 

CORPORATE author: VOCATIONAL CUUCATION FOf? THE HANDICAPPED* 

RELEVANT TO: PREVOCATIONAL GUIDANCE {23*01)/ OISADVANTAQED/HANDICAPPED - INTERNAL 
(19*02)* 

ohie.mtation: curriculum or program developer oriented material which may be used as a 
reference to the kinds of positions which are trained for in this particular setting. 

SUBJECT content: CHILD CARE/ CERAMICS/ CLOTHING/ FOODS/ GRAPHICS/ GROCERY/ JANITORIAL 
SERVICE/ TYPING/ SPEECH/ LAWN SERVICE/ LEATHERCRAFT/ MECHANICS/AUTO/ 
NEEDlEWORK/C?>AFTS/ plastics^ shoe SHINE/ WELDING/ WOODWORK* 

COMMENT: THIS MATERIAL PRESENTS A ONE PARAGRAPH SYNOPSIS OF JOBS IN WHICH THIS CENTER 
OFFERS CLIENT TRAILING* 

media: PRINTED-MATTER/ job OESCRlPTlONf 

SOURCE: MR. B. D. ROBERTS/ DIRECTOR/ VOCATIONAL EDUCATION FOR THE HANDICAPPED/ 1593 
WEST CAPITOL STREET/ JACKSON/ MS 39203* 2003011 



TITLE; HOW TO GET A JOB AND HOLD IT* NO DATE* 

CORPORATE author: MISSISSIPPI STATE DEPARTMENT OF EDUCATION* 

RELEVANT TO: PREVOCATIONAL EDUCATION (18*01)/ PREVOCATIONAL GUIDANCE (23*01)* 
orientation; student and TEACHER ORIENTED MATERIAL WHICH MAY BE USED WITH DISADVANTAGED 

AND HANDICAPPED STUDENTS AT THE SECONDARY LEVEL IN OCCUPATIONAL TRAINING OR 

COOPERATIVE WORK EXPERIENCE PLACEMENTS* 
SUBJECT content: MATERIALS/ TEACHING METHODS/ HEALTH/ SAFETY^ JOB POSSIBILITY/ 

FILM8TRIPS* 

comment: this unit is presently being used with disadvantaged and HANDICAPPED STUDENTS 
IN VOCATIONAL TRAINING PROGRAMS IN MISSISSIPPI* THIS IS A COURSE OUTLINE THAT LISTS 
SPECIFIC PERFORMANCE OBJECTIVES/ TEACHING MATERIALS/ PROVIDES A LIST OF STUDENT 
ACTIVITIES AND HAS A REFERENCE SECTION* EVALUATION IS CURRENTLY BEING CONDUCTED ON 
THE MATERIALS* THE COPY RECEIVED FOR ANNOTATING WAS DIFFICULT TO READ* OTHER COPIES 
MAY OR MAY NOT HAVE THIS REPRODUCTION DEFECT* 

media: guidebook* 

source: bill LOWERY/ assistant director/ handicapped PROGRAM/ ITJ* JUNIOR COLLEGE/ 

TUPPELO CENTER/ TUPPELO/ M8t LIMITED QUANTITIES AVAILABLE* 2003601 



title: getting that job* 2^ P« 1966* 

author: DARE/ BEATRICE AND EDWARD Jt WOLFE* 
CORPORATE author; CLARION HOUSE* 

RELEVANT to; OCCUPATIONAL INFORMATION (18*02)/ PREVOCATIONAL GUIDANCE (23*01)* 

orientation: student oriented material which may be used by sighted special needs 

STUDENTS AT THE SECONDARY LEVEL IN PREVOCATIONAL AND VOCATIONAL TRAINING* 
SUBJECT content: VOCABULARY/ JOB HUNTING/ INTERVIEW PREPARATION/ APPLICATION FORMS* 
comment: this material was sent to NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTED 

FOR LISTING* MATERIALS FROM OTHER PU3LISHERS REQRETABLY WERE NOT INCLUDED DUE TO LACK 
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or SAMPLE COPY. WORKBOOK QEAREO TO APPROXIMATELY A FOURTH-QRAOE REAOINO LEVEL. 
INSTRUCTOR'S MANUAL BY THE SAME TITLE ACCOMPANIES THIS BOOKLET. 

meoia; workbook* 

source: EOUCATIONAL opportunities OIVISION, OIVISION of FOLLETT PUBLISHING CO*. 1010 
WEST WASHINGTON BLVO., CHICAGO. XL 60607. ruDLi:>MiN« uo., ^OIU^^^ 

TITLES. YOU AND YOUR OCCUPATION^ 30 P. 1966. 

author: OARE* BEATRICE Ft ANO EOWARO Jt WOLFE. 
C0RP0J5ATE author; CLARION HOUSE. 

RELEVANT TO: PREVOCaTIONAL EOUCATION (18.01)* PREVOCATIONAL GUIOANCE (23.01 )t 
ORIENTATION! STUOENT ORIENTED MATERIAL WHICH MAY BE USEO BY SIGHTEO SPECIAL NEEOS 

STUOENTS AT THE SECONOARY LEVEL IN PREVOCATIONAL ANO VOCATIONAL TRAINING. 
SUBJECT content: job orientation* vocabulary. 

comment: this material was sent to NWREL as a publishers SAdPLE ANO HAS BEEN SELECTEO 
nr^o'-^l^i'^^'* MATERIALS FROM OTHER PUBLISHERS REQRETABLY WERE NOT INCLUOEO OUE TO LACK 
OF SAMPLE COPY. WORKBOOK QEAREO TO APPROXIMATELY A FOURTH GRAOE REAOING LEVEL. 
INSTRUCTOR'S MANUAL BY THE SAME TITLE ACCOMPANIES THIS BOOKLET. 

media: workbook. 

source: EOUCATIONAL OPPORTUNITIES OIVISION, OIVISION OF FOLLETT PUBLISHING CO.* 1010 
WEST WASHINGTON BLVO.# CHICAGO^ IL 60607. uouioriini. lu.* l"!"^^^ 

tittle: WANTING A JOB. 48 P. 1967. 
AUTHOR: TURNER* RtCHARO H. 

CORPORATE author: FOLLETT EOUCATIvONAL CORPORATION. 

RELEVANT TO: PREVOCATIONAL EOUCaTION (18.01)* PREVOCATIONAL GUIDANCE (23.01). 
orientation: student oriented material which may be USEO BY SIGHTEO SPECIAI NEEDS 

STUDENTS AT THE SECONOARY OR POSTSECDNDARY LEVEL IN PREVOCATIONAL TRAINING. 
SUBJECT content: application form* interview* aptitude test* final exam* word MATCHING* 

GLOSSARY. 

COMMENT: THIS MATERIAL WAS SENT TO NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTEO 
n^'^o'-^^i'^^' MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUDED OUE TO LACK 
OF SAMPLE COPY. BOOKLET IH STORY FORM WITH ACTIVITIES TO COMPLETE AT THE END OF EaCH 
SECTION. EACH EPISOOE IS ABOUT ONE ASPECT OF WANTinC A JOB. 

media: workbook. 

source: educational opportunities division* OIVISION OF FOLLETT PUBLISHING CO.* 1010 
WEST UmSHINGTON BLVD.* CHICAGO* IL 60607. 2007571 

title: starting a job. kS p. 1967. 

author: turner* richaro h. : 

CORPORATE author: FOLLETT EOUCATlONAi. CORPORATION. 

RELEVANT TO: PREVOCATIONAL EDUCATION M 18.01 )* PREVOCATIONAL GUIDANCE (23.01). 

orientation: student oriented MA7ERI/L WHICH MAY BE USED BY SIGHTEO SPECIAL NEEOS 
STUOENTS AT THE SECONDARY OR POSTSECDNDARY LEVEL IN PREVOCATIONAL TRAINING. 

SUBJECT content: exercises* final EXAII* household expenses* PERSONNEL OFFICE* DRIVER'S 
LICENSE* JOB PROTECTION* WORD MATCHIHO* GLOSSARY. 

COMMENT: THIS MATERIAL WAS SENT TO NWftEL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTEO 
FOR LISTING. MATERIALS FROM OTHER P13LISHERS REGRETABLY WERE NOT INCLUDED OUE TO LACK 
OF bAMPLE COPY. BOOKLET IN STORY FORM WITH ACTIVITIES TO COMPLETE AT THE EMO OF EACH 
SECTION. EACH EPISODE IS ABOUT ONE A.^PECT OF LOOKING FOR A JOB.. 

meoia: WORKBOOK. 

source: EOUCATIONAL OPPORTUNITIES DIVIS-'^ION* OIVISION OF FOLLETT PUBLISHING CO.* 1010 
WEST WASHINGTON BLVD.* CHICAGO* IL 6o:i07. 2007581 

title: looking for a job. 48 P« 1967. 
AUTHOR! TURNER* RICHARO H. 

CORPORATE author: FOLLETT EOUCATIONAL COlvPORATION . 

RELEVANT TO: PREVOCATIONAL EDUCATION UBOD* PREVOCATIONAL GUIDANCE (23.01). 

orientation: student oriented material which may be used by sighted special needs 

STUDENTS AT THE SECONDARY OR PDSTSECDNDAi Y LEVEL IN PREVOCATIONAL TRAINING. 
comment: this material was sent to NWREL A PUBLISHERS SAMPLE AND HAS BEEN SELECTEO 
FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WE^E NOT INCLUDED OUE TO LACK 
OF SAMPLE COPY. BOOKLET IN STORY FORM WT H ACTIVITIES TO COMPLETE AT THE END OF EaCH 
SECTION. EACH EPISODE IS ABOUT ONE ASPECT OF LOOKING FOR A JOB. 

media: workbook. 

source; educational opportunities division* DIVISION OF FOLLETT PUBLISHING CO.* 1010 
WEST WASHINGTON BLVD.* CHICAGO* IL 60607. 2007591 
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title: holding a JDB« 4>8 P« 1967* 

author; Turner^ Richard h« 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION* 

RELEVANT TO: PREVOCATIONAL EDUCATION (18«01)# PREVOCATIONAL GUIDANCE (23«01)« 

orientation: student oriented material which may be used by sighted special needs 
students at the secondary or postsecdndar y level tn prevocational and vocational 

TRAINING* 

SUBJECT content: Exercises^ final exam^ glossary. 

comment: this material has sent to nhrel as a publishers sample and has been selected 
for listing. materials from other publishers regretably here not included oue to lack 

OF SAMPLE COPY* BOOKLET IN STORY FORM HITH ACTIVITIES TO COMPLETE AT THE ENO OF EACH 

section. episodes are about job conditions^ good horking habits ano occupational 
problems, 
media: horkbook* 

source: educational opportunities division^ division of follctt Publishing co«i loio 

HEST HASHINGTON BLVO.i CHICAGO^ IL b0607. 2007601 



TITLE: CHANGING A JOB* ^8 P* ' 1967* 
author: TURNER/ RICHARO H. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION* 

RELEVANT To: PREVOCATIONAL EDUCATION (l8*0l)/ PREVOCATIONAL GUIDANCE (23.01). 

orientation: stuocnt oriented material hhich may be used by sighted special needs 

STUDENTS AT THE SECONDARY OR POSTSECONOARY LEvEL IN PREVOCATIONAL ANO ^.VOCATIONAL 
TRAINING. 

subject content: advice/ final exam/ horo matching/ glossary* 

comment: this material has sent to nhrel as a publishers sample and has been selected 
for listing. materials from other publishers regretably here not included due to lack 
of sample copy* booklet in story form hith activities to complete at the eno of each 
section. episodes are about career satisfaction/ unions ano salaries* 

meoIa: textbook* 

SOURCE: EDUCATIONAL OPPORTUNITIES DIVISION/ DIVISION OF FOLlETT PUBLISHING CO./ 1010 
HEST WASHINGTON BLVD./ CHICAGO/ IL 60607. 2007621 



title: the jobs you get. ^8 P* 1962. 
author: TURNER/ RICHARO H. 

CORPORATE author: FOLLETT EDUCATIONAL CORPORATION* 

relevant to: prevocational education (18*01)/ prevocational guidance (23*01). 
orientation: student oriented material hhich may be used with disadvantaged students at 
the secondary level in prevocational training. 

SUBJECT content; INTERVIEW/ EQUIPMENT/ WARDROBE/ GLOSSARY. 

uOhment: this material has sent to nhrel ;>.s a publishers sample and has been selected 
for listing. materials from other publishers regretably here not included due to lack 
of sample copy* workbook is in story form with activities to complete at the end of 
zach section* episodes ar£ a&out job applications/ employment offices ano 

COMMUNICATION SKILLS* GEARED TO APPROXIMATELY A THIRO GRADE READING lEvEI • 

media: workbook* 

source: EOUCATIOf.'AL OPPORTUNITIES DIVISION/ DIVISION OF FOLLETT PUBLISHING CO./ 1010 
WEST WASHINGTON BLVD./ CHICAGO/ IL 60607. 2007631 



title: training for a job* ^8 P* 1967* 
author; TURNER/ RICHARO H* 

CORPORATE author: FOLlETT EDUCATIONAL CORPORATION* 

RELEVANT To: PREVOCATIONAL cOUCATION (18*01)/ PREVOCATIONAL GUIDANCE (23*01)* 
orientation: student ORIENTED MATERIAL WHICH MAY BE USED BY SIGHTED SPECIAL NEEDS 

STUDENTS AT THE SECONDARY POSTSECONOARY LEvEL IN PREVOCATIONAL TRAINING* 
SUBJECT content: word MATCHING/ FINAL EXAM/ APPRECIATION/ POTENTIAL/ GLOSSARY* 
comment: this material was SENT TO NWREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTED 

for lisung* materials frqk other publishers regretably were not included due to lack 
of sample copy* booklet in story form with activities to complete at the end of each 
section* episodes are about trainees/ fringe benefits ano job skills* 
media: workbook* 

source: Educational opportunities division/ division of follett publishing co*/ loio 

WEST WASHINGTON BLVO*/ CHICAGO/ IL 60607* 2007641 



title: keeping that job* 32 P* 1967* 

author: DARE/ BEATRICE F*/ ANO EDWARD J* WOLFE* 
CORPORATE author; FOLlETT EDUCATIONAL CORPORATION* 

RELEVANT to: PREVOCATIONAL EDUCATION (18*01)/ PREVOCATIONAL GUIDANCE (23*01)* 
orientation: student oriented material WHICH MAY BE USEo BY SIGHTED SPECIAL NEEDS 
STUDENTS AT THE SECONDARY LEVEL IN PREVOCATIONAL OR VOCATIONAL TRAINING* 
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SUBJECT content: VOCAaULARYj SENTENCE FILL-INS. 

comment: fHlS MATERIAL WAS SENT TO NHREL AS A PUBLISHERS SAMPLE AND HAS BEEN SELECTED 
FOR LliJTlNG. MATERIALS FROM OTHER PUBLISHERS REQRETABLY WERE NOT INCLUDED DUE TO LACK 
DF SAMPLE COPV WORKBOOK GEARED TO APPROXIMATELY A FOURTH GRADE READING LEVEL. 
INCLUDES LESSONS ON THE IMPORTANCE OF FIRST IMPRESSIONS/ HOLDING DOWN A JOB AND 
REASONS FOR STAYING t<lTH A JOB. iNSTRUCTORfS MANUAL BY THE SAME TITLE ACCOMPANIES 
THIS BOOKLETt 

media: WORKBOOK* 

SOURCE: EDUCATIONAL CPPORTUNI TlES DIVISION/ DIVISION DF FOLLETT PUBLISHING CD./ 1010 
WEST WASHINGTON BLVDt/ CHICAGO/ IL 60607. 2007661 



title: the WCRLD of work orientation and guidance. 216 P. 06/72. 
AUTHOR: JENSEN/ A.K./ AND OTHERS. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

RELEVANT to: PREVOCATIDNAL EDUCATION (18.01)/ PREVOC^TICNAL GUIDANCE (23.01?. 

orientation: teacher and STUDENT ORIENTED MATERIAL WHiCH MAY BE USED WITH SPECIAL NEEDS 
STUDENTS AT ThE SECONDARY LEVEL IN WORK EXPLORATION PROGRAMS. 

SUBJECT content; ORIENTATION/ EMPLOYMENT GRAPHS/ APPLICATION FORMS/ DIAGRAMS. 

comment: this material CONTAINS TRANSPARENCY MASTERS AND A NUMBER OF LEARNING 
ACTIVITIES. EACH LEARNING ACTIVITY CONTAINS PERFORMANCE OBJECTIVES/ TOOLS AND 
EQUIPMENT/ MATERIALS/ PROCEDURES/ POINTS FOR INCLUSION IN THE DISCUSSION/ AND STUDENT 

worksheets. the worksheets are appropriate for use with less a0le readers and the 
transparency masters are good. a very thorough self-contained instructional package, 
a materials and equipment list is attached, 
media: guidebook. 

source: MR. C. H. JOHNSON/ JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 90S RUTLEDGE BUlLDlNG/ COLUMBIA/ SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN ThEN BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. 2008401 



title: game cards* 29 p* no date. 

CORPORATE author: SOUTH CAROLINA STATE DEPARTMENT OF EDUCATION. 

RELEVANT to: PREVOCATIDNAL EDUCATION (18*01)/ PREVOCATIONAL GUIDANCE (23.01). 

ORIENTATIO..: STUDENT ORIENTED MATERIAL WHICH MAY BE USED wiTH SPECIAL NEEDS STUDENTS AT 

THE SECONDARY AND POSTSECONDARY LEVEL IN PREVOCATIDNAL AND OCCUPATIONAL EXPLORATION 

PROGRAMS* 

SUBJECT CONTENT: GAME CARDS/ OCCUPATIONS. 

COMMENT: THIS MATERIAL l£ A SERIES OF SHEETS WHICH HAVE DIFFERENT OCCUPATIONAL TITLES 
PRINTED ON THEM. THESE CARDS CAN BE USED IN A LOTTO TYPE GAME TO MAKE LEARNING ABOUT 
OCCUPATIONS MORE FuN . A MATERIALS AND EQUIPMENT LIST IS ATTACHED. 

media: game. 

source: MR. C. H. JOHNSON. JR./ DIRECTOR/ OFFICE OF VOCATIONAL EDUCATION/ STATE 
DEPARTMENT OF EDUCATION/ 908 RuTLEDGE BUILDING/ COLUMBIA, SC 29201. LIMITED 
AVAILABILITY. COPIES CAN BE REQUESTED BY STATE SUPERVISORS ONLY. THESE CAN THl-N BE 
DUPLICATED AND DISTRIBUTED TO INDIVIDUAL TEACHERS. i'0084»ll 



title: selected free materials for classroom teachers. 135 p. 1971. 
AUTHOR: AUBREY, RUTH H. 

RELEVANT to: PREVOCATIDNAL GUIDANCE (23*01). 

orientation: a directory which may be used by STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY FREE INSTRUCTIONAL MATERIALS AVAILABLE FROM GOVERNMENT AGENCIES/ NATIONAL 
ASSOCIATIONS AND MANUFACTURERS. THE MATERIALS LISTED HAVE POSSIBLE APPLICATION TO THE 
ELEMENTARY/ SECONDARY AND POSTSECONDARY LEVEL. 

SUBJECT content: DIRECTORY/ INSTRUCTIONAL MATERIALS/ FREE, DESCRIPTIONS/ INDEX. 

comment: INCLUDES MATERIALS FOR GUIDANCE AND CAREER EDUCATION. MANY MATERIALS LiSTtO 
WHICH MAY BE USED AS RELATED INFORMATION SN ALL AREAS OF VOCATIONAL AND TECHNICAL 
EDUCATION. 

media: directory. 

source: fearon publishers/ lear siegler/ inc/ educational division/ 6 davis orlve/ 
belmont/ ca 9*002. $2.00. 2009*71 
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A COUNSELING PROCESS IN WHICH SPECIFIC INFORMATION CONCERNING IMMEDIATE AND LONG-RANGE 
OCCUPATIONAL PLANS IS PROVIOED STUDENTS INDIVIDUALLY OR IN GROUPS. 



title: OECIOING on ANO locating your kino of J0B« 15 p. 1971. 
author: SHANNON^ THEOOORE. 

CORPORATE author: AGRICULTURAL EDUCATION SERVICE^ OHIO STATE DEPARTMENT OF EDUCATION. 
RELEVANT to: occupational INFORMATION (18«02)j OCCUPATIONAL INFORMATION (23.02). 

orientation: student oriented material which may be used with disadvantaged or 
handicapped on a secondary level in occupational exploration or prevocat lonal training 

PROGRAMS. 

SUBJECT content: JOB OECISIONj locating JOBj SELF*INVENTORYj employment AGENCIES. 
comment: this material requires at least a seventh or eighth GRADE REaDInC^ LEvEL MD 

understanding, 
media: workbook. 

source: department of agricultural education^ the OHIO STATE UNIVERSITY^ C0LUMi5USj OH. 
CONTACT SOURCE FOR PRICE INFORMATION. 200X031 

title: getting your job. l^ P« 19?1. 
author: shannon^ THEODORE. 

CORPORATE author: AGRICULTURAL EDUCATION SERVICE^ OHIO STATE DEPARTMENT OF EDUCATION. 

relevant to: occupational information (18*02) j occupational information (23.02). 
oh^entation: student oriented material which may be used with disadvantaged or 
handicapped on a secondary level in occupational exploration or prevocat lonal training 

PROGRAMS. 

SUBJECT content: social security cardj resuhEj job APPLICATION porhSj job interviews^ 

JOB INTERVIEW CHECKLIST* 

comment: areas of STUDY IN THIS UNIT INCLUOC: GETTING YOUR SOCIAL SECURITY CAPD> 
COMPILING YOUR RESUMEj FILLING OUT A JOB APPLICATION FORMj PREPARING FOR A JOB 
INTERVIEW. THE MATERIAL REQUIRES A SEVENTH OR EIGHTH GRADE READING LEVEL* 

media: WORKBOOK. 

source: department of agricultural education^ the OHIO STATE UNlVtRSITYj COLUMBUSj OH. 
CONTACT SOURCE FOR PRICE INFORMATION. 2001041 

title: COMPARATIVE GUIDANCAE AND PLACEMENT PROGRAM* P. 1969* 
CORPORATE author: COLLEGE ENTRANCE EXAMINATION BOARD* 

relevant to: occupational information (23*02). 

orientation: counselor oriented material which may be used with handicapped and 

DISADVANTAGED PERSONS AT THE SECONDARY AND POSTSECONDARY LEVEL IN A PREVOCATIONAL OR 
OCCUPATIONAL EXPLORATION PROGRAM. 

SUBJECT Content: vocabulary^ reading^ sentences^ mathj comparisons^ guidance/placement 

TEST* 

comment; this JNSTRuMENT WAr IDENTiriED BY THE NATIONAL TECHNICAL INSTITUTE FOR THE 
DEAF AS ONE WHICH SFEmED TO BE A USEFUL PREDICTIVE MEASURE^ WHEN USED WITH OTHER DATAi 
OF A STUDENT'S POTENTIAL FOR SUCCESS IN DIFFERENT TECHNICAL TRAINING AREAS. 

media: woRKaooK. 

source: educational testing service^ PRInCETONj NJ. 2002941 

title: occupational orientation volume 6* 18 p. NO Date. 

CORPORATE author: MISSISSIPPI STATE DEf^T. OF EDUCATION. 
RELEVANT TO: OCCUPATIONAL INFORMATION (23*02). 

orientation: student and TEACHER Of^IENTED MATERIAL WHICH HAY BE USED WITH DISADVANTAGED 
AND HANDICAPPED STUDENTS AT THE SECONDARY LEVEL IN OCCUPATIONAL TRAINING OR 
COOPERATIVE WORK EXPERIENCE PLACEMENTS. 

SUBJECT content: VOCATIONAL OBJECTIVES/ PERSONAL QROOMInOj INTERVIEWS^ EMPLOYER'S ROLEj 
EQUIPMENT^ MONEY MANAGEMENT* 

comment: THIS UNIT IS PRESENTLY BEING USED WITK DISADVANTAGED AND HANDICAPPED STUDENTS 
IN VOCATIONAL TRAINING PROGRAMS IN MISSISSIPPI. IT IS A COURSE OUTLINE WHICH PROVIDES 
GUIDANCE AS TO THE KINDS OF SUBJECTS THAT SHOULD BE STUDIED IN AN OCCUPATIONAL 
ORIENTATION PROGRAM* EVALUATION IS PRESENTLY BEINQ CONDUCTED ON THE MATERIALS. 

media: guidebook. 

SOURCES BILL LOWEKYj ASSISTANT DIRECTOR^ HANDICAPPED PROORAMj ITJ. JUNIOR COLLEOEj 

TUPPELO CENTERj TUPPELOj MS* LIMITED QUANTITIES AVAILABLE. 2003571 

title: OCCUPATIONAL EXPLORATION AND CAREER SELECTION. NO DATE. 
CORPORATE author: WhITESIDE area VOCATIONAL CENTER. 
RELEVANT to: OCCUPATIONAL INFORMATION (23*02). 

orientation: guidance COUNSCIOR and STUDENT ORIENTED MATERIAL WHICH MAY BE USED WITH 
SIGHTED SPECIAL NEEDS STUDENTS AT THE SECONDARY OR POSTSECONDARY LEVEL IN OCCUPATIONAL 
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EXPLORATION PROGRAhSt 

SUBJECT content; practice forms* assignments* pretest* posttest* occupations selection. 

commenti this material is written to be used by students and some sections are very 
appropriate for thi? purposet there is a heavy ehphasis in self analysis as a basis 
for job choice. a rather extensive media selection in the resource center at this 
institution is used by students working with this packet* the cassette collection, in 
particular* should be duplicated by institutions using such handbookst the reading 
level is quite high in about half of the student activities. 

media: workbook* 

source: MR. J. H. RHODES* WHITESIDE AREA VOCATIONAL CENTER* 1608- 4TH AVENUE* STERLING* 
IL 61081. LIMITED AVAILABILITY. CONTACT SOURCE FOR PRICE INFORMATION. 2003891 



title: selected bibliographies on the vocationally handicapped. 56 P. 1972* 
author: CONARDi LAURENCE ROBERT. 

relevant to: occupational information (23.02)* curriculum development (24.02). 
orientation: teacher and curriculum developer oriented material which may be used as a 

resource in developing vocational training for secondary and postsecondary handicapped 

students. 

subject content: adjustment^ counseling* education* guidance* materials* placement* 
rehabilitation* training. 

comment: This is quite a comprehensive review of existing resources and should 
certainly be requested by any persons interested in vocational curriculum for these 
clients. copies will be available free of charge from regional special education 
instructional materials centers. to find the name of the center nearest you* contact 
your state director of special education or write to the developer. 

media: bibliography. 

source: MS. BOLEN* IMCSE: affiliate coordinator* 1031 S. BROADWAY* SUITE 623* LOS 
ANGELES* CA 90015. SEND STAMPED* SELF-ACDRESSEO ENVELOPE FOR ORDERING INFORMATION. 

2003991 



title: jobs in your future. 96 P* 1967. 

author: lee* mjriam. 

CORPORATE author; NEWARK NEW JERSEY BOARD OF EDUCATION. 
RELEVANT TO; OCCUPATIONAL INFORMATION (23.02). 

orientation; student oriented MATERIAL WHICH MAY BE USED BY ANY SIGHTED SPECIAL NEEDS 

.STUDENT AT THE SECONDARY OR POSTSECONDARY LEVEL IN PREVOCATIONAL EDUCATION. 
SUBJECT content: job INFORMATION. 

COMMENT; WELL ILLUSTRATED SERIES OF EXERCISES WHICH ARE DESIGNED TO ORIENT STUDENTS TO 
. DIFFERENT TYPES OF OCCUPATIONS AND HOW TO SECURE AND KEEP JOBS* WOULD BE VERY 

APPROPRIATE FOR USE l»ITH EDUCABLE MENTALLY RETAREOED AS WELL AS OTHER GROUPS. 
media: WORKBOOK* 

source: scholastic book services* new YORK* N.Y. 2100151 
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OTHER QUIOANCE ANO COUNSELING: ^3•03 



INCLUOEO IN THIS CATAGORY IS MATERIAL OF GENERAL INTEREST TO COUNSELORS ANO THEIR 
o?2^«nri°^* ^^^"PLES OF MATERIALS INCLUDES: INSERVlCE EDUCATION MATERIALS. PROFESSIONAL 
PERIODICALS/ OR UNIQUE PROGRAMS BEING IMPLEMENTED IN OTHER GUIDANCE AND COUNSELING 
ACTIVITIES • 



title; MINNESOTA IMPORTANCE QUESTIONNAIRE, h ?• ISll. 
CORPORATE author: WORK ADJUSTMENT PROJECT. 
RELEVANT TO: OTHER GUIDANCE AND COUNSELING (23.03). 

orientation: COUSELOR oriented material which may 3E used with handicapped ANO 

DISADVANTAGED PERSONS AT THE SECONDARY AND POSTSECDNDARY LEVEL IN A PREVOCATIONAL OR 
OCCUPATIONAL EXPLORATION PROGRAM. THERE IS A FORM OF THIS EVALUATION MEASURE WHICH 
HAS BEEN STANDARDIZED ON RETARDED POPULATIONS. 

SUBJECT content: VOCATIONAL NEEDS/ ACHIEVEMENT/ 4DVANCEMENT/ POLICIES/ COMPENSATION/ 
RESPONSIBILITY/ SUPERVlSIDNt 

comment: this instrument is designed to elicit the SUBJECT'S SELF PERCEIVED NEEDS WHICH 
MAY HAVE RELEVANCE TO VOCATIONAL CHOICE OR SUCCESS. QUESTIONS SEEK TO DETERMINE THE 
SUBJECT'S NEEDS FOR: (1) ABILITY UTILISATION/ (2) ACHIEVEMENT/ (3) ACTIVITY/ (4) 
ADVANCEMENT/ (5) AUTHORITY/ (6) FAIR COMPANY POLICIES AND PRACTICES/ (7) COMPENSATION/ 
(8) CO-WORKER RELATIONSHIPS/ (9) CREATIVITY/ (10) INDEPENDENCE/ ( X X J MORAL VALUES/ 
(X2) RECOGNITION/ (X3) RESPONSIBILITY/ (X4) SECURITY/ (X5) SOCIAL SERVICE/ (X6) SOCIAL 
STATUS/ (X7) SUPERVISIDN-HUMAN RELATICNS/ (X8| SUPERVISION-TECHNICAL/ (X9) VARIETY/ 
(20) WORKING CONDITIONS. 

media: printed-matter/ questionnaire. 

source: vocational psychology RESEARCH/ DEPARTMENT OF PSYCHOLOGY/ ELLIOTT HALL/ 

UNIVERSITY OF MINNESOTA/ MINNEAPOLIS/ MN 55455. 200293X 

title: hall occupational ORIENTATION INVENTORY. 60 P. X97X. 
AUTHOR: HALL/ L.G./ ANO OTHERS. 

RELEVANT TO: OTHER GUIDANCE AND COUNSELING (23.03). 

orientation: counselor oriented material which may be used with sighted special needs 

STUDENTS AT THE SECONDARY OR POSTSECDNDARY LEVEL IN VOCATION AND EVALUATION WORK. 
SUBJECT content: MANUAL/ OCCUPATIONAL INVENTORY/* YOUNG ADULT/ COLLEGE. 

comment: this material was SENT TO NWREL AS A PUBLISHERS SAMPLE ANO HAS BEEN SELECTED 
FOR LISTING. MATERIALS FROM OTHER PUBLISHERS REGRETABLY WERE NOT INCLUOEO OUE TO LACK 
OF SAMPLE COPY. THE PURPOSE OF THIS TEST IS A SYSTEMATIC ANO COMPREHENSIVE RESPONSE 
STRUCTURE WHICH WILL ENABLE THE CLIENT TO BEST FiNO AN OCCUPATIONAL CHOICE FULFILLING 
Irll onoDnc^2°^^^'"r'^P°^ ^"^^ VALUES. THE KIT CONTAINS A COUNSELOR'S MANUAL EXPLAINING 
THE PURPOSES/ ADMINISTRATION AND GRADING OF THE TEST. ALSO CONTAINED ARE THE QUESTION 
BOOKLET/ TWO INTERPRETIVE FOLDERS FDR YOUNG ADULTS AND COLLEGE STUDENTS/ AND A 

RESPONSE Sheet. iuut^io# aimu 

media: kit. 

source: FOLLETT educational CORPORATION/ XDXD W. WASHINGTON BOULEVARD/ CHICAGO/ IL 

200726X 
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MATERIALS UNDER THIS HEADlNa MAY BE USED TO DESCRIBE THE ASPECTS OF SERVICES FOR THE 
INSTRUCTIONAL STAFF WHICH ARE PROVIDED FOR INSTRUCTIONAL STAFF MEf*BERS Of THE SCHOOL OR 
SCHOOL SYSTEM* 
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INSERVICE education: 24*01 



INSERVICE EDUCATION FOR THE INSTRUCTIONAL STAFF INCLUDES SYSTEMATIZED ACTIVITIES PROMOTED/ 
DIRECTED/ OR APPROVED BY A SCHOOL SYSTEM OR SCHOOL THAT CONTRIBUTE TO THE PROFESSIONAL OR 
OCCUPATIONAL GROWTH AND COMPETENCE OF MEMBERS OF THE INSTRUCTIONAL STAFF DURING THE TIME OF 
THEIR SERVICE SCHOOL SYSTEM OR SCHOOL AMONG THESE ACTIVITIES AR*^ WORKSHOPS/ DEMONSTRATIONS/ 
CONFERENCES/ LECTURES/ COURSES FOR COLLEGE CREDIT/ SABBATICAL LtAVES/ AND TRAVEL LEAVES. 



title: materials development center - INFORMATION NEWSLETTER. 1971. 
CORPORATE author: STOUT STATE UNIVERSITY/ WISCONSIN. 
RELEVANT TO: INSERVICE EDUCATION (24.01). 

orientation: rehabilitation or work SUPERVISOR ORIENTED MATERIAL WHICH MAY BE USED TO 
KEEP ABREAST OF THE NEW DEVELOPMENTS IN THE FIELD OF WORK EVALUATION/ ADJUSTMENT AND 
TRAINING. 

SUBJECT content: DEVELOPMENT CENTER ORIENTATION/ METHODOLOGY/ MATERIALS/ UTILIZATION/ 
NEWSLETTER. 

comment: this publication is put TOGETHER BY ONE OF THE MOST OUTSTANDING VOCATIONAL 

schools in the country. the rehabilitation uepartment is quite strong and those with 
an interest in professional development should request to be put on the center's 
mailing list* this is the site of a specifically funded bureau of educational 
handicapped project to train regular vocational teachers to serve the rehabilitation 
or special needs client* 
media: periodical* 

source: department of rehabilitation and manpower SERVICES/ SCHOOL OF EDUCATION/ STOUT 
STATE UNIVERSITY/ MENOMONlE/ WI 5475l» FREE. 2001861 
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CURRICULUM DEVELOPMENT ENCOMPASSES ACTIVITIES HAVInQ AS THEIR PURPOSE THE IMPROVEMENT OF THE 
CURRICULUM^ INCLUDING THE PROGRAMS OF STUDIESj COCURRICULAR ACTIVIT^ESj AND INSTRUCTIONAL 
SERVICES OF THE SCHOOL SYSTEM OR SCHOOL. THESE ACTIVITIES INCLUDE CONSIDERING EDUCATIONAL 
NEEDS OF PUPILS AND COMMUNITY^ IDENTIFYING GENERAL AIMS AND SPECIFIC OBJECTIVES/ SELECTING 
AND ORGANIZING APPROPRIATE CONTENT AND LEARNING EXPERIENCES/ lOEN-IFYlNG APPROPRIATE METHODS 
AND RESOURCES/ PREPARING CURRICULUM GUIDES AND OTHER RESOURCE MATV.RIALS/ TESTING AND 
RECOMMENDING SUCH RESOURCE MATERIALS/ AND PROVIDING FOR C0NTINUCU3/ METHODICAL STUDY/ 
EVALUATION/ AND IMPROVEMENT OF THE EXISTING INSTRUCTIONAL PROGRaK% 



title: the traveling package. 20 P. 1971. 
CORPORATE author: UNIVERSITY OF OREGON* 

relevant to: curriculum development (24.02). 

orientation: teacher oriented material which may be used with special needs students at 
the secondary level in vocational/ prevocational/ guidance/ or related education 
programs. 

SUBJECT content: instructional MATERIALS/ PREVOCATIONAL* 

commentj the material was developed to make teachers aware of appropriate commercial 
materials available to use in work experience programs for the educable and trainable 
mentally retarded. comments are included about each material. handy quick reference 
to a selective listimg of commercially available material. 

media: directory. 

source: NWSEIMC/ clinical services BUILDING/ UNIVERSITY OF OREGON/ EUGENE/ OR 97403* 

2001161 



title: graphic illustrations of job-simulation centers and skill training* 18 p. 1970* 
CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: curriculum development (24.02). 

orientation: teacher or curriculum developer oriented material which may be used with 

ANY SIGHTED HANDICAPPED OR DISADVANTAGED STUDENT AT THE SECONDARY OR POST SECONDARY 
LEVEL IN JOB EXPLORATION PROGRAMS. PACKET IS PRIMARILY GRAPHICS* 

SUBJECT CONTENT: GRAPHIC ILLUSTRATIONS/ JOB/SIMULATION CENTERS. 

comment: this material CONSISTS OF A SERIES OF GRAPHIC REPRESENTATIONS OF THE 

CONSTELLATION OF OCCUPATIONS CENTERING ON THE SEVEN BASIC VOCATIONAL INSTRUCTION 
AREAS* IN ADDITION/ SOME OF THE JOBS HAVE BEEN GIVEN GRAPHIC REPRESENTATION OF THE 
TASKS WHICH ARE NECESSARY TO MASTER THEM. THE MATERIAL WAS DEVELOPED FOR USE WITH 
EDUCABLE MENTALLY RETARDED UNDER A U.S.O.E. GRANT FROM THE BUREAU OF EDUCATIONALLY 

handicapped and has been used in regular vocational skill centers in vermont, 
graphics could be used. for transparency masters* they are mimeographed in the packet* 
media: printed-matter. 

source: MR. MARC HULL/ VOTEX DEPARTMENT/ UNIVERSITY OF VERMONT/ BURLINGTOM/ VT 05401. 
FREE. 2002551 



title: selecting learning materials. 45 p. 1970* 
author: HULL/ MARC. 

CORPORATE author: UNIVERSITY OF VERMONT. 

relevant to: curriculum development (24.02). 

orientation: teacher oriented material which may be used in designing curriculum or 
instructional procedures to meet the needs of the handicapped student/ particularly 
the retarded in secondary vocational training programs. 

SUBJECT content: INDUSTRY/ PUBLIC/PRIVATE AGENCIES/ MATHEMATICS/ SCIENCE/ SOCIAL 

STUDIES/ FREE MATERIALS. 
comment: presents a listing of resources and commercially AVAILAJLE MATERIALS WHICH ARE 

appropriate for use with secondary educable mentally retarded persons, 
media: directory. 

source? mr. marc hull/ votex department/ university of vermont/ burlington/ vt 05401. 

FREE* 2002791 



title: acquisitions: vocational education. 2 p. no date. 

CORPORATE author: NEW YORK STATE NETWORK OF SPECIAL EDUCATION INSTRUCTIONAL MATERIALS 
CENTER. 

RELEVANT TO: CURRICULUM DEVELOPMENT (24.02). 

orientation: teacher oriented material which may be used with special needs STUDENTS AT 
THE SECONDARY LEVEL IN THE SELECTION OF APPROPRIATE CURRICULUM INSTRUCTIONAL 
MATERIALS. 

SUBJECT content: special education instructional MATERIALS/ VOCATIONAL. 

comment: this document lists vocational materials recently received by the regional 

seimc at state university college of new york/ buffalo, 
media: printed-matter/ acquisitions list* 

source: regional special education instructional materials CENTER/ DIVISION of 
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EXCEPTIONAL EDUCATION/ STATE UNIVERSITY COLLEGE AT BUFFALO/ 7800 ELMWOOD AVE./ 
BUFFALO/ NY. 



title: an annotated bibliography for learn and earn. 64 p. NO DATE. 

CORPORATE author: FLORIDA MIGRATORY CHILD COMPENSATORY EDUCATION LEARN AND EARN 
PROGRAM. 

RELEVANT TO: CURRICULUM DEVELOPMENT (24.02). 

orientation: teacher or curriculum developer oriented material WHICH MAY BE USED WITH 
ANY SPECIAL NEEDS STUDENT AT THE SECONDARY LEVEL IN A WORK TRAINING PROGRAM. 

subject content; auto tune-up/ supermarket/ housekeeping/ patient care/ reading/ math/ 
guidance. 

comment: This bibliography contains a brief descriptive note on each of the entered 
materials. the materials are classified by subject for auto tune-up/ housekeeping/ 
health/ hospital-health/ hospital-health-careers/ reading/ math and guidance. this 

WOULD BE AN EXCELLENT REFERENCE FOR ESTA6LISHING A WORK ORIENTED LEARNING MATERIALS 
CENTER. 

media: bibliography. 

source: MR. J. B. MURPHREE/ CURRICULUM COORDINATOR/ KNOTT BUILDING/ TALLAHASSEE/ FL 

32303. AVAILABLE IN LIMITED QUANTITY. CONTACT SOURCE FOR COST. 2003301 



title: ARKANSAS COORDINATED CAREER EDUCATION. 250 P. 08/71. 
CORPORATE author: ARKANSAS DEPARTMENT OF EDUCATION. 

relevant to: curriculum development (24.02). 

orientation: teacher or program developer oriented material which may be used in the 
design of career exploration programs for special needs students at the secondary 

LEVEL. 

SUBJECT content: orientation, SELECTION/ FACILITIES/ LABOR LAWS. 

comment; this material discusses the programs that are established in ARKANSAS. THERE 

IS A SECTION ON CLASSROOM INSTRUCTION AND CURRICULUM. 
media; GUIDEBOOK. 

source: MR. R. F. FAUCETTE* ADMINISTRATOR/ DEPARTMENT OF EDUCATION/ LITTLE ROCK* AR 
72201. LIMITED QUANTITIES AVAILABLE. 200349 



title: bibliogrphy of commercially produced curriculum and instructional materials 
exemplary program. 1970-71. 

CORPORATE author: OKLAHOMA STATE DEPARTMENT OF VOCATIONAL AND TECHNICAL EDUCATION/ 

TULSA PUBLIC SCHOOLS. 
RELEVANT TO: CURRICULUM DEVELOPMENT (24.02). 

ORIENTATCDN: teacher oriented MATERIAL WHICH MAY BE USED TC SELECT INSTRUCTIONAL 
MATERIALS FOR SPECIAL NEEDS STUDHNTS AT THE SECONDARY AND POSTSECONDAR Y LEVEL IN 
OCCUPATIONAL TRAINING OR PRE VOCATIONAL PROGRAMS. 

SUBJECT CONTENT! MEDIA. 

COMMENT: This bibliography represents materials which have been selected for use in an 

EXEMPLARY VOCATIONAL EDUCATION PROJECT CONDUCTED IN OKLAHOMA UTILIZING PUBLIC LAW 
90-576 PART D MONIES. RONALD MEEKS/ COORDINATOR FOR THE STATE CURRICULUM DEVELOPMENT 
LABORATORY/ STATE DEPARTMENT OF EDUCATION/ 1515 W. 6TH./ STILLWATER/ OK. HAS DEVELOPED 

related education materials in math/ communications and social studies, 
media: microfiche. 

source: eric document reproduction SERVICE/ P.O. DRAWER 0/ BETHESDA/ Ml) 20014/ 

MICROFICHE $0.65. PAYMENT MUST ACCOMPANY ORDERS UNDER #10.00. 2003691 
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title: BIBLIOQR 

corporate auth 
tulsa public 
relevant to: 
orientation; 
materials fo 
occupational 
subject conten 
comment: this 
instructiona 
education wi 
media; microf 
source: eric 

MICROFICHE t 



APHY OF STATE PRODUCED CURRICULUM AND INSTRUCTIONAL MATERIALS. 1970-71. 
or: OKLAHOMA STATE DEPARTMENT OF VOCATIONAL AND TECHNICAL EDUCATION AND 
SCHOOLS. 

CURRICULUM DEVELOPMENT (24.02). 

TEACHER ORIENTED MATERIAL WHICH MAY BE USED TC SELECT INSTRUCTIONAL 
R SPECIAL NEEDS STUDENTS AT THE SECONDARY AND POSTSECONDAR Y LEVEL IN 

TRAINING OR PRE VOCATIONAL PROGRAMS. 
T: CURRICULUM/INSTRUCTIONAL MATERIALS/ VOCATIONAL EOUCiiTlON. 

DOCUMENT LISTS AND BRIEFLY DESCRIBES STATE PRODUCfO CURRICULUM AND 
L MATERIALS WHICH HAVE BBEN PRODUCED IN EXEMPLARY PROJECTS TN VOCATIONAL 
TH PUBLIC LAW 90-576/ PART D FUNDING. 
ICHE. 

DOCUMENT REPRODUCTION SERVICE/ P.O. DRAWER 0/ BETHESDA/ MD 20D14.» 

0.65. PAYMENT MUST ACCOMPANY ORDERS UNDER #10.00. 20D3701 
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title; bibliography of locally proouceo curriculum ano instructional materials exemplary 

PROGRAM. 

CORPORATE author: OKLAHOMA STATE DEPARTMENT OF VOCATIONAL ANO "TECHNICAL EDUCATION ANQ 

TULSA PUBLIC SCHOOLS. 
RELEVANT TO: CURRICULUM DEVELOPMENT (2^.02). 

orientation: teacher oriented material which may be used TC select INSTRUCTIONAL 
MATERIALS FOR SPECIAL NEEOS STUDENTS AT THE SECONDARY AND POSTSECONOARY LEVEL IN 
OCCUPATIONAL TRAINING OR PREVOCATION AL PROQRAMSt 

SUBJECT content: service OCCUPATIONS/ BUILDING CONSTRUCTION/ MANUFACTURING/ QUlOANCEi 
SMALL ENGINE MECHANICS/ FILLING STATION ATTENDANT/ CAREER OPPORTUNITIES/ CHILO CARE/ 

domestic services/ personal development/ business, 
coh^ment: this bibliography represents materials which have been developed by local 

education agencies using exemplary programs funding from part 0/ public law 90«576. 

the materials list and media formats are quite extensive and diverse, 
media: microfiche. 

source: eric document reproduction service/ P.O. DRAWER 0/ BETHESDA/ MO 20014/ 

MICROFICHE »D.65. PAYMENT MUST ACCOMPANY ORDERS UNDER »10.00. 2003711 



title: selected bibliographies on the VOCATIONALLY HANDICAPPED. 56 P. 1972» 

author: conarD/ Laurence Robert. 

.relevant to: occupational information (23.02)/ curriculum oevelopment (24»02). 
orientation: teacher and curriculum developer oriented material which may be used as a 

resource in developing vocational training fdr secondary and postseconoary handicapped 

students. 

SUBJECT content: ADJUSTMENT/ COUNSELING/ EDUCATION/ GUIDANCE/ MATERIALS/ PLACEMENT/ 
REHABILITATION/ TRAINING. 

comment: this is quite a comprehensive REVIEW OF EXISTING RESOURCES ANO SHOULD 

CERTAINLY BE REQUESTED BY ANY PERSONS INTERESTED IN VOCATIONAL CURRICULUM FOR THESE 
CLIENTS. COPIES WILL BE AVAILABLE FREE OF CHARGE FROM REGIONAL SPECIAL EDUCATION 
INSTRUCTIONAL MATERIALS CENTERS. TO FIND THE NAME OF THE CENTER NEAREST YOU/ CONTACT 

your state director of special education or write to the developer, 
media: bibliography. 

source: MS. BOLEN/ IMCSE: AFFILIATE COORDINATOR/ 1031 S. BROADWAY/ SUITE 623/ LOS 
ANGELES/ CA 90015. SEND STAMPED/ SELF«ADDRESSEO ENVELOPE FOR ORDERING INFORMATION. 

2003991 



title: work EVALUATION/ AN ANNOTATED BIBLIOGRAPHY. 93 P. 1947<-70. 
CORPORATE author: MATERIALS DEVELOPMENT CENTER. 

relevant to: curriculum development (24.02). 

orientation: work experience teacher or counselor orienteo material which may be useo 
with special neeos stuoents at the secondary ano postseconoary level in work 
evaluation or job sampling programs. 

SUBJECT content: work EVALUATION/ YEARS BETWEEN 1947-70* 

comment: this center is one which all special EDUCATION/ REHABILITATION AND SPECIAL 

needs teachers should be aware of. the university is one of the leading trainers of 
vocational educators ano the department of rehabilitation and manpower services is 
strong. this center has a variety of materials besides this document which would be 
of interest to those involved in work training. this material would be uskiful to 
teachers working with special neeos stuoents in job training or work tolerance 
programs, 
media: bibliography. 

source: or* ARNOLD SAXE/ DEPARTMENT OF REHABILITATION AND MANPOWER SERVICES/ MATERIALS 
DEVELOPMENT CENTER/ SCHOOL OF EDUCATION/ STOUT STATE UNIVERSITY/ MENOMONIE/ WI 54751. 

2008011 



title: ABSTRACTS OF INSTRUCTIONAL MATERIALS IN VOCATIONAL ANO TECHNICAL EDUCATION (AIM). 
QUARTERLY. 

CORPORATE author: THE CENTER FOR VOCATIONAL ANO TECHNICAL EDUCATION/ THE OHIO STATE 

UNIVERSITY/ COLUMBUS/ OHIO* 
RELEVANT TO: CURRICULUM OEVELOPMENT (24*02). 

orientation: a directory of abstracts of instructional materials WHICH MAY BE OF USE TO 
STUDENTS/ TEACHERS AND OTHERS INVOLVED IN VOCATIONAL AND TECHNICAL EDUCATION AT THE 
SECONDARY AND POSTSECONOARY LEVEL. 

SUBJECT content: ABSTRACTS/ INDEX/ INSTRUCTIONAL MATERIALS. 

comment: a quarterly publication PROOUCEO BY THE EDUCATIONAL RESOURCES INFORMATION 
CENTER (ERIC) CLEARINGHOUSE FOR VOCATIONAL ANO TECHNICAL EDUCATION WHICH CONTAINS A 
COLLECTION OF ABSTRACTS OF INSTRUCTIONAL MATERIALS FROM ALL AREAS WiTHiN THE FIELDS OF 
VOCATIONAL ANO TECHNICAL EDUCATION. 

media: DIRECTORY/ QUARTERLYt 

source: the center for vocational and technical EDUCATION/ THE OHIO STATE UNIVERSITY/ 
COLUMBUS/ OH. $9.00/YEAR. 2009521 
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title: learning directory. 6681 P* 1970-71* 

CORPORATE author: westinghouse learning corporation. 

RELEVANT to: CURRICULUM DEVELOPMENT {2*k*02)* 

orientation: a directory which may be used by STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 

identify instructional materials in all media/ for all audience levels/ and fdr all 
types of educational or training applications. 

subject content: instructional materials/ descriptions/ index. 

comment: an outstanding and extremely comprehensive directory of instructional 
materials in all areas of vocational and technical education. contains sections on 
the disadvantaged/ handicapped/ career education and guidance* includes materials 
currently available fdr acquisition or loan and materials intrinsically instructional. 

media: directory. 

source: WESTINGHCUSE learning CORPORATION/ 100 PARK AVENUE/ NEW YORK/ NY 10017- 

•65»00» 2009621 



title: the vocational-technical library collection* 377 P* 1970. 

author: reinhart/ bruce* 

relevant to: curriculum development (24.02). 

orientation: a directory which may be used by STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY INSTRUCTIONAL MATERIALS WITH APPLICATION TO THE INSTRUCTIONAL PROGRAMS IN 
VOCATIONAL AND TECHNICAL EDUCATION. THIS DIRECTORY CONSISTS OF AN INSTRUCTIONAL 
LIBRARY/ PROFESSIONAL LIBRARY/ AND JOURNAL LIBRARY. THE MATERIALS LISTED RANGE IN 
APPLICATION FROM THE ELEMENTARY TO THE POSTSECDNDARY LEVEL. 

SUBJECT content: DIRECTORY/ INSTRUCTIONAL MATERIALS/ DESCRIPTIONS/ INDEX/ 
VOCATIONAL-TECHNICAL* 

COMMENT: AN ANNOTATED COLLECTION OF TITLES OF INSTRUCTIONAL MATERIALS FDR USE IN THE 
MANY AREAS OF VOCATIONAL-TECHNICAL EDUCATION* MATERIAL DESCRIPTIONS ARE COMPREHENSIVE 
AND INCLUDE A SALES PRICE AND SOURCE* 

media: DIRECTORY* 

SOURCE! BRO-DART PUBLISHING COMPANY^ WILLIAMSPDRT/ PA. CONTACT SOURCE FDR PRICE 

INFORMATION* 2009651 



title: abstract of research materials in vocational and technical education (ARM). 
QUARTERLY. 

CORPORATE author: THE CENTER FOR VOCATIONAL ANO TECHNICAL EDUCATION/ THE OHIO STATE 
UNIVERSITY/ COLUMBUS/ OHiOt 

relevant to: curriculum development (21^.02). 

orientation: a directory of abstracts of research materials which may be of use to 
students/ teachers ano other educators involved in vocational ano technical education 
at the sscondary ano postseconoary level* 
subject content! abstracts/ research materials/ inoex/ descriptions* 
comment! a quarterly publication produced by the educational resources information 
center (eric) clearinghouse for vocational and technical education which contains a 
collection of abstracts or research materials from all areas within the fields of 
vocational ano technical education* useful to the vocational educator wishing to make 
changes in instructional oeslqn or evaluations of present programs* 

media: DIRECTORY* QUARTERLY* 

SOURCE! THE CFNTER FOR VOCATIONAL ANO TECHNICAL EDUCATION/ THE OHIO STATE STATE 

UNIVERSITY; 1900 KENNY ROAD/ COLUMBUS/ OH 432X0. tS.OO/YEAR. 2009701 



title: new educational materials/ 1970* 256 P* X970« 
AUTHOR! MARKHAM/ LOIS* 

RELEVANT TO: CURRICULUM DEVELOPMENT (24*02). 

orientation: a directory which may be used by STUDENTS/ TEACHERS ANO OTHER EDUCATORS TO 
IDENTIFY NEW INSTRUCTIONAL MATERIALS WHICH HAVE BEEN REVIEWED IN tSCHDLASTlC TEaCHER 
MAGAZINE'/ 1969-70 ISSUES* THE MATERIALS DESCRIBED RANGE IN APPLICATION FROM 
PRE*KIN0ERGARTEN THROUGH GRADE TWELVE* 

SUBJECT content: DIRECTORY/ INSTRUCTIONAL MATERIALS/ DESCRIPTIONS/ INDEX* 

comment! contains approximately 500 reviews of educational materials which have some 
application to career education. reviews prepared by the evaluation panels of 
scholastic teacher maqazlnei 

media: directory* 

SOURCE! CITATION PRESS/ SCHOLASTIC MAGAZINES/ INC*/ EDITORIAL OFFICE! 50 WEST 44TH 
STREET/ NEW YORK/ NY 10036i •3*75* 20097X1 



title: TRANSPARENCIES SET. WORK SHEETS* 5 Pt NO DATE* 
CORPORATE author: UNITEO TRANSPARENCIES/ INC* 
RELEVANT TO: CURRICULUM OEVCLOf^MENT (24.02*,* 

orientation: student oriented material which CAN BE USED WITH SPECIAL NEEDS STUDENTS AT 
THE SECONDARY LEVEu IN OCCUPATIONAL EXPLORATION PROGRAMS. 



1 
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SUBJECT CONTENTI JOB EXPLORATION. 

COMMENTI THIS MATERIAL HAS BECN USED SUCCESSFULLY WITH SPECIAL NEEDS STUDENTS AT THE 
SECONDARY LEVEL IN A VOCATIONAL PROGRAM. THERE IS A SET OF STUDENT WORKSHEETS WHICH 

accompanies this material* 
media: transparency^ 

source; united transparencies/ iNCt/ PtO. BOX 68S/ BINGHAMTON/ NY 1390a» 7 SETS OF 
TRANSPARENCIES/ 15 TRANSPARENCIES PER SET/ tirStOOt 2i001i 



title; curriculum process model* 5 P» 04/72* 
author: BARNES/ 0. DENNIS AND JACK Rt CLARCO* 

CORPORATE author:' NATIONAL TECHNICAL INSTITUTE FOR THE DEAF. 

relevant to: curriculum development t2<^*02)* 

orientation: curriculum developer oriented material which may be used by special needs 
teachers in developing vocational curriculum at the secondary and postsecondary level. 

subject con'^cr-t? establishing the need for curriculum/ designing curriculum, developing 
curriculum/ evaluation design/ implementation/ maintenance. 

comment: the best curriculum development model encountered during the search effort, 
accompanied by narrative and a sllde*tape presentationt processes to utilize in 
developing curriculumt presents step by step procedures to follow. 

media: GUlDEBOOKt 

source: this material is under development and NOT AVAILABLE* COMMUNICATION ABOUT 
ONGOING EFFORTS AND AVAILABILITY DATES IS INVITED. CONTACT: DR. ROSS STUCKLESS/ 
DIRECTOR/ OFFICE OF EDUCATIONAL EXTENSION/ NATIONAL TECHNICAL INSTITUTE FOR THE DEAF/ 
ONE LOMB MEMORIAL DRIVE/ ROCHESTER/ NYt 200168E 





I 
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RESEARCH AND EVALUATIONS c'4*03 



THIS CATEGORY INCLUDES MATERIALS OF INTEREST TO TEACHERS ON RECENT RESEARCH IN EmirATTnN no 
EVALUATIONS OF EXISTING SYSTEMS. MATERIALS OR METHODOLOGY. RESEARCH IN EDUCATION OR 

^^^''sTUDENTs!'^*3f°p.°''o9/7 ° '''''^''^^^ *PTITUDE TESTS TO POSTSECONDARY LEVEL DEAF 
author; WALTER. GERARD G> 

CORPORATE author: national technical institute for the deaf. 

RELEVANT to: AUDITORY (19.020101). RESEARCH AND EVALUATION (24.03). 

orientation: counselor oriented material which can be used in the evaluation of deaf 

STUDENTS AT THE SECONDARY AND POSTSECONDARY LEVEL IN PREVOCATIONAL PROGRAMS. 

IMPLICIT iSns. DIFFERENTIAL APTITUDE TEST TO DEAF STUDENTS AT NTID 

"wHPrp«*rM!T?n'^RV^i!Pn^x"°'' ""^^^ OUTLINES PERFORMANCE OF DEAF POSTSECONDARY STUDENTS 

?^f^n..M^T I ° ^ °*^* DISCUSSES THE VALIDITY OF THE DAT AS A PREDICTIVE 

HEDuI SeFEReS?E-BOOk!^" POPULATIONS. STATISTICAL ORIENTATION WITH DISCUSSION. 

^^"'^ MATERIAL 13 UNDER DEVELOPMENT AND NOT AVAILABLE. COMMUNICATION ABOUT 
ONGOING EFFORTS AND AVAILABILITY DATES IS INVITED. CONTACTS DR. ROSS STuCKLESsJ 
ni^''nS^M°''^'' °' EDUCATIONAL EXTENSION. NATIONAL TECHNICAL INSTI?S?e FOR THE DEAF. 
ONE LOMB MEMORIAL DRIVE. ROCHESTER. NY. 2001752 
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THIS CATEQORV CONTAINS MATERIALS WHICH DIRECT TEACHERS TO THE USE OF, GIVE OUIOELINES FOR 
THE ESTABLISHMENT OF OR ARE MATERIALS IN OIRECT SUPPORT OF ANCILLARY SERVICES. AMONG THESE 
SERVICES ARE SCHOOL LIBRARY SERVICES/ AUOIOVXSUAL SERVICES/ INSTRUCTIONAL SUPERVISION 



TITLEJ VIOEOTAPE LlBRARYt 23 P» NO OATE» 

CORPORATE author: FuLLERTON UNION HIGH SCHOOL OISTRICT. 

relevant to? ancillary services (24*04) • 

orientation; stuoent/ teacher ano curriculum oeveloper orienteo material which may be 

USEO WITH SPECIAL NEEDS STUOENTS AT THE SECONOARY ANO POSTSECONO AR> LEVEL IN WORK 
STUOY PROGRAMS. 

SUBJECT content: videotapes, practice FORMS/ BUS BOY/ CASHIER/ COOK/ COUNTER OIRL/ 
OINING ROOM HOSTESS/ KITCHEN HELPER/ LAYOUT MAN/ LIBRARY CLERK/ HOTEL/MOTEL MAIO/ 
MECHANICS HELPER/ NURSES AIOE/ MACHINE OPERATOR/ SERVICE STATION ATTENOENT/ WAITRESS/ 
«AREhCUSEMAN»S ASSISTANT/ RELATEO SKILLS* 

COMr,ENT: A VIOEOTAPE CATALOG OEVELOPEO BY FULLERTON UNION HIGH SCHOOL. CONSISTS OF 
LISTINGS OF VIOEOTAPE RECOROINQS OEVELOPEO BY THE SCHOOL OISTRICT TO INCREASE THE 
EFFECTIVENESS OF THEIR WORK STUOY PROGRAM. THESE TAPES COULO BE MOST USEFUL IN 

occupational training programs for special neeos stuoents. 
meoia: catalog. 

source: MR. Wt F. RETZLAFF/ OIRECTOR/ EXCEPTIONAL PUPIL SERVICE/ 211 W. COMMONWEALTH/ 
FULLERTON/ CA 92632. CONTACT SOURCE FOR PRICE INFORMATION. 2004551 

title: free ano inexpensive EOUCATIONAL AIOS. 173 P. 1970. 
AUTHOR': PEPc/ THOMAS J. 

RELEVANT TO: ANCILLARY SERVICES t24«04J. 

orientation: a OIRECTORY which may be USEO BY STUOENTS/ TEACHERS ANO OTHER EOUCATORS TO 

lOENTIFY FREE ANO INEXPENSIVE EOUCATIONAL AIOS WITH POSSIBLE APPLICATION TO THE 

ELEJjENTARY/ SECONOARY ANO POSTSECONO ARY LEVEL. 
SUBJECT content: OIRECTORY/ EOUCATIONAL AIOS/ FREE/ INEXPENSIVE/ OESCRIPTIONS/ INOEX. 
comment: INCLUOES many materials of use to career EOUCATION. lists 1700 BOOKS/ FILMS/ 

FOLOERS/ CHARTS/ POSTERS/ SLIOES/ BOOKLETS/ 82 PER CENT FREE/ 9 PER CENT LESS THAN 25 

CENTS. 
meoia: OIRECTORY. 

source: OOVER publications/ inc./ 180 VARICK STREET/ NEW YORK/ NY 10014. $2.00. 

2009481 



title: GUIOE to government loan FILMSTRIPS/ SLIOES ANO AUOIO TAP^S (wITH SEPARATE SECTION 
ON MATERIALS FOR PURCHASE). 46 P. 1971. 
CORPORATE author: SERINA PRESS. 
RELEVANT TO: ANCILLARY SERVICES (24.04). 

orientation: a OIRECTORY WHICH MAY BE USEO BY STUOENTS/ TgACHERS ANO OTHER EOUCATORS TO 
lOENTIFY GOVERNMENT LOAN FILMSTRIPS/ SLIOES ANO AUOIO TAPES WITH APPLICATION TO THE 
AREAS OF EOUCATION AT THE PRIMARY/ SECONOARY ANO POSTSECONOARY LEVEL. 

SUBJECT content: GUIOE/ FILMSTRIPS/ SLIOES/ AUOIO TAPES/ OESCRIPTIONS/ iNOEX/ LOAN. 

comment: contains materials appropriate to home economics RELATEO OCCUPATIONS PROGRAMS. 
SOME RELATIONSHIP TO SERVICE OCCUPATIONS ANO AGRICULTURE. TWO GENERAL VOCATIONAL 
EOUCATION FILMS. SOME FILMS OIRECTEO TO TEACHERS ANO EMPLOYERS OF THE HANOlCAPPEO 
CHILO. 

meoia: OIRECTORY. 

source: SERINA PRESS/ 70 KENNEOY STREET/ ALEXANORIA/ VA 22305. CONTACT SOURCE FOR 

PRICE INFORMATION. onnoKii 



title: INOEX TO 16MM EOUCATIONAL FILMS/ NiCEM. 729 P. 1971. 

CORPORATE author: NATIONAL INFORMATION CENTER FOR EOUCATIONAL MEOIA (NICEM). 
RELEVANT TO: ANCILLARY SERVICES (24.04). 

orientation: a OIRECTORY which may be USEO BY STUOENTS/ TEACHERS ANO OTHER EOUCATORS TO 
lOENTIFY COMMERCIALLY PROOUCEO 16MM EOUCATIONAL FILMS WITH APPLICATION TO AREAS OF 
EOUCATION AT THE ELEMENTARY/ SECONOARY ANO POSTSECONOARY LEVEL. 

SUBJECT content: BIBLIOGRAPHICAL GUIOE/ 16MM EOUCATIONAL FILMS/ OESCRIPTIONS/ INOEX. 

comment: a comprehensive OIRECTORY OF FILMS PROOUCEO BY PRIVATE ENTERPRISE. INCLUOES 
OESCRIPTIONS OF FILMS APPLICABLE TO THE INSTRUCTIONAL AREAS OF VOCATIONAL ANO 
TECHNICAL EOUCATION. HEALTH/ GUIOANCE ANO CAREER INFORMATION. INOUSTRIAL ARTS IS 
USEO AS SYNONYMOUS WITH TRAOE ANO INOUSTRIAL. 

media: OIRECTORY. 

source: national information center for EOUCATIONAL MEOIA (NICEM)/ UNIVERSITY OF 

SOUTHERN CALIFORNIA/ UNIVERSITY PARK/ LOS ANGELES/ CA 90007. •18*50. 2009531 



2X8 



ANCILLARY SERVICES: 2h*Qh 



title: index to educational overhead transparencies^ NICEM. 349 p. 1971. 

CORPORATE author: NATIONAL INFORMATION CENTER FOR EDUCATIONAL MEOIA <NICE^SI• 

relevant to: ancillary services (s'^^o^)* 

orientation: a directory which may be used 8y students^ teachers and other educators to 

IDENTIFY COMMERCIALLY PRODUCED OVERHEAD TRANSPARENCIES WITH APPLICATION TO AREAS OF 

EDUCATION AT THE ELEMENTARY^ SECONDARY AND POSTSECDNOARY LEVEL. 
SUBJECT content: bibliographical GUIDEi OVERHEAD TRANSP ARENCIFSi DESCRIPTIONS ONLY <N0 

ILLUSTRATIONS)^ INDEX* 
COMMENT! A DIRECTORY OF INTEREST TO PHYSICAL EDUCATION* SPECIAL NEEOSi HOME ECONOMICS 

RELATED OCCUPATIONS^ AND TRADE AND INDUSTRIAL INSTRUCTORS* DOCUMENT HAS IMPLICATIONS 

FOR CAREER EDUCATION AND GUIDANCE. SUBJECT HEADINGS DO NOT REFLECT CURRENT 

terminology being used in vocational education, 
media: directory. 

source: national information center for COUCATIONAL MEOIA <NICEM)^ UNIVERSITY OF 

SOUTHERN CALIFORNIA/ UNIVERSITY PARK/ LOS ANGELES/ CA 90007. $22. 50* 20095^1 



title: index to educational audio TAPES/ NICEK> P* 1971. 

CORPORATE author: NATIONAL INFORMATION CENTER FOR EDUCATIONAL MEDIA (NICEM). 
RELEVANT TO: ANCILLARY SERVICES (24«0*l* 

orientation: a directory which may be used by STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY COMMERCIALLY PRODUCED AUDIO TAPES WITH APPLICATION TO AREAS OF EDUCATION AT 
THE ELEMrNTARY# SECONDARY AND POSTSECONDARY LEVEL* 

SUBJECT CONTENT: BIBLIOGRAPHICAL GUIDES AUDIO TAPES/ OESCRIPTICNS/ INDEX. 

comment: a comprehensive directory of audio tape recordings produced by private 

ENTERPRISE. INCLUDES DESCRIPTIONS OF RECORDINGS APPLICABLE TO THE INSTRUCTIONAL AREAS 
OF VOCATIONAL AND TECHNICAL EDUCATION/ WITH A STRONG SECTION ON GUIDANCE AND CAREER 

orientation, 
media: directory* 

source: national information center for educational MEOIA (NICEM)/ UNIVERSITY OF 

SOUTHERN CALIFORNIA/ UNIVERSITY PARK/ LOS ANGELES/ CA 90007. $12*50. 2009551 



title: index to ecology (multimedia)/ NICEM. 211 P# 1972. 

CORPORATE author: NATIONAL IfJFORMATlON CENTER FOR EDUCATIONAL MEDIA (NICEM). 
RELEVANT To: ANCILLARY SERVICES (2'f*04)* 

orientation: a directory which may be USED BY STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY COMMERCIALLY PRODUCED MULTIMEDIA INST.-^UCTIDNAL MATERIALS WITH APPLICATION TO 
THE AREAS OF ECOLOGY AT THE ELEMENTARY/ SECONDARY AND POSTSECDNOARY LEVEL* 

SUBJECT content: BIBLIOGRAPHICAL GUIDE/ MULTIMEDIA INSTRUCTIONAL MATERIALS/ 
DESCRIPTIONS/ iNOEXi ECOLOGY* 

comment: a comprehensive directory of multimedia instructional materials on ecology 

PRODUCED BY PRIVATE ENTERPRISE. INCLUDES DESCRIPTIONS OF MATERIALS APPLICABLE TO THE 
BROAD AREAS OF ECOLOGY* 
media: DIRECTORY* 

source: national information center FOR EDUCATIONAL MEDIA (NICEM)/ UNIVERSITY OF 

SOUTHERN CALIFORNIA/ UNIVERSITY PARK/ LOS ANGELES/ CA 90007. $9*50. 2009561 



title; index to SMM motion cartridges/ NICEM. 210 P* 1971. 

CORPORATE author: NATIONAL INFORMATION CENTER FOR EDUCATIONAL HEDIA (NICEM)* 
RELEVANT TO: ANCILLARY SERVICES (24.04)* 

OrClENTATION: A DIRECTORY WHICH MAY BE USED BY STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY COMMERCIALLY PRODUCED SMM MOTION PICTURE CARTRIDGES WITH APPLICATION TO THL 
AREAS OF EDUCATION AT THE PRIMARY/ SECONDARY AND POSTSECDNOARY LEVEL* 

SUBJECT CONTENT! BIBLIOGRAPHICAL GUIDE/ SMM MOTION PICTURE CARTRIDGES/ DESCRIPTIONS/ 
IN0EX« 

COMMENT! A COMOREHENSIVE DIRECTORY OF SMM MOTION PICTURE CARTRIDGES PRODUCED BY PRIVATE 
ENTERPRISE. INCLUDES DESCRIPTIONS OF CARTRIDGES APPLICABLE TO THE INSTRUCTIONAL AREAS 
OF VOCATIONAL AND TECHNICAL EDUCATION!* 

media: DIRECTORY* 

SOURCE! NATIONAL INFORMATION CENTER FOR EDUCATIONAL MEDIA (NICEM)/ UNIVERSITY OF 

SOUTHERN CALIFORNIA/ UNIVERSITY PARK/ LOS ANGELES/ CA 90007* $8*50. 2009571 



title: index to educational RECORDS/ NICEM* 411 P* 1971. 

CORPORATE author: NATIONAL INFORHATION CENTER FOR EDUCATIONAL MEDIA (NICEM)* 
RELEVANT to: ANCILLARY SERVICES (24*04)* 

orientation: a directory which may be used by STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY COMMERCIALLY PRODUCED PHONOOlSCS (RECORDS) WITH APPLICATION TO AREAS OF 
EDUCATION AT THE ELEMENTARY/ SECONDARY AND POSTSECDNOARY LEVEL* 
SUBJECT content: BIBLIOGRAPHICAL QUIDEi PHONOOlSCS (RECORDS)/ DESCRIPTIONS/ INDEX* 
COMMENT! A COMPREHENSIVE OlftECTDRY OF PHONOGRAPH DISC RECORDINGS PRODUCED BY PRIVATE 
ENTERPRISE* INCLUDES DESCRIPTIONS OR RECORDS APPLICABLE TO THE INSTRUCTIONAL AREAS OF 
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vocational and technical education* subject headings do not reflect current 
terminology in vocational education* 
media: directory* 

source: national information center roR educational media (nicem)> university of 

SOUTHERN CALIFORNIA/ UNIVERSITY PARK, LOS ANGELESf CA 90007* $9*50* 2009581 



title: index to 35MM educational FiLMSTRlPSi NICEM* ^15 1971* 

CORPORATE author: NATIONAL INFORMATION CENTER FOR EDUCATIONAL MEDIA (NiCEM)* 
RELEVANT TO: ANCILLARY SERVICES {2#*04)* 

orientation: a directory which may be used by STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY COMMERCIALLY PRODUCED 35MM FILMSTRIPS WITH APPLICATION TO AREAS OF EDUCATION 
AT THE ELEMENTARY/ SECONDARY AND POSTSECONDARY LEVEL* 

SUBJECT content: bibliographical GUIDE/ 35MM EDUCATIONAL FILMSTRIPS/ DESCRIPT IONS# 
iNDEXt 

comment: a comprehensive directory of FILMSTRIPS PRODUCED BY PRIVA^'E ENTERPRISE* 

includes descriptions of filmstrips applicable to the instructional areas of 
vocational and technical education* 
media: directory* 

source: national information center for educational media (nicemj/ university of 
southern california/ university park/ los angeles/ ca 90007* tl2*00* 2009591 



title: index to educational videotapes/ NICEM. 2*5 P* 1971* 

CORPORATE author: NATIONAL INFORMATION CENTER FOR EDUCATIONAL MEDIA (NiCEM)* 
RELEVANT to: ANCILLARY SERVICES 134*041* 

orientation: a DIRECT01<Y which may be used by STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY COMMERCIALLY PRODUCED VIDEOTAPES WITH APPLICATION TO THE AREAS OF EDUCATION 
AT THE ELEMENTARY/ SECONDARY AND POSTSECONDARY LEVEL* 
SUBJECT content: BIBLIOGRAPHICAL GUIDE/ VIDEOTAPES/ DESCRIPTIONS/ INDEX* 
comment: a COMPREHENSIVE DIRECTORY OF VIDEOTAPES PRODUCED BY PRIVATE ENTERPRISE* 
INCLUDES DESCRIPTIONS OF VIDEOTAPES APPLICABLE TO THE INSTRUCTIONAL AREAS OF 

vocational and technical education* 
media: directory* 

source: national information center for educational media (NICEM)/ UNIVERSITY OF 

SOUTHERN CALIFORNIA/ UNIVERSITY PARK/ LOS ANQELES/ CA 90007* t8*25* 2009601 



title: index to BUACK history and studies (MULTIMEDIA)/ NICEM* 139 P* 1971* 
CORPORATE author: NATIONAL INFORMATION CENTER FOR EDUCATIONAL MEDIA (NiCEM)* 
RELEVANT TO: ANCILLARY SERVICES (24*04)* 

orientation: a directory which MAY BE USED BY STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 

IDENTIFY COMMERCIALLY PRODUCED INSTRUCTIONAL MATERIALS ON BLACK HISTORY AND STUDIES 

PRESENTED AT THE ELEMENTARY^ SECONDARY AND POSTSECONDARY LEVEL* 
SUBJECT content: bibliographical GUIDE/ MULTIMEDIA INSTRUCTIONAL MATERIAL/ BLACK 

HISTORY/ BLACK STUDIES/ DESCRIPTIONS/ INDEX* 
COMM«iNT: A COMPREHENSIVE DIRECTORY OF MULTIMEDIA INSTRUCTIONAL MATERIALS PRODUCED BY 

PRIVATE ENTERPRISE WHICH INCLUDES MEDIA ON BLACK HISTORY AND BLACK STUDIES* 
MEDU! DIRECTORY* 

source: national information center for educational media (NICEM)/ UNIVERSITY OF 

SOUTHERN CALIFORNIA/ UNIVERSITY PARK/ LOS ANGELES/ CA 90007* t9<50* 2009611 



title: educators guide to free FILMSTRIPS* 162 P* 1971* 
author: HORKHEIMER/ MARY FOLEY* 
RELEVANT to: ANCILLARY SERVICES (24*04)* 

orientation: a directory which may be USED BY STUDEHTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY FREE FILMSTRIPS AVAILABLE FROM GOVERNMENT AGENCIES/ NATIONAL ASSOCIATIONS AND 
MANUFACTURERS^ THE MATERIALS LISTED HAVE POSSIBLE APPLICATION TO THE ELEMENTARY/ 
SECONDARY AND POSTSECONDARY LEVEL* 

SUBJECT content: DIRECTORY/ FILMSTRIPS/ FREE/ DESCRIPTIONS/ INDEX* 

comment: good coverage of filmstrips in the areas of trade and industry* related 
information for all fields of vocational and technical education* career related 
materials in all areas* 

media: directory* 

source: educators progress service/ INC*/ RANDOLPH/ WI 53953* CONTACT SOURCE FOR 

PRICE INFORMATION* 2009631 




TIITLE: educators guide to free guidance MATERIALS/ A MULTIMEDIA GUIDE* 252 P* 1971* 

author: steph/ joe a* and gail farwell* 
relevant to: ancillary services (24*04)* 

JRIENTATION: a directory which may be USED BY STUDENTS/ TEACHERS AND OTHER EDUCATORS TO 
IDENTIFY FREE MULTIMEDIA GUIDANCE AND COUNSELING MATERIALS FDR USE AT THE ELEMENTARY/ 
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SECONDARY AND POSTSECONDARY LEVEL. 

SUBJECT content: directory^ guidance^ counseling^ multimedia^ descriptions^ index, 

COMMENT! ENTIRE VOLUME IS CAREER GUIDANCE OR:eNTED« SPECIFIC SECTIONS CONTAIN 

occupational information^ educational information^ interpersonal relationships and 
individual differences^ understanding cultural differences^ responsibility to self ano 
others^ use of leisure time, 
media: directory* 

source: educators progress service^ lNC*i RANDLOPH^ WI 53953. CONTACT SOURCE FOR 

PRICE INFORMATION. ?D09fe*l 



title: the national UNION CATALOG^ MOTION PICTURES AND FiLMSTftlPSi VOL. 1 ANO 2. 
QUARTERLY. 

CORPORATE author: LIBRARY OF CONGRESS* 
RELEVANT TO: ANCILLARY SERVICES (24. D4). 

orientation: a directory WHICH MAY BE USED BY STUDENTS^ TEACHERS^ AND OTHER EDUCATORS 
TO IDENTIFY MOTION PICTURES AND FILM STRIPS OF EDUCATIONAL OR INSTRUCTIVE VALUE THAT 
ARE RELEASED IN THE UNITED STATES OR CANADA AND ARE CURRENTLY CATALOGED OR RECATALOGED 
ON LIBRARY OF CONGRESS PRINTED CATALOG CARDS. 

SUBJECT content: directory^ motion pictures^ FILMSTRlPSi LIBRARY OF CONGRESSi 
DESCRIPTIONS^ INDEX* 

comment: a comprehensive DIRECTORY OF MOTION PICTURES ANO FILMSTRIPS CATALOGED BY THE 

library of congress. contains descriptions of films applicable to many areas of 
vocational and technical education. volume 1 is an index by titlei volume 2 is an 
index by subject, 
media: directory. 

source: J« W. EDWARDS PUBLISHER^ lNC»i ANN ARflORi MI 48104. CONTACT SOURCE FCV PRICE 
information. 20D9661 



TITLE: EDUCATORS GUIDE TO FREE FILMS* 789 P» :971. 
author: HORKHEIMER^ MARY FOLEY* 

relevant to: ancillary services (24.04)* 

orientation: a directory which may be used by students^ teachers and other educators to 
identify films available free of cost throughout the united states. many of the films 
listed have application to the areas of vocational and technical education at the 

ELEMENTARY^ SECONDARY ANO POSTSECONDARY LEVEL. 
SUBJECT content: DIRECTORY^ FILMSi FREEi DESCRIPTIONS^ INDEX. 

comment: the films listed in this directory seem appropriate for use in VOCATIONAL 
PROGRAMS. HOWEVER^ THESE MATERIALS ARE LISTED UNDER HEADINGS WHICH ARE OUTDATED AND 

do not reflect current terminology, 
media: directory. 

source: educators progress service^ iNCi RANDOLPH^ WI 53953. CONTACT SOURCE FOR 

PRICE INFORMATION. 2009671 



title: programmed learning^ a bibliography of programs ANO PRESENTATION DEVICES. 600 ?• 
1371. 

author: hendershdt^ carl h. 

RELEVANT TO: ANCILLARY SERVICES (24.04). 

orientation: a directory of programed INSTRUCTIONAL MATERIALS WHICH MAY BE USED BY 
STUDENTS^ TEACHERS AND OTHER EDUCATORS TO IDENTIFY PROGRAMS AND PRESENUTION DEVICES 
COMMERCIALLY AVAILABLE WHICH HAVE APPLICATION TO THE AREAS OF VOCATIONAL AND TECHNICAL 
EDUCATION AT THE ElEMENTARYj SECONDARY AND POSTSECONDARY LEvEL. 

SUBJECT content: directory^ programed INSTRUCTION^ PRESENTATION DEVICES* DESCRIPTIONS^ 
INDEX* 

COMMENT! PROGRAMED INSTRUCTIONAL MATERIALS COVER ALL AREAS OF VOCATIONAL EDUCATION PLUS 
ADULT BASIC EDUCATION^ REMEDIAL INSTRUCTION AND GUIDANCE. THE DIRECTORY IS EASY TO 
USE. MATERIALS DESCRIPTIONS ARE VERY CONCISE AND COMPLETE. COULD BE USED AS A 
RESOURCE BY TEACHERS INTERESTED IN DEVELOPING PROGRAMED MATERIALS. 

media: directory. 

SOURCE! DR. CARL HENDERSHOTj HENDERSHQT PROGRAMMED LEARNING CONSULTANTS^ 4114 RIDGEWOOD 
DR.i BAY CITYi MI 48706* CONTACT SOU«CE FOR PRICE I irORMATION. 2009661 



title: DIRECTORY OF EDUCATIONAL SIMULATIONS^ LEARNING GAMES AND DIDACTIC UNITS* 150 P. 
1969t 

author: KLIETSCHi RONALD G. AND 0THER$. 
RELEVANT to: ANCILLARY SERVICES (24*04)* 

orientation: a directory which may BE USED BY STUOENTSi T£AChERS AND OTHER EDUCATORS TO 
IDENTIFY THE EDUCATIONAL SIMULATIONS^ LEARNING GAMES AND DIDACTIC UNITS WHICH HAVE 
POSSIBLE APPLICATION TO THE VARIOUS AREAS OF VOCATIONAL AND TECHNICAL EDUCATION AT THE 
ELEMENTARY^ SECONDARY AND POSTSECONDARY LEVEL* 

SUBJECT CONTENT! DIRECTORY^ SIMULATIONS^ LEARNING GAMESi DIDACTIC UNITSi iNDEXi 
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DESCRIPTIONS. 

COMMENTl EXCELLENT FOR STIMULATING GROUPS AND ROLE PLAYING IN DISTRIBUTIVE EDUCATION OR 
MANAGEMENT. APPLICATION TO VOCATIONAL EDUCATION* GUIDANCE* CAREER EDUCATION* BUSINESS 
EDUCATION* 

MEDIA: DIRECTORY. 

SOURCEI MACALESTER COLLEGE SIMULATION CENTER* ST. PAUL* MN 55101. CONTACT SOURCE FOR 
PRICE INFORMATION. 2009691 

title: EDUCATOR'S PURCHASING GUIDE* MEDIA AND METHODS. 500 P. 1972* 
CORPORATE author: NORTH AMERICAN PUBLISHING COMPANY. 
RELEVANT to: ANCILLARY SERVICES (24.04). 

orientation: a reference guide which may BE USED BY STUDENTS* TEACHERS AND OTHER 

EDUCATORS TO IDENTIFY THE PRODUCERS OF INSTRUCTIONAL MATERIALS AND EQUIPMENT FOR ALL 
LEVELS OF EDUCATION* 

SUBJECT content: directory* producers* instructional materials* equipment* index, 
comment: a two-part volume of educational products and product sources indexed and 

cross-indexed for quick and comprehensive usage. the products are catalogued and 

indexed by grade level* discipline* topic* and trade name, 
media: directory. 

source: north American publishing company* Philadelphia* pa 19107. s25»oo. 2009721 

title: sources of free and inexpensive educational materials. 538 P* 1970* 

authort oever* esther. 

relevant to: ancillary services (24.04). 

orientation: a directory which m*y be used by students* teachers and other educators to 

IDENTIFY FREE AND INEXPENSIVE EDUCAT lONAL MATERIALS AND THEIR SOURCES. INCLUDES 
MATERIALS OF ALL MEDIA TYPES WITH APPLICATION AT THE ELEMENTARY* SECONDARY AND 
POSTSECONDARY LEVELS. 

SUBJECT CONTENT: DIRECTORY* INSTRUCTIONAL MATERIALS* FREE* INEXPENSIVE* DESCRIPTIONS* 
.INDEX. 

COMMENT: THIS DIRECTORY CONTAINS ADDRESSES FOR FILHS* SLIDES* FILHSTRIPS* CHARTS* 
POSTERS* PICTURES* CATALOGSj BOOKS* MAPS* PAMPHLETS* BOOKLETS* TAPES* FOLDERS AND 
OTHER MATERIAL* 

media: directory. 

source: ESTHER DEVER* P. 0. BOX 186* GRAFTON* WV 26354. $6.50. 2009731 

TITL£: GUIDE TO FILMS (16MM) ABOUT THE USE OF DANGEROUS DRUGS* NARCOTICS* ALCOHOL AND 
TOBACCO* 61 p. 1971. 

cqrporate author: serlna press, 
relevant to: ancillary services (24.04). 

orientation: a directory which may be used by students* teachers and other educators to 
identify films about the use of dangerous drugs* narcotics* alcohol and tobacco which 
aps available from federal government and commercial sources. films have application 
at the elementary* secondary and p037sfc0ndary level. 

subject content: directory* films* dangerous drugs* narcotics* alcohol* tobacco* index. 

comment: a comprehensive guide on films about dangerous oruqs^ narcotics* alcohol and 

TOBACCO. THE FILM DESCRIPTIONS INCLUDED ARE VERY COMPLETE AND DE7A:lE0. 

media: directory. 

source: SERINA press* 70 KENNEDY STREET* ALEXANDRIA* VA 22305* CONTACT SOURCE FOR 

PRICE INFORMATION. 2009741 

title: GUIDE TO MILITARY-LOAN FILMS (16MM). 148 P* 1969* 
CORPORATE author: SERINA PRESS. 

relevant to: ancillary services (24.04). 

orientation: a directory which may be used by students* teachers and other educators to 
identify films on loan from the military for public* non-profit exhibition. films are 
of a general military nature. some have application to vocational guidance. 

subject content: directory* films* descriptions* index* military* loan. 

comment: contains synopses of over 1^430 MOTION PICTURES* AVAILABLE ON LOAN FOR PUBLIC* 
NON-PROFIT EXHIBITION* FREE OF CHAR3E FROM THE U.S. ARMY* U.S. AlR FORCE* U.S. NAVY* 
U.S. MARINE CORPS* AND THE CORPS OF ENGINEERS (U.S. ARMY)* PLUS A CONSOLIDATED 
ALPHABETICAL LISTING OF ALL FILMS APPEARING IN THE GUIDE* AN INDEX* AND SOURCES FOR 

borrowing films, 
media: directory. 

source: SERINA PRESS* 70 KENNEDY STREET* ALEXANDRIA* VA 22305. $4.95. 2009751 
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ANCILLARY SERVICES: 2^.0<» 



title: Guide to government-loan film (16mm). 130 p. x969. 

CORPORATE author: SERINA PRESS* 

relevant to: ancillary services (2«>.0*). 

orientation: a directory which may be used by students^ teachers and other educators to 

IDENTIFY GOVERNMENT FILMS AVAILABLE FOR LOAN TO THE PUBLIC FILMS ARE OF THE GENERAL 
INTEREST TYPE. SOME HAVE APPLICATION TO VOCATIONAL AND TECHNICAL EDUCATION AT THE 
ELEMENTARY^ SECONDARY AND POSTSECOnDARY LEVEL. 

SUBJECT CONTENT: DIRECTORY^ FILMS# LOAN# GOVERNMENT^ DESCRIPTIONS^ INDEX. 

comment: a guide to GOVERNMEnT-LOAN films which contains brief synopses of over 900 
FILMS OF GENERAL INTEREST^ ALPHABETICAL LISTING OF OVER 2#000 FILMSj COMPREHENSIVE 
INDEX TO THE FILMS OF GENERAL INTEREST AND SOURCES FOR BORROWING FILMS. 

media: directory. 

source: SERINA PRESS# 70 KENNEDY STREETj ALEXANDRIA^ VA '305. CONTACT SOURCE FOR 
PRICE INFORMATION. PonoTAi 
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FEEDBACK 
ADDITION MATERIALS 



ONE OF THE MOST REINING BY-PRODUCTS OF THIS PRajFCT HAS BEEN THE REALIZATION THAT MANY TEACHERS, LOCAL SmOOL 
SYSTEMS AND STATE AGENCIES ARE PRODUCTIVELY INVOLVED IN DEVELOPING AiN^ LTILIZING INSTRUCTIOsIAL MATERIALS FOR 
VOCATIONAL EDUCATION OF SIUDEVTS WITO SPECIAL NEEDS. THE QUAM-ITY AND QUALITY OF MATERIALS UNEARTHED IS MOST 
ENCOURAGING EVEN iliC'JGH MANY ARE NOT PRESE^^'LY IN A POLISHED OR FINISHED FORM. EVEN MORE OBVIOUS IS THE GREAT 
DEMAND AND NEED FOR MATERIALS OF THIS TYPE. 

IDENTIFICATiaN AND LOCATiaV OF MATERIALS IS A TASK YOU CAN COmiBinE TO BY SHARING WITH US KNOWLEDGE ABOIH" 
THOSE MATERIALS WHICH YOU HAVE DEVELOPED OR in^ILIZED IN YOUR INSTRUCTIOJ. PLEASE LET US KNW OF THESE BY WRITING 
OR SUBMITTING COPIES FOR OUR CaVSIDERATION. ATORESS FOR FEEDBACK TO: 



DOUGLAS C. TOhNE 

SPECIAL NEEDS PROJECT 

NORTMVEST REGIONAL EDUCATION LABORATORY 

710 S.W. SECOND AVENUE 

PORTLAND, OREGON 97204 



ADDITIONAL LISTINGS OF THIS NATURE WILL BE PRODUCED IN THE FUTURE. TO ASSURE THAT SUCH LISTINGS SERVE YOUR 
NEEDS, PLEASE COMPLETE AND RHIURN THE EVALUATiaN FORM ON THE NEXT PAGE. 
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FEEDBACK 
EVALUATION FORM 



wJ^J^c^^^iS FiLSS^^^ ^ ™^ P^^IDE INFORMATION WHICH WILL BE IH'ILIZED TO PRODUCE OTHER 

LISTINGS. THESE SUBSEQUENT LISTINGS WILL MEET YOUR NEEDS TO THE DEGREE THAT YOU PROVIDE US WITH HONEST AND 
VALID INFORMATION. WE ARE INIERESIED IN YOUR RESPONSES TO THE QUESTIONS LISTED BEWW BUT ESPK^ 
YOU MAY PROVIDE. (PLEASE NUMBER YOUR CO^enS, I.E., 10, 11, 12 ) THANK YW FOR YOUR ^ if 
MORE THAN ONE PERSON WILL USE THIS CATALOG PLEASE COPY THIS EVALUATIO^^K mT mSe^yISSd. 



2. 



3. 



4. 



6. 



DID THIS CATALOG MEET YOUR EXPECTATIONS? 

YES 

NO 

DID YOU FIND THIS CATALOG USEFUL? 

ALWAYS YES 

IN GENERAL, YES 

IN GENERAL, NO 

ALWAYS NO 

OTHER 

DID YOU FIND THE INFORMATION TO BE RELEVANT TO 
YOUR WORK? 

COMPLETELY RELEVANT 

MOSTLY RELEVANT 

MOSTLY MMELEVANT 

COMPLETELY NOJRELEVANT 

DID YOU FIND THE INFORMATION TO BE ACCURATE? 

ALWAYS YES 

IN GENERAL, YES 

IN GENERAL, NO 

ALWAYS 

OTHER 

THE COVERAGE OF TOPICS WAS: 

VERY CCWPLETE 

FAIRLY COMPLETE 

FAIRLY INCOMPLETE 

VERY INCOMPLETE 

IS ENOUGH INFORMATION PROVIDED TO MAKE SELECTIONS? 

ALWAYS YES 

IN GENERAL, YES 

IN GENERAL, NO 

ALWAYS NO 

OTHER 



10. WHAT USES DO YOU PLAN TO MAKE OF THIS CATALOG? 
(USE BACK OF SHEET FOR CO^WENTS.) 



11. WHEN THIS CATALOG IS REVISED, WHAT CHANGES 
WOULD YOU LIKE TO SEE MADE? (USE BACK OF 
SHEET FOR COMWTS.) 



12. AM)ITIO(AL OMENTS. (USE BACK OF SHEET.) 



FREQUENTLY, WE FIND IT DESIRABLE TO REQUEST ADDI- 
TiaVAL INFORMATION FROM KEY RESPOIDENTS. IF YOU 
ARE WILLING TO BE ODNTACTED BY THE LABORATORY 
CONCERNING YOUR RESPONSES OR COMCNTS, PLEASE COM- 
PLETE THE FOLLOWING: 



NAME 



POSITION 



INSTITUTION^ 
ADT»?ESS 



ZIP 



PHONE 



8. 



HOW DIFFICULT WAS IT FOR YOU 
INFORMATION? 

VERY DIFFICULT 

FAIRLY DIFFICULT 

FAIRLY EASY 

VERY EASY 



WERE THE DIRECTIONS EASY TO FOLLOW? 

ALWAYS YES 

GENERALLY YES 

GENERALLY NO 

ALWAYS NO 



TO FIND SPECIFIC 



MAIL TO: 



SPECIAL NEEDS PROJECT 

NORTHWEST REGIONAL EDUCATIONAL LABORATORY 

710 S.W. SECOND AVENUE 

PORTLAND, OREGON 97204 



9. DID YOU FIND THE CITATIONS TO BE UNDERSTANDABLE? 

ALWAYS YES 

GENERALLY YES 

GENERALLY NO 

, ALWAYS NO 



